From: 

Scott, Allison (GOV) 

Sent: 

Tuesday, February 17, 2015 7:07 PM 

To: 

Emmitt, Beth (GOV) 

Cc: 

Wisniewski, Wendy (GOV) 

Subject: 

Fwd: Tues meeting 


Let's see if there is time on thurs that work for john and Jarrod per the below 
Wendy see cos agenda items below 
Sent from my iPhone 


Begin forwarded message: 

From: Rick Snyder 

Date: February 17, 2015 at 1 1: 10:28 AM EST 
To: Allison Scott 

Subject: Re: Tues meeting 


Thanks. 


Just got a text from US re dinner tonight. 

Also, can we check on having a COS meeting this week? I didn’t see one. Might want to have 
John Walsh and Jarrod there. Would like to run through our list of priorities and make sure we 
are on top of things: 

Major events: 

Econ Dev and Ed summit in March 
Energy Message in March 
Road campaign in May 
Budget in June 
Criminal Justice in spring 

Other: 

Tax credits 

Local and school transparency 
CTE 

Flint water 
Flint schools 
DPS 

Wayne County 


On Feb 17, 2015, at 10:55 AM, ALS RFM 



wrote: 
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2 


From: 

Sent: 

To: 

Subject: 


Scott, Allison (GOV) 

Thursday, April 18, 2013 12:46 PM 
Wisniewski, Wendy (GOV) 

Fwd: COS items 


Sent from my iPhone 

Begin forwarded message: 

From: "Snyder, Rick (GOV)" 

Date: April 18, 2013, 12:29:57 PM EDT 

To: "Scott, Allison (GOV)" <scottai2. @ mich iga n. go v> 

Subject: COS items 

A few items to add: 


Flint/DWSD 



Thanks 

Rick 
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From: Michelle Zdrodowski <michelle.zdrodowski@detroitk12.org> 

Sent: T uesday, October 1 3, 201 5 1 1 :24 AM 

To: connersp@michigan.gov; Muchmore, Dennis (GOV); Walsh, John (GOV); McPhee, Karen 

(GOV); Murray, David (GOV); Khouri, Nick (TREASURY); Baird, Richard (GOV); Stanton, 
Terry A. (Treasury); Saxton, Thomas (Treasury); Wurfel, Sara (GOV); Snyder, Rick (GOV) 
Cc: Kelly Rossman-McKinney; Darnell Earley 

Subject: Fw: Media Call: Ron Fonger- Flint Journal (Deadline ASAP)-D. Earley Response 


All, 

Mr. Earley asked me to share with you his response to the below media inquiry. It was as follows: 

"The decision to separate from DWSD and go with the Karegnondi Water Authority, including the decision to 
pump Flint river water in the interim, were both a part of a long-term plan that was approved by Flint's Mayor, 
and confirmed by a City Council vote of 7-1 in March of 2013 - a full seven months before I began my term as 
Emergency Manager. That vote was supported and signed into emergency order by then Emergency Manager 
Edward Kurtz on March 29, 2013. It was my responsibility to implement the previously accepted and approved 
plan as the contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger concern that 
everyone should be focused on moving forward is what is done in the long-term to replace the crumbling 
water distribution system that exits throughout Flint and Genesee County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 

Detroit Public Schools 

3011 W. Grand Boulevard, 14th Floor 

Detroit, Ml 48202 

313.873.3238, office 

iSMSSMSiMB mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



l 





Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his decision the 
switch the water system. As soon as he's done writing, he will issue it online but wants to include a statement 
for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: Kelly Rossman-McKinney 

Sent: Tuesday, October IB, 2015 11:38 AM 

To: Michelle Zdrodowski 

Cc: connersp@michigan.gov; Muchmore, Dennis (GOV); Walsh, John (GOV); McPhee, 

Karen (GOV); Murray, David (GOV); Khouri, Nick (TREASURY); Baird, Richard (GOV); 
Stanton, Terry A. (Treasury); Saxton, Thomas (Treasury); Wurfel, Sara (GOV); Snyder, 
Rick (GOV); Darnell Earley 

Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


Works for me! 

Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski < m ic he 1 le. zdrodowski @detroit k 1 2 . or g > wrote: 

All, 


Mr. Earley asked me to share with you his response to the below media inquiry. It was as 
follows: 


"The decision to separate from DWSD and go with the Karegnondi Water Authority, including 
the decision to pump Flint river water in the interim, were both a part of a long-term plan that 
was approved by Flint's Mayor, and confirmed by a City Council vote of 7-1 in March of 2013 - a 
full seven months before I began my term as Emergency Manager. That vote was supported 
and signed into emergency order by then Emergency Manager Edward Kurtz on March 29, 

2013. It was my responsibility to implement the previously accepted and approved plan as the 
contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger 
concern that everyone should be focused on moving forward is what is done in the long-term to 
replace the crumbling water distribution system that exits throughout Flint and Genesee 
County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 


i 



Executive Director of Communications 


Detroit Public Schools 
3011 W. Grand Boulevard, 14th Floor 
Detroit, Ml 48202 
313.873.3238, office 
mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his 
decision the switch the water system. As soon as he's done writing, he will issue it online but 
wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
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(313) 873-6269 fax 
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From: Wurfel, Sara (GOV) 

Sent: Tuesday, October 13, 2015 11:49 AM 

To: Kelly Rossman-McKinney 

Cc: Michelle Zdrodowski; connersp@michigan.gov; Muchmore, Dennis (GOV); Walsh, John (GOV); 

McPhee, Karen (GOV); Murray, David (GOV); Khouri, Nick (TREASURY); Baird, Richard (GOV); 
Stanton, Terry A. (Treasury); Saxton, Thomas (Treasury); Snyder, Rick (GOV); Darnell Earley 
Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


Calling you now, Michelle. 

Thanks much, 

SW 

Sara Wurfel 

Press Secretary | Executive Office of Governor Rick Snyder 
Sent from my iPhone 

On Oct 13, 2015, at 11:37 AM, Kelly Rossman-McKinney wrote: 

Works for me! 

Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski < michelie.zdrodowski@.detToitkl2.org > wrote: 

All, 


Mr. Earley asked me to share with you his response to the below media inquiry. It was 
as follows: 


"The decision to separate from DWSD and go with the Karegnondi Water Authority, 
including the decision to pump Flint river water in the interim, were both a part of a 
long-term plan that was approved by Flint's Mayor, and confirmed by a City Council vote 
of 7-1 in March of 2013 - a full seven months before I began my term as Emergency 
Manager. That vote was supported and signed into emergency order by then Emergency 
Manager Edward Kurtz on March 29, 2013. It was my responsibility to implement the 
previously accepted and approved plan as the contract with DWSD expired in April 2014 
during my term as EM. It did not fall to me to second guess or to invalidate the actions 
that were taken prior to my appointment. An even bigger concern that everyone should 
be focused on moving forward is what is done in the long-term to replace the crumbling 
water distribution system that exits throughout Flint and Genesee County." 



Please let him know if you have any questions. 
Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 


Executive Director of Communications 
Detroit Public Schools 
3011 W. Grand Boulevard, 14th Floor 
Detroit, Ml 48202 
313.873.3238, office 
mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due 
to his decision the switch the water system. As soon as he's done writing, he will issue it 
online but wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 


Detroit Public Schools 




Office of Communications 


Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 



Monday, November 09, 2015 7:50 PM 
Stoken, Laura (GOV) 

Re: Executive Office of the Governor, Rick Snyder 


From: 

Sent: 

To: 

Subject: 


I am able to read the legislation for myself and see what it does and does not do. I do not need you to 
send me your bullshit lies. This so called road funding bill is garbage. Its regressive and inadequate 
and you should quit your job instead of continuing to spew Snyder's garbage. Snyder should be in 
jail. Actually jail is too good for someone who poisons children. Anyone who grew up or lived in Flint 
like I did would know that you can't drink water from the Flint River. I was told my entire childhood not 
to play in or touch water from creeks running off the river. Shame! !!!!!!!! 


From: "Laura Stoken (GOV)" < Stokeni@michiqan.gov > 

To: "Rick Snyder (GOV)" I 

Sent: Friday, November 6, 2015 2:07:17 PM 
Subject: Executive Office of the Governor, Rick Snyder 

Thank you for your recent correspondence to Governor Rick Snyder's office. As a member of 
Governor Snyder's staff, please accept this response on his behalf. 

Michigan’s deteriorating infrastructure is in need of revitalization if we are to continue successfully 
reinventing our economy. Michigan is not only the automotive leader of the nation but also a leader in 
developing innovative road construction materials which can be used to improve Michigan’s 
roadways. We can only continue being a transportation leader if we upgrade our own infrastructure. 

Governor Snyder believes reinvention means reinvestment from us, the residents of Michigan, in the 
infrastructure that allows us to work, play and live in our beautiful state. We cannot reinvent our state 
without first shoring up its foundation. Whether traveling by foot, bicycle, car, truck, plane, train or 
bus, all residents and visitors to our great state deserve safe and unencumbered sidewalks, roads 
and rails. 

Gov. Rick Snyder issued the following statement on November 3, 2015 after the state Flouse and 
Senate approved a comprehensive, long-term plan to address Michigan’s infrastructure challenges. 

“The state House and Senate approved a fiscally responsible, comprehensive transportation plan that 
provides a long-term solution with new revenue that also provides long-term tax relief. This is the 
largest investment in Michigan roads and bridges in more than half a century, making them safer for 
Michiganders long into the future. 

“I commend my partners in the Legislature for their resolve and their willingness to compromise. 
These are difficult decisions. If left unaddressed, our infrastructure problems would have grown more 
expensive to fix, there would have been greater damage to our vehicles and, more importantly, more 
drivers left to face unsafe conditions. 
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“The plan approved today includes new revenue generated by people and businesses using the 
roads -- including non-residents. It helps with public transportation that is vital for many to get to work 
and school. And it’s good for our economy, strengthening the network of local, state and federal roads 
that is vital for all of our job-creators. It also allows us to continue investing in our core priorities that 
help Michiganders and fuel our state’s comeback. 

“This plan also shows people around the country and around the world that Michiganders face our 
toughest problems and solve them. Preserving our roads and bridges has been a priority, and is 
another important step we’ve taken to make our state a better place to live and work.” 

Once the bills are enrolled and sent to Governor Snyder’s desk for consideration, he has 14 days to 
make a decision on the legislation. Please know that when the legislation makes it to his desk he will 
keep your comments close at hand. 

As we continue to work towards more meaningful reforms that will transform Michigan's government 
processes, we appreciate your comments and feedback. Thank you for contacting our office, and 
please do not hesitate to call on us if there is anything we can do for you. 

Sincerely, 


Laura Stoken 

Manager, Constituent Relations 

Executive Office of the Governor, Rick Snyder 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Snyder, Rick (GOV) 

Tuesday, January 05, 2016 3:16 PM 
Stoken, Laura (GOV) 

FW: Mattawan Water Issue (see enclosure) 
Ash Dump.asf 


From: 

Sent: Wednesday, December 30, 2015 11:10 AM 

To: Snyder, Rick (GOV) Snyder, Rick (GOV) 

Cc: Calley, Brian (GOV) 

Subject: Mattawan Water Issue (see enclosure) 

Dear Governor, 

In the next few emails I'll be sending you information concerning an ordeal that transpired in Mattawan Michigan 
somewhat similar to Flint but on a much smaller scale. Although the incident does not involve lead poisoning it does 
denote some of the same issues Flint residents experienced with the MDEQ when reporting problems with their water. 

The geography involved consists of a nationally recognized wetland situated in what is considered by the MDEQ as a 
high recharge area for a water aquifer serving multiple families. The wetland was used as an unsupervised open dump 
site by multiple entities for over 20 years. Along with yards of debris, there were barrels of fuel oil discovered by the site 
along with deionized water indicating the possibility of dumpling by industry sometime during the dumps lifetime. 

It took almost three years of effort to get the MDEQ to do their jobs. Along the way they ignored complaints of fuel 
spills, covert hazardous waste removal, and refused to conduct proper soil sampling to ensure the water supply is 
indeed safe. They used the excuse of not having the funds or personnel resources to fulfil the requirements of their own 
policy. 

I have security cameras that captured some of the aforementioned episodes contradicting what the MDEQ employees 
reported to the EPA to avoid scrutiny by the federal agency. As it stands now we have a water aquifer with a ten year 
water movement (length of time it takes water in the aquifer to move from one side of the aquifer to the other) and 
heaps of soil removed from the wetland but still in piles adjacent to the original dump site and still on top of the aquifer 
where leaching occurs. 

The bottom-line is it was evident from the beginning that the MDEQ didn't want to deal with the issue and did 
everything they could to not find evidence that would require further action on their part. In the end, I 
unenthusiastically accepted five years of water testing by the agency because it was apparent that they would not 
properly remedy the situation. That said, as it stands now others downstream who use the same aquifer are unaware of 
how the situation was handled and the potential for chemicals to reach their wells within the ten year water 
movement. Again this is a high recharge area for the aquifer - meaning rain and snow melt saturate the area thereby 
significantly increasing the infiltration of water into the soil and subsequent leaching of embedded chemicals into the 
aquifer. 

There are three primary MDEQ employees that were complicit in an attempt to conceal what transpired: Bryce Feighner, 
Fred Sellers, and Lee Anne Thor. As stated I have video, email, and other documents that support my accusations. 


l 



I look forward to talking about possible remedies and await your response. 


Respectfully, 



Mattawan 
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From: 

Stoken, Laura (GOV) 

Sent: 

Tuesday, October 13, 2015 1:04 PM 

To: 

Scott, Allison (GOV) 

Cc: 

Hansen, Rachel (GOV) 

Subject: 

FW: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


Hey Allison, 

This came into the Governor's public facing e-mail. 
Thanks, 

Lauf a 


From: Wurfel, Sara (GOV) 

Sent: Tuesday, October 13, 2015 11:49 AM 
To: Kelly Rossman-McKinney 

Cc: Michelle Zdrodowski < michelie.zdrodovvskig0detroitkl2.org >: connersp@michigan.gov: Muchmore, Dennis (GOV) 
< muchmored@michigan,gov >; Walsh, John (GOV) < Waishj@iTticbig3n.gov >; McPhee, Karen (GOV) 
< McPheeKl@rnicbigan.gov >; Murray, David (GOV) < MurrayDl@rnichigan.gov >: Khouri, Nick (TREASURY) 

< Khouri N@trtichigan.gov >; Baird, Richard (GOV) < bairdr@michigan.gov >: Stanton, Terry A. (Treasury) 
< StantonT@micbigan.gov >; Saxton, Thomas (Treasury) < SaxtonT@michigan.gov >: Snyder, Rick (GOV) 

; Darnell Earley < darneli.eariey@detroitkl2.org > 

Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 

Calling you now, Michelle. 

Thanks much, 

SW 

Sara Wurfel 

Press Secretary | Executive Office of Governor Rick Snyder 
Sent from my iPhone 


On Oct 13, 2015, at 1 1:37 AM, Kelly Rossman-McKinney 


vrote: 


Works for me! 


Sent from my iPhone 


On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski < mi chelie.zdrodowski@detroitk 1 2 ,org > 

wrote: 
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Mr. Earley asked me to share with you his response to the below media 
inquiry. It was as follows: 


"The decision to separate from DWSD and go with the Karegnondi Water 
Authority, including the decision to pump Flint river water in the interim, were 
both a part of a long-term plan that was approved by Flint's Mayor, and 
confirmed by a City Council vote of 7-1 in March of 2013 - a full seven months 
before I began my term as Emergency Manager. That vote was supported and 
signed into emergency order by then Emergency Manager Edward Kurtz on 
March 29, 2013. It was my responsibility to implement the previously accepted 
and approved plan as the contract with DWSD expired in April 2014 during my 
term as EM. It did not fall to me to second guess or to invalidate the actions that 
were taken prior to my appointment. An even bigger concern that everyone 
should be focused on moving forward is what is done in the long-term to replace 
the crumbling water distribution system that exits throughout Flint and Genesee 
County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 

Detroit Public Schools 

3011 W. Grand Boulevard, 14th Floor 

Detroit, Ml 48202 

313.873.3238, office 



From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 
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To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 
Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the Governor to fire Mr. 
Earley due to his decision the switch the water system. As soon as he's done 
writing, he will issue it online but wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: 

Stoken, Laura (GOV) 

Sent: 

■Rjesday^ctobei^O^O^ 1:36 PM 

To: 


Subject: 

RE: Flint Water 

Dear Mr. 



Thank you for your recent correspondence sent to Governor Rick Snyder regarding the water in 
Flint. As a member of Governor Snyder’s staff, I am responding on his behalf. 

Flint families and children will be better protected by reconnecting with the Great Lakes Water 
Authority as the source of the city’s drinking water until the Karegnondi Water Authority pipeline is 
completed. Governor Snyder has asked the state Legislature to provide half, or $6 million, of the $12 
million needed to reconnect with the authority through next summer, when the KWA is expected to be 
completed. The Flint city government will provide $2 million and the Charles Stewart Mott Foundation 
has committed $4 million. 

Governor Snyder said “Flint residents need to have access to safe, clean, water now and long into 
the future.” The technical experts helping the city on its water advisory all agree this move back to 
the Great Lakes Water Authority provides the best public health protection for children and families. 
The Governor appreciates Detroit’s willingness to reconnect with Flint, the Mott Foundation’s 
generous commitment, and the dedication of all parties to come together to protect Flint families and 
children. 

Flint city leaders requested the state’s help to fund the reconnection and to assist with health and 
infrastructure issues. Flint’s move to the Great Lakes Water Authority is expected to cost about $1 .3 
million per month until the Karegnondi Water Authority is completed next summer. 

The move to Detroit water, which is expected to include many public health benefits. As large 
bodies of water, the Great Lakes are naturally prone to fewer problems from large rain events and 
other runoff issues that can sometimes be present in shallower rivers. Additionally, the Great Lakes 
Water Authority water already has additional corrosion control, using phosphates to help coat the 
insides of pipes and limit lead from leaching into the water. However, reconnecting with the authority 
will not completely resolve the city’s problem with lead service lines or aging infrastructure. It will take 
time for pipes in Flint to become coated with the phosphate corrosion control. Additionally, some 
households in the city could experience lead in their drinking water until all lead pipes and plumbing 
are replaced. 

To best protect public health, Governor Snyder, state, and local authorities will continue to carry 
out steps outlined on Oct. 2 in a comprehensive action plan, including continued testing, the use of 
faucet filters and providing residents with accurate information about steps to eliminate lead 
exposure. The Michigan Departments of Environmental Quality (DEQ) and Health and Human 
Services (MDHHS) also committed an additional $3.5 million for water filters, free lead testing through 
the state laboratory for Flint water customers, and hiring additional staff to conduct health exposure 
monitoring for lead in drinking water. 
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Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road 
MDHHS office locations. For residents who are not currently enrolled in MDFIFIS assistance 
programs, free filters are available at the Genesee County Community Action Resource Department 
offices at 2727 Lippincott and 601 North Saginaw in Flint. Staff will be at all four locations from 9 a.m. 
to 4 p.m., Monday through Friday, to distribute filters and assist residents who have questions about 
proper installation. At the Lippincott location only, extended hours will be offered this weekend, 
including until 7 p.m. on Thursday and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap and 
running the water until it’s as cold as it will go. Additionally, only use cold water for cooking, drinking 
and especially mixing baby formula. 

The state also released the first results from its lead screening program in schools and homes. Of 
37 total samples taken at 13 buildings, four samples spread over three buildings exceeded the federal 
action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further 
testing water and inspecting plumbing at these schools. Until testing is complete, schools are advised 
to continue using bottled water and filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head 
Starts. Free testing is also available for any Flint resident. 

Please visit Michigan.gov/Flintwaterfor additional resources. 

Thank you, again, for taking the time to share your concerns with our office. Should you have any 
further comments, questions or concerns regarding this or any other state-related matter, I’ve 
included my contact information below. 


Sincerely, 


Laura Stoken 

Constituent Relations Division 

Executive Office of the Governor, Rick Snyder 

517.335.7858(0) 


From- j mm 

Sent: Tuesday, October 20, 2015 6:37 AM 
To: letters@freepress.com; Nolan Finley <| 
<F 



kaffer@freepress.com 


Subject: Flint Water 


I; letters@detnews.com; Snyder, Rick (GOV) 


I remember when John Engler created the Department of Environmental Quality, and it was a way for 
Businesses to skirt Environmental Laws. John Engler created the DEQ so that business could find a 
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way to skirt the EPA rules and open the abandon mines in the UP, and business could shove the 
Deep Injection Well by the Airport down the people's throats like it or not. Governor Granholm then 
dissolved the DEQ and put the Department of Natural Resources back in charge of our environment. 
As soon a Rick Snyder took the Governors job he reassembled the Department of Environmental 
Quality and appointed his Director, a political appointee, not necessarily a specialist in the field, but a 
politician. Now we have lot of sick children and residents in Flint that will take the rest of our lives or 
more to repair. How sad it is that Business is making all the decisions for our State, and the 
legislators are working for special interest groups that donate money to their campaign's. 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Stoken, Laura (GOV) 

Tuesday, January 05, 2016 3:45 PM 
Thelen, Mary Beth (DEQ) 

Action Item Constituent Case Referral 1 of 3 

Ash Dump.asf 


1 of 3 
Hello - 

Governor Snyder's office has received a constituent inquiry from Roger Soldano . 

I would appreciate a copy of correspondence exchanged with this constituent on Governor Snyder's behalf, but I 
understand you may be limited by law in what you can share. Please let me know if you are unable to follow up 
with this constituent or if you believe I have made a mistake in referring this to your attention. 

As always, please do not hesitate to contact me with any questions or concerns. Thank you for your assistance. 

Laura Stoken 
Office of the Governor 
O: 517-335-7858 


From:!' 

Sent: 

To: Snyder, Rick (GOV) 

Cc: Calley, Brian (GOV) 

Subject: Mattawan Water Issue (see enclosure) 

Dear Governor, 

In the next few emails I'll be sending you information concerning an ordeal that transpired in Mattawan Michigan somewhat 
similar to Flint but on a much smaller scale. Although the incident does not involve lead poisoning it does denote some of the 
same issues Flint residents experienced with the MDEQ when reporting problems with their water. 

The geography involved consists of a nationally recognized wetland situated in what is considered by the MDEQ as a high 
recharge area for a water aquifer serving multiple families. The wetland was used as an unsupervised open dump site by 
multiple entities for over 20 years. Along with yards of debris, there were barrels of fuel oil discovered by the site along with 
deionized water indicating the possibility of dumpling by industry sometime during the dumps lifetime. 

It took almost three years of effort to get the MDEQ to do their jobs. Along the way they ignored complaints of fuel spills, covert 
hazardous waste removal, and refused to conduct proper soil sampling to ensure the water supply is indeed safe. They used the 
excuse of not having the funds or personnel resources to fulfil the requirements of their own policy. 

I have security cameras that captured some of the aforementioned episodes contradicting what the MDEQ employees reported 
to the EPA to avoid scrutiny by the federal agency. As it stands now we have a water aquifer with a ten year water movement 
(length of time it takes water in the aquifer to move from one side of the aquifer to the other) and heaps of soil removed from 
the wetland but still in piles adjacent to the original dump site and still on top of the aquifer where leaching occurs. 


Snyder, Rick (GOV) 





The bottom-line is it was evident from the beginning that the MDEQ didn't want to deal with the issue and did everything they 
could to not find evidence that would require further action on their part. In the end, I unenthusiastically accepted five years of 
water testing by the agency because it was apparent that they would not properly remedy the situation. That said, as it stands 
now others downstream who use the same aquifer are unaware of how the situation was handled and the potential for 
chemicals to reach their wells within the ten year water movement. Again this is a high recharge area for the aquifer - meaning 
rain and snow melt saturate the area thereby significantly increasing the infiltration of water into the soil and subsequent 
leaching of embedded chemicals into the aquifer. 

There are three primary MDEQ employees that were complicit in an attempt to conceal what transpired: Bryce Feighner, Fred 
Sellers, and Lee Anne Thor. As stated I have video, email, and other documents that support my accusations. 

I look forward to talking about possible remedies and await your response. 

Respectfully, 



Mattawan 



From: 

Sent: 

To: 

Subject: 


petitions@moveon.org > 

Thursday, December 31, 2015 10:58 AM 
Snyder, Rick (GOV) 

70 signers: Tell Michigan Governor, Rick Snyder, to declare a state of emergency! 
petition 


Dear Governor Rick Snyder, 

I started a petition to you titled Tell Michigan Governor. Rick S ny der . to declare a state of emergency!. So far, 

the petition has 70 total signers, 49 of whom are constituents of yours. 

You can post a response for us to pass along to all of your constituents who have signed the petition by clicking 
here: http ://petitions. tnoveon.org/larget talkback.html2ti :: =tt-104227 -go vemor-MI-20251231.-fl-fe.M[C 

The petition states: 

"A state-appointed emergency manager opted to sever a contract with the Detroit Water and Sewerage 
Department (DWSD), and Flint started sourcing corrosive water from the Flint River. As a result, Flint 
residents suffered through a number of catastrophic water quality issues — coliform bacteria, cancer- 
causing trihalomethanes and lead — before the state agreed to switch back to DWSD water Governor 
Snyder must own his administration's negligent role in this public health crisis and declare a state of 
emergency. Flint residents need YOUR support. Sign your name NOW." 

To download a PDF fde of all your constituents who have signed the petition, including their addresses, click 
this link: http .//petitions, rnoveon.o rg/ deliver pdf. html ?j ob id :::: 16ST7473&targ e t t yp e : :: go vernor&target id ::: M!l 

To download a CSV fde of all of your constituents who have signed the petition, including their addresses, click 
this link: 

http://petitions.moveon.org/deiiver_pdf.htmi?job_id ::: 1697473&targetJ:ype :::: goveraor&tafget_id :::: MI&csv ::: l 

Thank you. 



If you have any other questions, please email petitionsC fmoveon.org . 

The links to download the petition as a PDF and to respond to all of your constituents will remain available for- 
th e next 14 days. 

This email was sent through Move On's petition website, a free service that allows anyone to set up their own 
online petition and share it with friends. MoveOn does not endorse the contents of petitions posted on our 
public petition website. 
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From: 

Sent: 

To: 

Subject: 


Durfee, Sally (GOV) 

Wednesday, February 04, 2015 4:30 PM 
Posthumus, Dick (GOV) 

FW: Flint/Rep Neely 


It was not the letter that had the riot issue - it came out of his one on one meeting with 
people from Department of Treasury. 

Original Message 

From: Connors., Paul (Treasury) 

Sent: Thursday, lanuary 29, 2015 11:24 AM 
To: Durfee, Sally (GOV) 

Subject: Flint/Rep Neely 

Wayne and I met with him regarding Flint water; said he was sending letter to Gov and cc 
Dick; basically said Flint will riot unless treasury has better oversight over EMs and 
treasury restructures a bond deal and directs more $ to water treatment 


i 



From: petitions@moveon.org> 

Sent: Thursday, December 31, 2015 10:58 AM 

To: Snyder, Rick (GOV) 

Subject: 70 signers: Tell Michigan Governor, Rick Snyder, to declare a state of emergency! 

petition 


Dear Governor Rick Snyder, 

I started a petition to you titled Tell Michigan Governor. Rick S ny der . to declare a state of emergency!. So far, 

the petition has 70 total signers, 49 of whom are constituents of yours. 

You can post a response for us to pass along to all of your constituents who have signed the petition by clicking 
here: http :,4''petitions. rnoveon.org/target talkback.html2ti :: =tt-104227 -go vemor-MI-20251231.-fl-fe.M[C 

The petition states: 

"A state-appointed emergency manager opted to sever a contract with the Detroit Water and Sewerage 
Department (DWSD), and Flint started sourcing corrosive water from the Flint River. As a result, Flint 
residents suffered through a number of catastrophic water quality issues — coliform bacteria, cancer- 
causing trihalomethanes and lead — before the state agreed to switch back to DWSD water Governor 
Snyder must own his administration's negligent role in this public health crisis and declare a state of 
emergency. Flint residents need YOUR support. Sign your name NOW." 

To download a PDF fde of all your constituents who have signed the petition, including their addresses, click 
this link: http .//petitions, rnoveon.o rg/ deliver pdf. hi.rnl ?j ob id :::: 16ST7473&targ e t t yp e : :: go vernor&target id ::: M!l 

To download a CSV fde of all of your constituents who have signed the petition, including their addresses, click 
this link: 

http://petitions.moveon.org/deiiver_pdf.htmi?job_id ::: 1697473&targetJ:ype :::: goveraor&tafget_id :::: MI&csv ::: l 


Thank you. 



If you have any other questions, please email petitionsC fmoveon.org . 

The links to download the petition as a PDF and to respond to all of your constituents will remain available for- 
th e next 14 days. 

This email was sent through Move On's petition website, a free service that allows anyone to set up their own 
online petition and share it with friends. MoveOn does not endorse the contents of petitions posted on our 
public petition website. 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Wurfel, Sara (GOV) 

Wednesday, October 31, 2012 12:34 PM 
Snyder, Rick (GOV) 

Muchmore, Dennis (GOV); Roberts, John (GOV); Scott, Allison (GOV); Lasher, Geralyn 
(GOV); Silfven, Ken (GOV) 

FW: Genesee Co water supply project TODAY'S FLINT JOURNAL 

Genesee County Water issue.doc; Flint Emergency Manager Michael Brown says selling city 
water and sewer systems cant be ruled out.docx 


Importance: High 


Governor - 


Just wanted you to be aware of a potential issue - Genesee Co. water supply - that you may get asked about today 
from Flint media. 

Recent news articles below and one attached from earlier this year that talks about then Emergency Manager's Mike 
Brown's comments. Also, attached is brief history and timeline from DEQ and a quick summary below from Treasury as 
they'll be meeting with Flint and Detroit officials tomorrow. 

Bottom line: this has been an ongoing issue and sets up potential conflict between these two communities. Many Flint 
and Genesee Co. officials say it will save the city and region much money; Detroit says it won't be cost-effective and is 
very much opposed. Treasury will be getting the details tomorrow of the proposed pipeline plan and doesn't have an 
opinion yet. Because of the EM situation and particulars, it requires state approval for Flint to participate. Without Flint's 
participation, rest of area likely can't cover. Though sounds like EM Kurtz is now leaning toward moving in the pipeline 
direction. Treasury recommends a very high level response at this time. We agree. 

Please let us know if there's anything else you may need or want on this front. 


Officials from Flint, Genesee County, Detroit to meet with state treasury on region's water future, officials say (Oct. 
31) 

http://www.mlive.com/news/flint/index.ssf/2012/10/officials from genesee county.html 

Building an intake is one of four giant steps toward building water pipeline (Oct. 28) 
http://www.mlive.com/news/flint/index.ssf/2012/10/pipeiine timeline heres what t.html 

Genesee County approves borrowing $35 million to build Lake Huron water pipeline intake 
http://www.miive.com/news/flint/index.ssf/2012/10/genesee county puts up 35 mili.html 


From: Buhs, Caleb (Treasury) 

Sent: Wednesday, October 31, 2012 11:46 AM 
To: Wurfel, Sara (GOV); Stanton, Terry A. (Treasury) 

Subject: RE: Genesee Co water supply project TODAY’S FLINT JOURNAL 

The article is correct, we will be meeting with both proponents and opponents of the potential pipeline project. There 
isn't much to say at this point, Treasury does not have an opinion yet, as we will he getting the full briefing tomorrow. 


Here is what we know: 



■ A group is proposing a water pipeline from Lake Huron to the Flint Metro area, which would eliminate the need to 
purchase water from Detroit Water and Sewer Department (DW5D). 

■•The design and cost estimates have yet to be completed. 

■The City of Flint has contributed about $25--30k towards the costs of the studies. 

-DWSD is opposed to the plan for the obvious reason that they would lose customers. DWSD officials have pointed out 
that a study was done in the 3Q's that concluded that a project of this nature would not be cost effective. 

■This would allow Flint to controi their own water costs and quality and provide opportunities for industrial growth. 

Since Treasury officials have not been briefed on all the information yet, I would keep the statement from the Governor 
rather high-level, something like: 


Treasury officials are meeting tomorrow to get the details of the proposed pipeline plan. Until the ultimate costs are 
known and the various studies have been conducted, the benefits to the citizens of Flint and Genesee County cannot be 
determined. 


Feel free to call me if you have any questions. 


Caleb 


From: Wurfel, Sara (GOV) 

Sent: Wednesday, October 31, 2012 

To: Buhs, Caleb (Treasury); Stanton, Terry A. (Treasury) 

Subject: FW: Genesee Co water supply project TODAY'S FLINT JOURNAL 

Importance: High 


Per our quick conversation earlier, Caleb. Any update you can provide ASAP from Treasury role and perspective will be 
great. 


From: Wurfel, Brad (DEQ) 

Sent: Wednesday, October 31, 2012 
To: Wurfel, Sara (GOV) 

Subject: RE: Genesee Co water supply project TODAY'S FLINT JOURNAL 
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By Kristin Longley j klongley1@mlive.com 


on October 31. 2012 at 7:18 AM. undated October 31 


Email 


Print 



. 2012 at 7:17 AM 





GENESEE COUNTY, MI — In a meeting of all the major stakeholders, the city of Flint is expected to 
make its case to the state Thursday that joining a regional effort to build a new pipeline from Lake 
Heron is the best option for Flint's future water. 


The meeting is expected to include representatives from Flint, emergency financial manager Ed 
Kurtz’s administration as well as the Genesee County Drain Commissioner's Office, Detroit Water and 
Sewerage Department and thr Michigan Treasury department, Flint officials said this week. 


"The state is looking to bring all the parties to one place to look at the numbers," said Howard Croft, 
Flint’s director of infrastructure. "All the pros and cons and all the people involved will be in the 
room." 

Flint and Genesee County have been getting water from Detroit under a go-year contract that is now 
expired, and are looking to break away because of continuing price increases. 


Officials with the Flint emergency manager's office have been exploring several options for water 
since the city was taken over by the state in December. The options included treated Flint River water 
as well as blending Detroit water with Flint River water. 

Now, Flint authorities say joining with Genesee County officials on hmlcllng a new pipeline from 
Lake Huron is the best bet in order to stabilize Flint, water rates over the long term. 

The pipeline would service a wider region that could also include Lapeer, Sanilac County and Lapeer 
County, called the Karegnondi Water Authority. 


"We're comfortable with the work we’ve done. We believe the numbers bear out," Croft said. "This is 
taking it to the next level, taking it to the state and saving these are our options," 




Kurtz said that, under the emergency financial manager law, the state treasurer has to sign off on any 
deal more than $50,000 — which certainly applies to the pipeline project that's expected to cost the 
three-county region up to $300 million. 

The Genesee County Board of Commissioners took steps last week to borrow up to $35 million to 
cover the initial construction costs for the pipeline. 


Genesee County Drain Commissioner Jeff Wright said he was asked to attend the meeting Thursday 
in Lansing. He said his office will be glad to be there to answer any questions about the KWA 
proposal. 

County officials claim that continuing to buy water from the city of Detroit will cost the region $2.1 
billion during the next 25 years. By building a pipeline, that cost would no more than $1.9 billion over 
the same period. 

"It's cheaper to build our own system than to continue to pay more and more to the city of Detroit," 
Wright said. "This is about the least expensive way for our people to get the best quality water.” 


Croft said the Flint River isn't the best option for Flint's primary source because of concerns about 
capacity during drought conditions and questions about what the city and county would rely on as 
their state-required backup source, which is currently the river. 


If the city were to make the Flint River its primary source, major upgrades would have to be made to 
the dams and other infrastructure, Croft said. 


Blending river water with Detroit water would still leave Flint vulnerable to future rate increases from 
Detroit, he said. 

Going with the KWA pipeline, on the other hand, would mean a fixed water cost, Croft said. 


"A lot of tilings are conditional (with blending)," Croft said. "That's not a good scenario for us. We're 
looking for a long-term solution not a short-term one." 

Still, no decisions have been finalized, he said. 

"The state has to support any decision of this magnitude," he said. "This is about us making the best- 
informed decision we can make 


Brad WurfeS 

Com muni cations D s rector 



Michigan Department of Environmental Quality 
517-241-7385 - office 
cell 


From: Milne, James (DEQ) 

Sent: Wednesday, October 31, 2012 
To: Wurfel, Brad (DEQ) 

Cc: Fisher, Brant (DEQ); LeBaron, Andrew (DEQ) 

Subject: Genesee Co water supply project 

See if the attached files give you what you need. Brant Fisher & Andy LeBaron are probably the best 
people to talk to about this project. 

Jim Milne, Great Lakes Shoreiands Unit Chief 
Water Resources Division 
Ml Dept, of Environmental Quality 
ph: 51 7-373-4608 fax: 517-373-6917 
e-mail: milnej@micNgan.qoy 



Genesee County Water issue 


BACKGROUND 

The Division of Water and Waste Services, Genesee County Drain Commissioner 
(GCDC) operates a regional water system that presently serves 154,000 residents 
in 19 townships and communities in Genesee County. 

The GCDC purchases water from the City of Flint, which is supplied by the Detroit 
Water and Sewage Department. 

Genesee County and the City receive water via a single 72-inch diameter 
transmission pipeline from the DWSD Lake Huron treatment plant. This pipeline 
was constructed over 40 years ago and has historically been very reliable. 
However, there have been recent repairs that underscore the need for additional 
facilities to ensure water service to the public. 

In addition to the potential reliability problems with the existing pipeline, both 
the City and Genesee County continue to resist rate increases from DWSD . Both 
parties have historically disputed proposed rate increases, and have often 
discussed or investigated alternative sources for drinking water. 

CHRONOLOGICAL SUMMARY OF EVENTS 

February 12. 2009 : Original submittal of the GCDC application under Part 327 of 
Act 451, Great Lakes Preservation, for a new withdrawal capacity of 85 million 
gallons per day (MGD) with a request the DEQ commence with the evaluation and 
public notice process was received by the Water Bureau (WB). Information was 
submitted in accordance with Part 327 and GL Charter/Compact requirements for 
"proposals subject to prior notice and consultation." 

March 4. 2009 : At the request of the Office of the Great Lakes (OGL), MDEQ, the 
GCDC was asked to provide additional information in accordance with 
"Preliminary - Temporary Great Lakes-St. Lawrence River Basin Water Resources 
Compact Rules." 

April 6. 2009 : Amended package of information received by the WB. Information 
was submitted in accordance with above mentioned rules. 



April 24. 2009 : MDEQ correspondence transmitted to the GCDC informing them 
of the "completeness of application." GCDC was notified of DEQ intent to 
conform with the Part 327 requirements for a public comment period of 45 days 
and the rendering of a decision on the permit application within 120 days. August 
24, 2009 established as the deadline for rendering a decision. 

May 26, 2009 : In the spirit of the Great Lakes-St. Lawrence River Basin Water 
Resources Agreement (Agreement) and the Great Lakes-St. Lawrence River Basin 
Water Resources Compact (Compact), the OGL provided notice of the proposed 
withdrawal to states, provinces and Indian Nations and transmits amended 
application packet. The OGL requests comments by July 20, 2009 in order for DEQ 
to meet statutory obligations of Part 327. 

May 28. 2009 ; WB transmits to GCDC a copy of the public notice with cover letter 
requesting the posting of notice on GCDC premises and at the shoreline property 
parcel in Sanilac County (location of shore well and pumping station). WB 
received from GCDC correspondence dated June 4, 2009 affirming compliance 
with posting requirements. 

July 15. 2009 : Public comment period on Part 327 permit application ends. 

July 20. 2009 : Comment period relative to the Agreement/Compact ends. 

August 24. 2009 : Part 327 statutory deadline for rendering a decision on the 
GCDC permit application. 



Flint Emergency Manager Michael Brown says selling city water and sewer systems can't be ruled out 


By Ron Fonger | rfongerl@mlive.com The Flint Journal 
January 29, 2012 at 8:00 AM 

FLINT, Michigan -- The city's emergency manager is considering selling off Flint's water and sewer plants 
to the highest bidder, potentially generating a one-time windfall of millions of dollars to help steady the 
city's shaky finances. 

Emergency Manager Michael Brown confirmed that a sale of the plants is among the options under 
review by his office and said he is "nowhere near a decision on that." 

"We have said everything is on the table," Brown said. "Examining our assets (is) all part of the analysis." 

Brown isn't discussing specifics, including whether a sale might involve the entire water and sewer 
systems, including the pipes that carry waste and water to homes and businesses. 

Word that Brown was considering such a sale came from Genesee County officials, who believe the 
move would complicate and set back the proposed water pipeline to Lake Huron. 

County Board of Commissioners Chairman Jamie Curtis wrote to Brown Jan. 23, saying he was "worried 
that if Flint is considering sale of this asset, that there will be adverse impact on the Karegnondi (Water 
Authority) project." 

Flint joined the Karegnondi Water Authority with the city of Lapeer as well as Genesee, Lapeer and 
Sanilac counties, but has yet to sign a capacity agreement, spelling out how much raw water it will 
commit to buying. 

"The only thing holding back a construction start is Flint's signed capacity agreement," Curtis' letter to 
Brown said. 

As it's designed now, the pipeline has the capacity to carry 85 million gallons of water each day from 
Lake Huron to the Karegnondi communities. 

Curtis called the pipeline "one of the most important economic initiatives currently underway" and 
asked Brown to commit the city to it "as soon as you are able." 

"We cannot miss another construction season for the project," the letter says. 

Brown said he's aware "the county wants (a decision) as soon as possible. We are doing everything we 
can to (do) it fast." 

Brown said the city is not currently involved in talks with a specific potential buyer for its water and 
sewer systems. 

Flint Councilman Scott Kincaid said several council members agreed with Mayor Dayne Walling that the 
city should commit to purchase up to 25 million gallons per day from the pipeline. 

But since Brown was appointed emergency manager by Gov. Rick Snyder, Walling and the council no 
longer have authority to make such decisions. 



I think (Brown) is just looking," Kincaid said of discussion about selling the water and sewer plants. 
People get appraisals on their houses. It doesn't mean they are going to sell them." 


The councilman said he hasn't been told that the water and sewer sales were under discussion and 
compared the idea to privatizing garbage collection, leaving city residents at the mercy of for-profit 
company. 

"It's not something I would do," Kincaid said. "I think we are better off coming up with an agreement for 
the KWA." 

County Drain Commissioner Jeff Wright said he knows the city's is investigating a sale of its plants 
because he was asked if the county would be interested in buying. 

"I said no," Wright said, adding that his office might have interest in operating the city's water and sewer 
systems as an alternative. 

"The city should keep its facilities," Wright said. "It's self-sustaining (and) one of the only assets that 
generates (positive revenue)." 

The drain commissioner said he believes Brown will decide that committing to the water pipeline is in 
the city's best option. 

Although no purchase price was discussed, Wright said both the water and sewer plants would cost in 
excess of $50 million to replace. 

Wright said the KWA pipeline project wouldn't automatically collapse if Flint decided to drop out as a 
partner but said the project would have to be re-evaluated and possibly down-sized. 

The drain commissioner said he prefers to wait -- even if it takes until the second half of 2012 -- for 
Brown to make a decision he's comfortable rather than pressuring him to make a decision quickly. 

County officials have advocated for the pipeline because of rising prices for treated drinking water that 
is currently pumped here by the city of Detroit. 

Assuming water use is static and that the city of Detroit takes on no new debt, Wright said he 
anticipates the cost to Flint and Genesee County will rise from $22.3 million in 2012 to $35.3 million by 
2016. 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Hollins, Harvey (GOV) 

Friday, April 25, 2014 4:27 PM 

Snyder, Rick (GOV); Muchmore, Dennis (GOV) 

Fw: PRESS RELEASE: Flint Officially Begins Using River 
Flint. River.Transition.4.25.14.pdf 


Best, 

Harvey Hollins 


Original message 

From: Jason Lorenz < jlorenz@dtyofflint.com > 

Sent: Fri, Apr 25, 2014 20:23:43 GMT+00:00 

Subject: PRESS RELEASE: Flint Officially Begins Using River 

For Immediate Release 


City of Flint Officially Begins Using Flint River 
as Temporary Primary Water Source 


Flint, Michigan - April 25, 2014 - For the first time in fifty years, the City of Flint is using the Flint River — part 
of the Saginaw River watershed — as a primary water source for city residents. Today the valve to the pipeline 
from Detroit was closed and the Flint River officially became Flint’s water supply. The temporary switchover is 
scheduled to support the city’s primary water needs for the next two years while construction of the 
forthcoming pipeline from Lake Huron is completed by Karegnondi Water Authority. Officials from the City of 
Flint, the Genesee County Drain Commission and the Michigan Department of Environmental Quality were all 
on hand to witness the historic event. 


The Flint River was once the primary source of water for city residents up to the 1960s. Over the past 40 
years, it has provided water to city residents as a back-up to water provided to us by Detroit. During 


l 



our partnership with Detroit, Flint has had to transition to the use of the Flint River for residential water on a 
few different occasions, with the most recent temporary switchover happening in 2009. Each temporary stint on 
local water proved three things to city employees and residents alike: That a transition to local river water could 
be done seamlessly, and that it was both sensible and safe for us to use our own water as a primary water source 
in Flint. 


Even with a proven track record of providing perfectly good water for Flint, there still remains lingering 
uncertainty about the quality of the water. In an effort to dispel myths and promote the truth about the Flint 
River and its viability as a residential water resource, there have been numerous studies and tests conducted on 
its water by several different independent organizations. In addition to what has been found in independent 
studies, it is also the responsibility of the City of Flint Water Service Center to continually test the water 
provided to city residents. Michael Prysby of the Michigan DEQ Office of Drinking Water verified that “the 
quality of the water being put out meets all of our drinking water standards and Flint water is safe to drink.” 


For nearly 10 years Mike Glasgow has worked in the laboratory at the City of Flint Water Service Center. He 
has run countless tests on our drinking water to ensure its safety for public use. Mike has not only conducted 
tests on water provided to us by Detroit, but also on local water from nearby rivers, lakes and streams including 
the Flint River. When asked if over the last decade if he has seen any abnormalities of major concern in the 
water, his response was an emphatic, “No.” In his words, “there has been nothing seen that was of major 
concern,” during his ongoing tenure working in the lab. “The tests results have shown that our water is not only 
safe, but of the high quality that Flint customers have come to expect,” announced DPW Director Howard 
Croft, “we are proud of the end result.” 


Apart from the water plant’s devotion to ensuring that our water is good, Flint is doubly blessed in 
having the Flint River Watershed Coalition as a separate organization dedicated to monitoring the 
overall welfare of local bodies of water, overseeing more than 30 different nearby locations. Rebecca 
Fedewa has been director of the watershed coalition since 2008. By virtue of her passion for her 
work and her position on the board, she is very conversant with the condition of the Flint River. In her words, 
“The Flint River is increasingly healthy, and completely suitable as a drinking water source.” Fedewa and 
FRWC are working closely with the city “to monitor flows and habitats between the intake and the waste water 
treatment plant to ensure there are minimal to no impacts to the overall health of the river.” 
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FRWC also invites city residents to be a part of their monitoring exercises during this spring in order “to gain 
firsthand knowledge in the health and vitality of our Flint River.” Mayor Dayne Walling invited everyone at 
today’s event to toast to Flint’s water. “It’s regular, good, pure drinking water, and it’s right in our backyard,” 
said Mayor Walling, “this is the first step in the right direction for Flint, as we take this monumental step 
forward in controlling the future of our community’s most precious resource.” 


-END- 

-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 

j).Qrenz@dtyoMlotCDm 
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Darnell Earley 
ICMA-CM, MPA 
Emergency Manager 


Dayne Walling 
Mayor 



Jason Lorenz 
Public Information Officer 
( 810 ) 237-2039 
jlorenz@cityofflint.com 


For Immediate Release 

City of Flint Officially Begins Using Flint River 
as Temporary Primary Water Source 

Flint, Michigan - April 25, 2014 - For the first time in fifty years, the City of Flint is using 
the Flint River — part of the Saginaw River watershed — as a primary water source for 
city residents. Today the valve to the pipeline from Detroit was closed and the Flint 
River officially became Flint’s water supply. The temporary switchover is scheduled to 
support the city’s primary water needs for the next two years while construction of the 
forthcoming pipeline from Lake Huron is completed by Karegnondi Water Authority. 
Officials from the City of Flint, the Genesee County Drain Commission and the Michigan 
Department of Environmental Quality were all on hand to witness the historic event. 

The Flint River was once the primary source of water for city residents up to the 
1960s. Over the past 40 years, it has provided water to city residents as a back-up 
to water provided to us by Detroit. During our partnership with Detroit, Flint has had to 
transition to the use of the Flint River for residential water on a few different occasions, 
with the most recent temporary switchover happening in 2009. Each temporary stint on 
local water proved three things to city employees and residents alike: That a transition 
to local river water could be done seamlessly, and that it was both sensible and safe for 
us to use our own water as a primary water source in Flint. 
-CONTINUE- 
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Even with a proven track record of providing perfectly good water for Flint, 
there still remains lingering uncertainty about the quality of the water. In an effort 
to dispel myths and promote the truth about the Flint River and its viability as 
a residential water resource, there have been numerous studies and tests conducted on 
its water by several different independent organizations. In addition to what has been 
found in independent studies, it is also the responsibility of the City of Flint Water 
Service Center to continually test the water provided to city residents. Michael Prysby 
of the Michigan DEQ Office of Drinking Water verified that “the quality of the water being 
put out meets all of our drinking water standards and Flint water is safe to drink.” 

For nearly 10 years Mike Glasgow has worked in the laboratory at the City of Flint 
Water Service Center. Fie has run countless tests on our drinking water to ensure its 
safety for public use. Mike has not only conducted tests on water provided to us by 
Detroit, but also on local water from nearby rivers, lakes and streams including the Flint 
River. When asked if over the last decade if he has seen any abnormalities of major 
concern in the water, his response was an emphatic, “No.” In his words, “there has been 
nothing seen that was of major concern,” during his ongoing tenure working in the lab. 
“The tests results have shown that our water is not only safe, but of the high quality that 
Flint customers have come to expect,” announced DPW Director Howard Croft, “we are 
proud of the end result.” 

Apart from the water plant’s devotion to ensuring that our water is good, Flint is doubly 
blessed in having the Flint River Watershed Coalition as a separate organization 

-CONTINUE- 
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dedicated to monitoring the overall welfare of local bodies of water, overseeing more 
than 30 different nearby locations. Rebecca Fedewa has been director of the watershed 
coalition since 2008. By virtue of her passion for her work and her position on the board, 
she is very conversant with the condition of the Flint River. In her words, “The Flint River 
is increasingly healthy, and completely suitable as a drinking water 
source.” Fedewa and FRWC are working closely with the city “to monitor flows and 
habitats between the intake and the waste water treatment plant to ensure there are 
minimal to no impacts to the overall health of the river.” 

FRWC also invites city residents to be a part of their monitoring exercises during 
this spring in order “to gain firsthand knowledge in the health and vitality of our Flint 
River.” Mayor Dayne Walling invited everyone at today’s event to toast to Flint’s water. 
“It’s regular, good, pure drinking water, and it’s right in our backyard,” said Mayor 
Walling, “this is the first step in the right direction for Flint, as we take this monumental 
step forward in controlling the future of our community’s most precious resource.” 

-END- 


City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 




From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Paciorek, Josh (GOV) 

Thursday, October 01, 2015 8:02 PM 
Snyder, Rick (GOV) 

Scott, Allison (GOV); Agen, Jarrod (GOV) 

Flint water handouts/posters 

FlintWater_ActionPlan_100115.pdf; FlintWater_Tips_100115.pdf 


Governor, 

For review, these two attachments are the handouts and posters that will be used tomorrow. Both attachments didn't come 
through in Jarrod's previous email. 

Josh 



Testing in Flint public schools Immediately to ensure that 
drinking water is safe, with testing also available at no cost to any 
other school in Flint, 


Expanding health exposure testing of individual homes. 

Offering free water testing to Flint residents to assure 
their drinking water is safe.' 


Accelerating corrosion controls in the Flint drinking water system. 


Expanding a Safe Drinking Water Technical Advisory 
Committee to ensure the best technology, practices and science are 
being followed by adding an expert from the Environmental 
Protection Agency’s Office of Research and Development to the 
group. 


Accelerating water system improvements to address replacing 
lead service lines. 


Expediting the completion of the Karegnondi Water Authority 
pipeline. 

Naming Dr. Eden Wells, chief medical executive for the Michigan 
Department of Health and Human Services, as the Flint drinking 
water public health adviser. 


Providing water filters to residents with concerns or who are 
included in state assistance programs. 


Creating a comprehensive lead education program to make sure 
residents have detailed information about how to protect 
themselves and their homes. 


To 90I yoor wafer toofed for froo. please* call fee city of Flint Water Cl 

Toy can also email fToiwaierfecityofe 
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From: 

Muchmore, Dennis (GOV) 

Sent: 

Friday, October 02, 2015 9:12 AM 

To: 

Snyder, Rick (GOV) 

Cc: 

Agen, Jarrod (GOV) 

Subject: 

Fwd: follow up 


I stress the "Ballpark" nature of this estimate. 

Sent from my iPhone 
Begin forwarded message: 

From: "Saxton, Thomas (Treasury)" < SaxtonT@.michi gan, gov > 

Date: October 1, 2015 at 8:25:53 PMEDT 

To: "Muchmore, Dennis (GOV)" <muchmored @m ichig a n. gov>, "Khouri, Nick (TREASURY)" 

< KhouriN @michi gan . go v > 

Cc: "Workman, Wayne (TREASURY)" <Workr.nan W @m ichlgan.gov>. "Stanton, Terry A. 
(Treasury)" < StantonT@michigan. gov > 

Subject: Fw: follow up 

Dennis - in response to your earlier email; Wayne’s guys came up with a ballpark estimate for 
reconnecting to DWSD. Let me emphasize 'ballpark'. They used your assumptions & they 
talked to Natasha H. after 5:00. Bottom line... the igpamated COSt 1$ appro* to 

reconnect until June 16. 


These numbers on their surface seem much improved over previous DWSD $offers. [Is Daddow 
in the loop on this ?] We need to give some more thought as to whether this is all 
inclusive, e.g., there might be some costs from turning down operations at the plant 


I am being told this can happen in a relatively short time i.e., less than a week. Which seems 
aggressive. Obviously that does not mean the lead concerns nor discolored water, etc goes 
away in a week. The pipe section they sold to the county won't be an impediment to this deal. 


There apparently are no 'upfront' costs we need to worry about. In theory, it seems like it can 
be paid over the 9-10 months (vs a lump sum). But I am not clear Dennis on those couple 
ideas/sources the Mayor & Senator mentioned i.e., at this point I am not sure where the 
$10. 5mm comes from. 


My guess is we will keep refining this estimate. Let us know if you need anything else. Again, 
"credit " Wayne's guys for pulling this together quickly. 



From: Cline, Richard (Treasury) 

Sent: Thursday, October 1, 2015 6:08 PM 

To: Saxton, Thomas (Treasury); Koryzno, Edward (Treasury); Byrne, Randall (Treasury) 
Subject: RE: follow up 

City's usage is 14 MGD/Day 


Timeline is 9 months until June 2016 


Fixed Cost is $662,100 for 9 months or $5,958,900 
Commodity Rate is $501, 383/month 
Total Monthly Cost is $1,163,483 


Cost until June 2016 is $10,471,347 


The City does not know the cost to move the water plant into stand-by mode. However, they have 
indicated that there might be some reduced costs as lower chemical costs will be incurred. 


Eric Cline j Department Manager j State of Michigan 

Michigan Department of Treasury j Local Government Financial Services Division j Fiscal 
Responsibility Section 

430 W. Allegan Street, 3rd Floor j Lansing, Ml 48922 

Lansing Office (617) 335-2078 j Cell Phone Traverse City Office (231) 922-5228 

E-mail diner I @ m ichig a rt. go v 

CONFIDENTIALITY NOTICE: This e-mail, end any attachments, is for the sole use of She intended recspient(s) and 
may contain information that is confidential and protected from disclosure under the law. Any unauthorized review, 
use, disclosure, or distribution is prohibited, if you are not the intended recipient, please contact the sender by reply 
e-mail, and delete/destroy all copies of the original message and attachments Thank you. 


From: Saxton, Thomas (Treasury) 

Sent: Thursday, October 01, 2015 6:01 PM 

To: Cline, Richard (Treasury) < riinerl@rnichigan.gov >; Koryzno, Edward (Treasury) 
< KoryznoE@michig3ri.gov >; Byrne, Randall (Treasury) < ByrneRl@michigan.gov > 

Subject: follow up 
Importance: High 


I am getting ready to leave... what have you learned ? 



From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Paciorek, Josh (GOV) 

Friday, October 02, 2015 10:31 AM 
Snyder, Rick (GOV) 

Scott, Allison (GOV); Agen, Jarrod (GOV) 

Updated Flint Water posters/infographics 
FlintWater_ActionPlan_100115.pdf; FlintWater_Tips_100115.pdf 


Governor, 

Attached are the updated infographics/posters with the action items reordered the way you suggested. 
Josh 


l 



Testing in Flint public schools immediately to ensure that 
drinking water is safe, with testing also available at no cost to any 

,-~vf H AS' f 
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Offering free water testing to Flint residents to assure 
their drinking water is safe. 


Providing free water filters to residents with concerns or who are 
included in state assistance programs. 

Expanding health exposure testing of individual homes. 

Accelerating corrosion controls in the Flint drinking water system 


Accelerating water system improvements to address replacing 
lead service lines. 


Expediting the completion of the Karegnondi Water Authority 


Expanding a Safe Drinking Wafer Technical Advisory 
Committee to ensure the best technology, practices and science are 
being followed by adding an expert from the Environmental 
Protection Agency's Office of Research and Development to the 
group. 

Naming Dr. Eden Wells, chief medical executive for the Michigan 
Department of Health and Human Services, as the Flint drinking 
water public health adviser. 


Boosting a comprehensive lead education program to make sure 
residents have detailed information about how to protect 
themselves and their homes. 


To yopr wafer loafed for frm, pteasfc car the city of Flint Water Slant at ($10) ' 

Vou can also email 8inlw'ate?f#cityoffiintcom 
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qt To ensure safe drinking wafer, you can also get 
!► a free filter. Please visit mlgov/FlintWater to 
L. find where you can get a free filter. 
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From: 

Agen, Jarrod (GOV) 

Sent: 

Friday, October 02, 2015 10:35 AM 

To: 

Snyder, Rick (GOV) 

Cc: 

Scott, Allison (GOV) 

Subject: 

Re: Flint 


Josh just sent infographics. 

On filters -- Dan Wyant just called to tell me we can announce $1 million for filters out of a settlement fund in DEQ. Will 
be put into supplemental approps bill next week. 

I'll get more on timing of availability. 

Gettings answers on these others too. 


> On Oct 2, 2015, at 7:12 AM, Snyder, Rick (GOV) 

> 

> Do we have updated infographs? 

> 

> Do we have an answer as to how to reconcile what Genesse County said yesterday with what we are saying today? 

> 

> Any more info on the timing of filter availability? 

> 

> Best way to talk about discussions with GLWA? 

> 

> Thanks 

> Rick 

> 

> Sent from my iPad 


wrote: 


l 



From: 

Sent: 

To: 

Cc: 

Subject: 


Muchmore, Dennis (GOV) 

Friday, October 02, 2015 10:39 AM 
Snyder, Rick (GOV) 

Agen, Jarrod (GOV) 

Question to consider 


It appears on the surface (without the deep dive we'll definitely do on it) that for $11M we 

can reconnect to DWSD system for the intervening time before KWA comes on line. That may 

well be the only way to bring any confidence back to the community. If you choose to do so, 
what if we created or expanding some revolving fund where Flint wouldn't have to start 
repaying until 2020 or whenever in the future to stretch the liability? If we needed to have 

a guarantee perhaps we could use the Escheats of the bottle bill money as a set aside or 

guarantor without having to touch the principal? 


l 



From: 

Muchmore, Dennis (GOV) 

Sent: 

Friday, October 02, 2015 11:05 AM 

To: 

Snyder, Rick (GOV) 

Cc: 

Agen, Jarrod (GOV) 

Subject: 

Re: Question to consider 


Ok. Walling, Ananich and Kildee are pushing privately for that to be considered. We'll collect as much info as possible. 
Dayne is setting up a meeting with DWSD on his own and I thought that his initiation without our encouragement or 
leadership was the right way to approach it. I just told Dayne to be careful about some twist that hasn't yet been 
considered. 

> On Oct 2, 2015, at 10:57 AM, Snyder, Rick (GOV) wrote: 

> 

> We should help get all of the facts on the consequences of changing back vs. staying and then determine what 
financing mechanisms we have available. If we can provide the financing, then we should let Flint make the decision. 

> 

> Thanks 

> Rick 

> 

> Sent from my iPad 

> 

» On Oct 2, 2015, at 7:38 AM, Muchmore, Dennis (GOV) < muchmored@rnichigan.gov > wrote: 

» 

» It appears on the surface (without the deep dive we'll definitely do on it) that for $11M we can reconnect to DWSD 
system for the intervening time before KWA comes on line. That may well be the only way to bring any confidence back 
to the community. If you choose to do so, what if we created or expanding some revolving fund where Flint wouldn't 
have to start repaying until 2020 or whenever in the future to stretch the liability? If we needed to have a guarantee 
perhaps we could use the Escheats of the bottle bill money as a set aside or guarantor without having to touch the 
principal? 
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From: 

Muchmore, Dennis (GOV) 

Sent: 

Friday, October 02, 2015 3:11 PM 

To: 

Snyder, Rick (GOV) 

Cc: 

Agen, Jarrod (GOV) 

Subject: 

RE: Question to consider 


In process. Treasury may hire an outside water engineer to assist. 

Original Message 

From: Snyder, Rick (GOV) 

Sent: Friday, October 2, 2015 12:33 PM 

To: Muchmore, Dennis (GOV) < muchmQred@michigan.gov > 

Cc: Agen, Jarrod (GOV) < AKenj@michigan.gov > 

Subject: Re: Question to consider 

We need Treasury to work with Dan and Flint on a clear side by side comparison of the health benefits and costs of 
GLWA vs. a more optimized Flint system. Also, we need to look at what financing mechanisms are available to Flint to 
pay for any higher cost actions. Please get people working on these two issues ASAP. 

Thanks 

Rick 

Sent from my iPad 

> On Oct 2, 2015, at 8:04 AM, Muchmore, Dennis (GOV) < muchmored@michigan.gov > wrote: 

> 

> Ok. Walling, Ananich and Kildee are pushing privately for that to be considered. We'll collect as much info as possible. 
Dayne is setting up a meeting with DWSD on his own and I thought that his initiation without our encouragement or 
leadership was the right way to approach it. I just told Dayne to be careful about some twist that hasn't yet been 
considered. 

> 

» On Oct 2, 2015, at 10:57 AM, Snyder, Rick (GOV) <| 

» 

» We should help get all of the facts on the consequences of changing back vs. staying and then determine what 
financing mechanisms we have available. If we can provide the financing, then we should let Flint make the decision. 

» 

» Thanks 
» Rick 
» 

» Sent from my iPad 

» 

>» On Oct 2, 2015, at 7:38 AM, Muchmore, Dennis (GOV) < muchmored@mjchigan.gov > wrote: 

>» 

>» It appears on the surface (without the deep dive we'll definitely do on it) that for $11M we can reconnect to DWSD 
system for the intervening time before KWA comes on line. That may well be the only way to bring any confidence back 
to the community. If you choose to do so, what if we created or expanding some revolving fund where Flint wouldn't 
have to start repaying until 2020 or whenever in the future to stretch the liability? If we needed to have a guarantee 


/rote: 


l 


perhaps we could use the Escheats of the bottle bill money as a set aside or guarantor without having to touch the 
principal? 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Muchmore, Dennis (GOV) 

Thursday, October 22, 2015 9:34 AM 
Snyder, Rick (GOV) 

Scott, Allison (GOV) 

Flint water 


Ananich wants you to add Carl Levin to the task force on Flint Water. You might want to consider that. Carl isn't going 
to go to every meeting, he's a pretty fair individual with a long relationship with Sikkema and Kolb, and, Ananich can 
hardly balk at the findings if Carl is inside the tent. 


l 



From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Ken Sikkema ^ 

Monday, December 07, 2015 3:31 PM 
Snyder, Rick (GOV) 

Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 
Flint Water Advisory Task Force Recommendation 
KRS version of Snyder Letter 2 (l).docx 


Dear Governor Snyder: 

We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 

We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 

Respectfully, 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 




December 7, 2015 


Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with representatives of 
the Michigan Department of Environmental Quality (MDEQ) and the Michigan Department of Health 
and Fluman Services ( M DH HS) to discuss elements of the 10-point Action Plan designed to address 
various issues related to the ongoing public health protection challenges precipitated by lead in the Flint 
water supply. These discussions were held at our request as part of our task to make recommendations 
to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing mitigation efforts. 

Subsequent to those meetings, on Tuesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself, members of the Administration, and representatives of 
these agencies to discuss the progress to date on the 10-point Action Plan, as well as several other 
related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Flealth Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing. We will continue to assess state and local efforts and make recommendations regarding 
specific steps that we believe are warranted. 

One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger project coordination framework that measures results and clearly delineates 
responsibilities for continuing actions to protect public health. We believe the state is best positioned to 
facilitate this larger framework, which should address the following: 

1. The need for MDFIFIS and MDEQ— and, possibly, other state agencies--to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— potentially independent of any one 
particular state agency and mutually agreeable to this Task Force and you, Governor— be established to 
provide effective coordination of ongoing activities and reporting on the status of mitigation measures. 
For this, we also believe a readily understood "dashboard" should be developed that reports on the 
goals, timelines and assignments. This will enable members of the Flint community, public health 
providers, and state agencies to know about the status of the Flint water crisis mitigation program, as 
well as promote coordination and accountability. The Task Force is prepared to assist in the 
development of that dashboard. 



We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 
independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 

We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours, 


Flint Water Advisory Task Force: 

Dr. Matt Davis 

Chris Kolb 

Dr. Larry Reynolds 

Eric Rothstein 

Ken Sikkema 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Murray, David (GOV) 

Thursday, December 10, 2015 3:56 PM 

Snyder, Rick (GOV); Agen, Jarrod (GOV); Holland, Meegan (GOV) 
REVIEW, please -- Draft Flint Water Task Force response 
2 DRAFT Task Force response.pdf 


Good afternoon, Governor, 

Here is a draft response, pasted below and attached, to the letter from the Flint Water Task Force, incorporating 
suggestions from Rich and others. Please let me know if you want changes, and we'll prepare a version on letterhead. 

Thank you for your time. 

Dave 


Dear Flint Water Advisory Task Force Members, 

Thank you for your correspondence on Dec. 7, and, most importantly, for your hard work to promote public health and 
protect our residents as we move forward. Your efforts are both respected and appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in Flint as they relate to reducing 
lead exposure. I am pleased to see the progress since October, and recognize there is more work that must be done to 
ensure that this progress continues. 

At the state level, there has been a confluence of efforts between Michigan Departments of Environmental Quality and 
Health and Human Services to coordinate with the Genesee County Health Department, local schools, and our partners 
in the non-profit community. 

These partners are making progress, and we know we must always strive to improve practices and communication for 
continual improvement. 

You make a solid suggestion about establishing a person who is independent of any one of the involved state agencies to 
serve as the point person to coordinate the ongoing work. I am recommending that Harvey Hollins, director of the Office 
of Urban Initiatives, carry out this effort. Harvey is well-versed in the issues and the challenges faced by our cities and 
will be effective in this role. Senior members of our executive team will continue to engage with your task force and 
provide direction and support to Harvey to ensure you will have continued support and cooperation. We also have 
retained Chris DeWitt, a veteran communications specialist, to strengthen community outreach efforts to make sure 
residents have access to the information they need. 

I also support your suggestion of a dashboard to make information about our work and progress more accessible to the 
Flint community. These are critical measures that can be used as we look the challenges and progress in Flint, but also 
can be a part of efforts moving forward in other areas of our state. It's important that people have confidence that we 
are working to address any problems and will take the necessary actions to improve interaction among city, state and 
federal agencies. We also will continue to work with the medical community to consider how we can work together on 
wraparound needs of children who might experience health problems. 

People in Flint and across our state deserve safe, clean water. I want them to be confident that the water coming out of 
their tap is safe for their families. And I want them to trust that their government - at all levels - is working effectively to 
protect them. 


l 



I thank you again for investing your time and expertise in this vitally important effort. 


Dave Murray 

Press Secretary | Executive Office of Governor Rick Snyder 
M u r r a v D 1 (jS rn i e: h i ga n . go v 
517-335-6397, office 
mobile 

Twitter:@michigandmurray 
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Flint Water Advisory Task Force Members, 


Thank you for your correspondence on Dec. 7, and, most importantly, for your hard work to promote 
public health and protect our residents as we move forward. Your efforts are both respected and 
appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in Flint as they 
relate to reducing lead exposure. I am pleased to see the progress since October, and recognize there is 
more work that must be done to ensure that this progress continues. 

At the state level, there has been a confluence of efforts between Michigan Departments of 
Environmental Quality and Health and Human Services to coordinate with the Genesee County Health 
Department, local schools, and our partners in the non-profit community. 

These partners are making progress, and we know we must always strive to improve practices and 
communication for continual improvement. 

You make a solid suggestion about establishing a person who is independent of any one of the involved 
state agencies to serve as the point person to coordinate the ongoing work. I am recommending that 
Harvey Hollins, director of the Office of Urban Initiatives, carry out this effort. Harvey is well-versed in 
the issues and the challenges faced by our cities and will be effective in this role. Senior members of our 
executive team will continue to engage with your task force and provide direction and support to Harvey 
to ensure you will have continued support and cooperation. We also have retained Chris DeWitt, a 
veteran communications specialist, to strengthen community outreach efforts to make sure residents 
have access to the information they need. 

I also support your suggestion of a dashboard to make information about our work and progress more 
accessible to the Flint community. These are critical measures that can be used as we look the 
challenges and progress in Flint, but also can be a part of efforts moving forward in other areas of our 
state. It's important that people have confidence that we are working to address any problems and will 
take the necessary actions to improve interaction among city, state and federal agencies. We also will 
continue to work with the medical community to consider how we can work together on wraparound 
needs of children who might experience health problems. 

People in Flint and across our state deserve safe, clean water. I want them to be confident that the 
water coming out of their tap is safe for their families. And I want them to trust that their government - 
at all levels - is working effectively to protect them. 

I thank you again for investing your time and expertise in this vitally important effort. 

Regards, 




From: Baird, Richard (GOV) 

Sent: Thursday, December 24, 2015 10:24 AM 

To: Snyder, Rick (GOV); Hollins, Harvey (GOV); Holland, Meegan (GOV); Agen, Jarrod 

(GOV) 

Subject: Today's Briefing 

Attachments: FLint Outline of Role and Responsibility.docx; ATT00001.txt 


Sorry for the late submission. Been trying to work this issue across various stakeholder groups and balance holiday 
commitments. Our Agenda (with Harvey adding under "Other": 

1. Review HH Role and Responsibility as confirmed with FAATF (attachment (with some revision since meeting) 

2. Other AATF Issues 

a) schedule a conference call with Governor outlining current status 

b) follow up with a letter discussing DEQ and leadership culture findings 

c) Imminent Danger Declaration request 

d) Concerns with Leadership appointments about to be made and DHHS recent responses/findings 

e) Shared confidential plan relative to January 4 personnel actions 

3. Discuss communications strategy as envisioned by MH, JA and RB last night (Meegan will be on call-Maybe Jarrod 
too busy not sure about yet) 

4. Other (Harvey Hollins will deal with anything I missed) 
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Outline of Role and Responsibility— Harvey Hollins 

Flint After Action Task Force and Local/County/State Coordination 

Key Activities Draft 


I. Confirm key stakeholders that should convene on a regular basis to do the following: 

a. Identify resources and support required to manage continued testing, cognitive 
assessment, updates on progress, impediments, community outreach, etc. 

b. Assess delivery of resources protocols and adjust (door to door, neighborhood centers, 
etc.) 

c. Agree a communications strategy within the stakeholder community and aggressively 
inform the residents of Flint of resources available and consequences of inaction. 

II. Create a short/medium and long term plan to capture roles and responsibilities at the local, 
county, state (and federal if appropriate) levels which will be reviewed and approved by the key 
stakeholder body. 

III. Be responsive to mayor, media, residents and all stakeholders about what currently is being 
done and how the way forward is being envisioned and agreed by stakeholder leadership. 

IV. Work to eliminate duplication of effort and ensure that members of the science community 
engaged in assessing and protecting the public health have unfettered access to data, reports, 
etc. and establish a mutually agreeable process to surface and resolve conflicting interpretations 
of data when it occurs. 

V. Coordinate with State departments (DHHS, DEQ, Executive Office) to secure funding needed and 
subject matter resources to ensure long term monitoring and remediation efforts. 

VI. Ensure that the recommendations of the After Action Task Force are executed. 

VII. Provide weekly status updates to Governor Snyder and members of his team charged with 
supporting the Chief Coordinator. 

VIII. Determine how what is being done in Flint is relevant to other communities and needs to be 
shared as part of a state wide strategy. This may also impact future policy development to 
address long term infrastructure remediation. 



Thanks, 

Rich 

Sent from my iPad 



From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Ken Sikkema 

Tuesday, December 29, 2015 12:26 PM 
Snyder, Rick (GOV) 

Chris Kolb; Matt Davis; Eric Rothstein; Lawrence Reynolds 
Attached Letter from Flint Water Advisory Task Force 
FWATF-Snyder Letter %28122915%29.pdf 


Dear Governor: 

The Flint Water Advisory Task Force, which you appointed on October 21, 2015, has devoted considerable 
time and effort to our review of the contamination of the Flint Water supply. Our focus has been on assessing 
what happened, why it happened, and what is needed to prevent any recurrence in Flint or elsewhere in the state 
We have also, as you know, been assessing on-going mitigation efforts. 

Attached is a letter reporting our finding as to who bears the primary responsibility for what happened in Flint. 
We are sending this letter now because it has become clear to us that ascribing responsibility and ensuring 
accountability is both critical and urgent, and simply cannot wait for our final report. Establishing responsibility 
and accountability is the first step in re-establishing the trust between the citizens of Flint and their government 
and the agencies whose responsibility it is to protect their health. The current level of distrust also serves to 
compromise the effective delivery of protected services designed to address ongoing public health issues. 

Thank you for the support you have given us and your demonstrated commitment to respond to our findings and 
recommendations. 

On behalf of the Task Force 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
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December 29, 2015 


Dear Governor Snyder: 

The Flint Water Advisory Task Force, which you appointed on October 21, 2015, has devoted 
considerable effort and countless hours to our review of the contamination of the Flint water supply: 
what happened, why it occurred, and what is needed to prevent a recurrence in Flint or elsewhere in 
the state. We have also been assessing ongoing mitigation efforts to help assure that short- and long- 
term public health issues and water management concerns will be properly addressed to safeguard the 
health and well being of the Flint community. 

Shortly after we began our work, we recognized the immediate need for better coordination of the 
state's response to the ongoing public health issues in Flint, and for assignment of a single person to 
provide this coordination. We addressed these concerns in a letter to you on December 7, 2015, and you 
responded with immediate adoption of these recommendations. We thank you for the commitment 
your response demonstrates. 

In our continuing efforts, we have now interviewed numerous individuals at state and local levels; 
reviewed many documents, articles, and emails; and deliberated repeatedly as a group. Both individually 
and as a group, we have visited Flint several times during the past several weeks to meet with citizens, 
public health officials and healthcare providers, individuals who have water management 
responsibilities at the city and county levels, and other public officials. 

It is clear to us, particularly as we listen to the people of Flint, that it is both critical and urgent to 
establish responsibility for what happened in their community and to ensure accountability. This is a 
first step in a long process to re-establish the trust they no longer have in their government and the 
agencies whose responsibility it is to protect their health. It is urgent because this deep distrust of 
government continues to compromise the effective delivery of protective services designed to address 
ongoing public health issues. It is for these reasons that we are sending this letter at this time. 

We believe the primary responsibility for what happened in Flint rests with the Michigan Department 
of Environmental Quality (MDEQ). Although many individuals and entities at state and local levels 
contributed to creating and prolonging the problem, MDEQ is the government agency that has 
responsibility to ensure safe drinking water in Michigan. It failed in that responsibility and must be 
held accountable for that failure. 

The Safe Drinking Water Act (SDWA) places responsibility for compliance with its requirements on the 
public water system. In this instance, the City of Flint had the responsibility to operate its water system 
within SDWA requirements, under the jurisdiction of the MDEQ. The role of the MDEQ is to ensure 
compliance with the SDWA through its regulatory oversight as the primary agency having enforcement 
responsibility for the Flint water system. 

The MDEQ failed in three fundamental ways. 

Regulatory Failure 

We believe that in the Office of Drinking Water and Municipal Assistance (ODWMA) at MDEQ, a culture 
exists in which "technical compliance" is considered sufficient to ensure safe drinking water in Michigan. 



This minimalist approach to regulatory and oversight responsibility is unacceptable and simply 
insufficient to the task of public protection. It led to MDEQ's failure to recognize a number of indications 
that switching the water source in Flint would— and did— compromise both water safety and water 
quality. The MDEQ made a number of decisions that were, and continue to be, justified on the basis that 
federal rules "allowed" those decisions to be made. ODWMA must adopt a posture that is driven not by 
this minimalist technical compliance approach, but rather by one that is founded on what needs to be 
done to assure drinking water safety. 

A culture change must occur within ODWMA. It must be driven by a mission that is aspirational 
regarding the role of the MDEQ in ensuring the safety and the quality of Michigan's drinking water. We 
believe, and have expressed to MDEQ Director Dan Wyant, that as a Great Lakes State, Michigan should 
aspire to have the safest drinking water in the nation, rather than merely aiming for technical 
compliance with regulatory requirements. 

Failure in Substance and Tone of MDEQ Response to the Public 

Throughout 2015, as the public raised concerns and as independent studies and testing were conducted 
and brought to the attention of MDEQ, the agency's response was often one of aggressive dismissal, 
belittlement, and attempts to discredit these efforts and the individuals involved. We find both the tone 
and substance of many MDEQ public statements to be completely unacceptable. In a real way, the 
MDEQ represents the public, including the very individuals it treated dismissively and disrespectfully in 
public statements. We recognize that the agency might disagree with the opinions of others on a variety 
of issues, including testing protocol, interpretation of testing results, the requirements of federal law 
and rules, and other matters. What is disturbing about MDEQ's responses, however, is their persistent 
tone of scorn and derision. In fact, the MDEQ seems to have been more determined to discredit the 
work of others— who ultimately proved to be right— than to pursue its own oversight responsibility. 

Failure in MDEQ Interpretation of the Lead and Copper Rule 

The federal Lead and Copper Rule (LCR) is central to what happened in Flint, because that rule, at least 
theoretically, is designed to prevent lead and copper contamination of drinking water. The federal LCR 
calls for "optimized corrosion control treatment," which the MDEQ did not require in the switch to the 
Flint River. Prior to the switch, MDEQ staff instructed City of Flint water treatment staff that corrosion 
control treatment (CCT) was not necessary until two six-month monitoring periods had been conducted. 
The need for CCT would be evaluated after the results from those two monitoring periods were 
reviewed. The decision not to require CCT, made at the direction of the MDEQ, led directly to the 
contamination of the Flint water system. 

The MDEQ seems to have taken different positions on whether it faithfully followed the LCR in the Flint 
situation. It first maintained that it followed the LCR, then stated that it did not follow the rule properly, 
and most recently claimed that a federal memorandum issued by the US EPA in early November 2015 
suggests that the original MDEQ interpretation was possibly correct. 

We are not convinced. Even the MDEQ's latest interpretation of the US EPA's November memorandum 
is overly legalistic and misunderstands the intent of the LCR, which is to minimize risks of lead and 
copper exposure for human health. 

We believe ODWMA's single-minded legalistic focus is the heart of the problem, and it is part of the 
"technical compliance" culture described above. ODWMA should not be basing its actions solely on a 
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legally possible interpretation of the LCR. It should be focusing on how to protect Michigan's citizens 
from lead in drinking water. 


We met with MDEQ Director Wyant on December 16, 2015, to discuss these issues, as well as many 
others. We note his substantial agreement with many of our conclusions, particularly as it relates to the 
regulatory failure and the abysmal public response of his agency. It is our understanding that he has 
drawn similar conclusions in his own evaluation of the MDEQ's role in the Flint water crisis. At the same 
time, it was disappointing to hear his weak defense of the CCT decision based on the EPA's November 
2015 memorandum. 

We are not finished with our work. Other individuals and entities made poor decisions, contributing to 
and prolonging the contamination of the drinking water supply in Flint. As an example, we are 
particularly concerned by recent revelations of MDFIFIS's apparent early knowledge of, yet silence 
about, elevated blood lead levels detected among Flint's children. We also feel it important to further 
review local government decision processes under emergency management. Our final report will 
highlight and discuss those concerns, among many others, to provide some context to a comprehensive 
series of recommendations. As stated earlier in this letter, however, we believe that establishing 
responsibility is a critical and urgent need, and one that should not wait for our final report in 2016 . 
Individuals and agencies responsible must be held accountable in a timely fashion. 

It is our hope that the heightened awareness of the dangers of lead poisoning can be an opportunity to 
make Michigan safer, particularly for its children. Drinking water must be recognized as a potential 
source of health risk exposure when water lines and fixtures containing lead are disturbed or 
compromised. Proper testing, not only in high-risk areas but also in facilities serving children (e.g., 
schools), must be considered. Facilitating long-term financing of a model public health program, and 
also replacement of lead-containing water service lines and fixtures, would enable Michigan to realize a 
positive lasting legacy from the tragedy of the Flint water crisis. Our final report will address some of 
these issues. 

The City of Flint's water customers— fellow Michigan citizens— were needlessly and tragically exposed to 
toxic levels of lead through their drinking water supply. They deserve a commitment to properly assess 
responsibility and ensure accountability. They also deserve a commitment to needed mitigation in both 
the short and long term. The Flint water crisis never should have happened. Flaving failed to prevent it, 
state government should coordinate a sustained, public-health-focused response to remedy, to the 
fullest extent possible, the impacts on the Flint community. 

Respectfully yours. 


Flint Water Advisory Task Force: 

Matt Davis 
Chris Kolb 
Larry Reynolds 
Eric Rothstein 
Ken Sikkema 
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From: Reynolds, Lawrence < LawrenceR@mottchc.org > 

Sent: Tuesday, December 29, 2015 2:03 PM 

To: Ken Sikkema; Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Eric Rothstein 

Subject: RE: Attached Letter from Flint Water Advisory Task Force 


Thank you. 


From: Ken sikkema [nmmmmmmmmmmmmm 

Sent: Tuesday, December 29, 2015 12:26 PM 

To: 

Cc: Chris Kolb; Matt Davis; Eric Rothstein; Reynolds, Lawrence 
Subject: Attached Letter from Flint Water Advisory Task Force 

Dear Governor: 

The Flint Water Advisory Task Force, which you appointed on October 21, 2015, has devoted considerable 
time and effort to our review of the contamination of the Flint Water supply. Our focus has been on assessing 
what happened, why it happened, and what is needed to prevent any recurrence in Flint or elsewhere in the 
state. We have also, as you know, been assessing on-going mitigation efforts. 

Attached is a letter reporting our finding as to who bears the primary responsibility for what happened in Flint. 
We are sending this letter now because it has become clear to us that ascribing responsibility and ensuring 
accountability is both critical and urgent, and simply cannot wait for our final report. Establishing responsibility 
and accountability is the first step in re-establishing the trust between the citizens of Flint and their government 
and the agencies whose responsibility it is to protect their health. The current level of distrust also serves to 
compromise the effective delivery of protected services designed to address ongoing public health issues. 

Thank you for the support you have given us and your demonstrated commitment to respond to our findings and 
recommendations. 

On behalf of the Task Force 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Scott, Allison (GOV) 

Friday, April 26, 2013 10:29 AM 
Snyder, Rick (GOV) 

Muchmore, Dennis (GOV); Roberts, John (GOV) 
FW: DWSD's responses to Flint's Questions 
DWSD KWA Background.pdf 


fyi 


From: Matthew Schenk |~ r n a j lto : sche nk @dwsd . or Q] 

Sent: Friday, April 26, 2013 10:25 AM 
To: ekurtz; hcroft®cityofnint.com 

Cc: orrk; Dillon, Andy (Treasury); jfausone; Nicolette Bateson; Sue McCormick; Scott, Allison (GOV); William Wolfson; 
Stibitz, Brom (Treasury) 

Subject: Fwd: DWSD's responses to Flint's Questions 
Mr. Croft and Mr. Kurtz, 

Attached is the back-up data that we believe is responsive to your request below. Please keep in mind that the 
information provided was developed in order to provide Flint with an "apples to apples" comparison of rates 
between the DWSD and KWA scenarios based upon current rate assumptions under the contract in place 
through April 2014. 

As always, please feel free to call with any questions. 

Matt 


From: "Howard Croft" <hcroft @ c-it y offlint.com> 
To: "Sue McCormick" < mccormi ck@dwsd . org > 
Cc: "Ed Kurtz" <ekuriz. @ .cit y offlint com> 

Sent: Thursday, April 25, 2013 2:24:32 PM 
Subject: DWSD's responses to Flint's Questions 

Good Afternoon Ms. McCormick, 


We appreciate your response to our additional questions, Mr. Kurtz 
would like to know if you could provide a quick summary to the 
following inquiry. 

On page two, in paragraph one, it is stated that "the total Water 
Utility Costs through 2042 are only $3,215.04 million, or $908.85 
million less than the KWA scenario." 

We are curious what formula DWSD used to calculate the $908.85 
million dollars less than KWA? 
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We are meeting this afternoon to review your responses and any 
additional information on this issue would be greatly appreciated. 


Thank you. 


Director Infrastructure & Development 

City of Flint 

1101 S. Saginaw Street 

Flint, MI 48502 

PH# 810.766.7346 Ext.2043 


Matthew Schenk 
Chief Operating Officer/ 
Chief Compliance Officer 
DWSD 

City of Detroit 
Dave Bing, Mayor 
(313) 224-4707 


Matthew Schenk 
Chief Operating Officer/ 
Chief Compliance Officer 
DWSD 

City of Detroit 
Dave Bing, Mayor 
(313) 224-4707 
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DWSD / KWA Executive Summary Outline 


Premise and Approach 

• Review most recent audited financial statements to establish baseline water revenues 
from Flint and Genesee County (GCDC), and how such revenues are applied. 

• Estimate how baseline will be impacted under two scenarios 

o Continued purchase of treated water from DWSD 

o Construction of new KWA raw water supply system and treated water supply 
system for Genesee County and construction of modifications to Flint Water 
Treatment Plant 

• Compare estimated short, mid, and long term financial projections for each scenario 
Assumptions - common to both scenarios 

• Current application of revenues is most accurately depicted by published audited 
financial statements for most recently fiscal years 

o FY ended December 31, 201 1 for Genesee County Drain Commission (GCDC) 
o FY ended June 30, 2012 for City of Flint 

• Most recently audited figures for Flint / Genesse County operating expenses, capital 
expenses, etc. are representative - inflate at 4.51%, consistent with TYJT report 

Assumptions - DWSD Scenario 

• DWSD water rate schedule 

o DWSD rate structure to Flint / Genesee County is amended to reflect 4/24/2013 
DWSD proposal, adjusted to reflect immediate reservation of 60 mgd capacity 
o DWSD rate escalation (for commodity and standby elements) at 4.7%, consistent 
with TYJT Report 

Assumptions - KWA Scenario 

• KWA scenario begins in FY 2017, at which time purchased water from DWSD would 
cease 

• Other than normal rate adjustments DWSD does not amend rate stmcture to Flint / 
GCDC 

• KWA scenario costs 

o KWA Raw Water Pipeline and Appurtenances Construction = $357.58 million, 
consistent with TYJT report 

o Flint Water Treatment Plant Construction Improvements = $7.1 million, 
consistent with TYJT report 

o GCDC Water Treatment Plant Construction Improvements = $110 million, 
consistent with 2009 KWA Preliminary Engineering Report 
o All construction costs are financed in terms set forth in the TYJT Report 

■ 3 years of capitalized interest 

■ Fully funded bond reserve account 

■ Bond issuance expenses at 2.25% 

o In addition, revenues are assumed to need to generate 1.20x coverage of annual 
debt service 

o Flint Water Treatment Plant Operating costs = $8.27 million starting in 2017, 
consistent with TYJT report 

o GCDC Water Treatment Plant Operating costs = $1.82 million starting in 2017, 
consistent with unit costs from the 2009 KWA Preliminary Engineering Report 
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SUMMARY OF TOTAL PROJECTED WATER COSTS TO FLINT/GCDC - DWSP SCENARIO ($ millions) 



SUMMARY OF TOTAL PROJECTED WATER COSTS TO FLINT/GCDC - KWA SCENARIO ($ millions) 



PRELIMINARY 


tFg 

THE FOSTER GROUP 


4/26/13 
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PRELIMINARY 


Baseline Figures and Assumptions - DWSD Scenario 


DWSD Water Rate Stmcture 


Fixed 

Standbv 

Commodity 

2014 

738,006 

0 

13.01 

2015 

665,100 

289,900 

3.78 


Total Water Service Costs for Flint / Genesee County Drain Commission 

Costs of Current Facilities / Operations 


Most Recently Audited FY 


Estimated Escalation 


Estimated FY 2013 Baseline 


Flint 


GCDC 


Combined 


Flint 


GCDC 


Flint 


GCDC 


Combined 


Purchased Water 

8,303,710 

12,947,738 

21,251,448 



9,253, 700 

14,429,000 

23,682,700 

Flint WTP 

3,239,400 

0 

3,300,000 

4.51% 

4.51% 

3,538,200 

0 

3,538,200 

Other Operating Costs 

12,361,400 

5,831,540 

18,132,344 

4.51% 

4.51% 

13,501,500 

6,369,400 

19,804,800 

Capital and Other 

7.998.426 

2.918.625 

10.917.051 

4.51% 

4.51% 

8.736.200 

3.187.800 

11.924.000 

Total 

31,902,936 

21,697,903 

53,600,843 



35,029,600 

23,986,200 

58,949,700 


Costs of Future Facilities / Operations 
Redundant Line - Imlay to Baxter Potter 


Cost of Redundant Line 
Issuance Expenses, etc. 
Required Financing 
Finance Rate 
Finance Term 
Annual Payment 
Debt Svc Coverage 
Annual Revenue Requirement 


94,680,000 

2,177,600 

96,857,600 

5% 

25 

6,872,300 

125% 

8,590,400 Start in FY 2017 
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WORKSHEET - PROJECTED WATER COSTS TO FLINT - DWSD SCENARIO 


DWSD Purchased Water Costs 




Water Purchases 

Purchased |_ 

Water Rate Structure 

Purchased 

Total DWSD 



Avg Dav Max Day 

Water 

Fixed 

Standby Commodity 

Water Costs 

Costs 



mgd 

mgd 

Mcf 

$/mo 

$/mo 

$Mcf 

$ 

$ 

Escalation: 



L 

0.00% | 

4.70% 

4.70% 



1 

2013 

25.0 

60.0 

1,219,800 

707,000 

0 

12.46 

23,682,700 

23,682,700 

2 

2014 

25.0 

60.0 

1,219,800 

738,006 


13.01 

24,725,700 

24,725,700 

3 

2015 

25.0 

60.0 

1,219,800 

665,100 

289,900 

3.78 

16,070,800 

16,070,800 

4 

2016 

25.0 

60.0 

1,219,800 

665,100 

303,500 

3.96 

16,453,600 

16,453,600 

5 

2017 

25.0 

60.0 

1,219,800 

665,100 

317,800 

4.15 

16,857,000 

16,857,000 

6 

2018 

27.0 

60.0 

1,317,400 

665,100 

359,400 

4.35 

18,024,700 

18,024,700 

7 

2019 

27.0 

60.0 

1,317,400 

665,100 

376,300 

4.55 

18,491,000 

18,491,000 

8 

2020 

27.0 

60.0 

1,317,400 

665,100 

394,000 

4.76 

18,980,000 

18,980,000 

9 

2021 

27.0 

60.0 

1,317,400 

665,100 

412,500 

4.98 

19,491,900 

19,491,900 

10 

2022 

27.0 

60.0 

1,317,400 

665,100 

431,900 

5.21 

20,027,700 

20,027,700 

11 

2023 

29.0 

60.0 

1,415,000 

665,100 

485,700 

5.45 

21,521,400 

21,521,400 

12 

2024 

29.0 

60.0 

1,415,000 

665,100 

508,500 

5.71 

22,162,900 

22,162,900 

13 

2025 

29.0 

60.0 

1,415,000 

665,100 

532,400 

5.98 

22,831,700 

22,831,700 

14 

2026 

29.0 

60.0 

1,415,000 

665,100 

557,400 

6.26 

23,527,900 

23,527,900 

15 

2027 

29.0 

60.0 

1,415,000 

665,100 

583,600 

6.55 

24,252,700 

24,252,700 

16 

2028 

31.0 

60.0 

1,512,600 

665,100 

653,200 

6.86 

26,196,000 

26,196,000 

17 

2029 

31.0 

60.0 

1,512,600 

665,100 

683,900 

7.18 

27,048,500 

27,048,500 

18 

2030 

31.0 

60.0 

1,512,600 

665,100 

716,000 

7.52 

27,948,000 

27,948,000 

19 

2031 

31.0 

60.0 

1,512,600 

665,100 

749,700 

7.87 

28,881,800 

28,881,800 

20 

2032 

33.0 

60.0 

1,610,200 

665,100 

835,600 

8.24 

31,276,400 

31,276,400 

21 

2033 

33.0 

60.0 

1,610,200 

665,100 

874,900 

8.63 

32,376,000 

32,376,000 

22 

2034 

33.0 

60.0 

1,610,200 

665,100 

916,000 

9.04 

33,529,400 

33,529,400 

23 

2035 

33.0 

60.0 

1,610,200 

665,100 

959,100 

9.46 

34,722,900 

34,722,900 

24 

2036 

33.0 

60.0 

1,610,200 

665,100 

1,004,200 

9.90 

35,972,600 

35,972,600 

25 

2037 

33.0 

60.0 

1,610,200 

665,100 

1,051,400 

10.37 

37,295,800 

37,295,800 

26 

2038 

35.0 

60.0 

1,707,800 

665,100 

1,167,500 

10.86 

40,537,900 

40,537,900 

27 

2039 

35.0 

60.0 

1,707,800 

665,100 

1,222,400 

11.37 

42,067,700 

42,067,700 

28 

2040 

35.0 

60.0 

1,707,800 

665,100 

1,279,900 

11.90 

43,662,800 

43,662,800 

29 

2041 

35.0 

60.0 

1,707,800 

665,100 

1,340,100 

12.46 

45,341,600 

45,341,600 

30 

2042 

35.0 

60.0 

1,707,800 

665,100 

1,403,100 

13.05 

47,105,200 

47,105,200 

TOTAL 



44,011,600 

20,067,806 

20,409,900 


841,064,300 

841,064,300 
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WORKSHEET - PROJECTED WATER COSTS TO FLINT - DWSD SCENARIO 


Flint /Gen Co WTP Costs 






Direct Capital Recovery 



Flint Other 

Flint WTP 

Total Flint 

Gen Co 

Total Op 

Total Flint/Gen 




Flint 

Gen Co 


Total 


Water Costs 

Op Costs 

Op Costs 

Op Costs 

Costs 

Co Costs 




$ 

$ 


$ 


$ 

$ 

$ 

$ 

$ 

$ 

Escalation: 


4.51% 

4.51% 




4.51% 

4.51% 


4.51% 



1 

2013 

8 

,736,100 

3,187,800 


11,923 

,900 

13 , 501,500 

3 , 538,200 

17,039,700 

6 , 369,400 

23,409,100 

35,333,000 

2 

2014 

9 

,130,100 

3,331,600 


12,461 

,700 

14,110,400 

3,697,800 

17,808,200 

6,656,700 

24,464,900 

36,926,600 

3 

2015 

9 

,541,900 

3,481,900 


13,023 

,800 

14,746,800 

3,864,600 

18,611,400 

6,956,900 

25,568,300 

38,592,100 

4 

2016 

9 

,972,200 

3,638,900 


13,611 

,100 

15,411,900 

4,038,900 

19,450,800 

7,270,700 

26,721,500 

40,332,600 

5 

2017 

10 

,421,900 

3,803,000 

8 , 590,400 

22,815 

,300 

16,107,000 

4,221,100 

20,328,100 

7,598,600 

27,926,700 

50,742,000 

6 

2018 

10 

,891,900 

3,974,500 

8,590,400 

23,456 

,800 

16,833,400 

4,411,500 

21,244,900 

7,941,300 

29,186,200 

52,643,000 

7 

2019 

11 

,383,100 

4,153,700 

8,590,400 

24,127 

,200 

17,592,600 

4,610,500 

22,203,100 

8,299,500 

30,502,600 

54,629,800 

8 

2020 

11 

,896,500 

4,341,000 

8,590,400 

24,827 

,900 

18,386,000 

4,818,400 

23,204,400 

8,673,800 

31,878,200 

56,706,100 

9 

2021 

12 

,433,000 

4,536,800 

8,590,400 

25,560 

,200 

19,215,200 

5,035,700 

24,250,900 

9,065,000 

33,315,900 

58,876,100 

10 

2022 

12 

,993,700 

4,741,400 

8,590,400 

26,325 

,500 

20,081,800 

5,262,800 

25,344,600 

9,473,800 

34,818,400 

61,143,900 

11 

2023 

13 

,579,700 

4,955,200 

8,590,400 

27,125 

,300 

20,987,500 

5,500,200 

26,487,700 

9,901,100 

36,388,800 

63,514,100 

12 

2024 

14 

,192,100 

5,178,700 

8,590,400 

27,961 

,200 

21,934,000 

5,748,300 

27,682,300 

10,347,600 

38,029,900 

65,991,100 

13 

2025 

14 

,832,200 

5,412,300 

8,590,400 

28,834 

,900 

22,923,200 

6,007,500 

28,930,700 

10,814,300 

39,745,000 

68,579,900 

14 

2026 

15 

,501,100 

5,656,400 

8,590,400 

29,747 

,900 

23,957,000 

6,278,400 

30,235,400 

11,302,000 

41,537,400 

71,285,300 

15 

2027 

16 

,200,200 

5,911,500 

8,590,400 

30,702 

,100 

25,037,500 

6,561,600 

31,599,100 

11,811,700 

43,410,800 

74,112,900 

16 

2028 

16 

,930,800 

6,178,100 

8,590,400 

31,699 

,300 

26,166,700 

6,857,500 

33,024,200 

12,344,400 

45,368,600 

77,067,900 

17 

2029 

17 

,694,400 

6,456,700 

8,590,400 

32,741 

,500 

27,346,800 

7,166,800 

34,513,600 

12,901,100 

47,414,700 

80,156,200 

18 

2030 

18 

,492,400 

6,747,900 

8,590,400 

33,830 

,700 

28,580,100 

7,490,000 

36,070,100 

13,482,900 

49,553,000 

83,383,700 

19 

2031 

19 

,326,400 

7,052,200 

8,590,400 

34,969 

,000 

29,869,100 

7,827,800 

37,696,900 

14,091,000 

51,787,900 

86,756,900 

20 

2032 

20 

,198,000 

7,370,300 

8,590,400 

36,158 

,700 

31,216,200 

8,180,800 

39,397,000 

14,726,500 

54,123,500 

90,282,200 

21 

2033 

21 

,108,900 

7,702,700 

8,590,400 

37,402 

,000 

32,624,100 

8,549,800 

41,173,900 

15,390,700 

56,564,600 

93,966,600 

22 

2034 

22 

,060,900 

8,050,100 

8,590,400 

38,701 

,400 

34,095,400 

8,935,400 

43,030,800 

16,084,800 

59,115,600 

97,817,000 

23 

2035 

23 

,055,800 

8,413,200 

8,590,400 

40,059 

,400 

35,633,100 

9,338,400 

44,971,500 

16,810,200 

61,781,700 

101,841,100 

24 

2036 

24 

,095,600 

8,792,600 

8,590,400 

41,478 

,600 

37,240,200 

9,759,600 

46,999,800 

17,568,300 

64,568,100 

106,046,700 

25 

2037 

25 

,182,300 

9,189,100 

8,590,400 

42,961 

,800 

38,919,700 

10,199,800 

49,119,500 

18,360,600 

67,480,100 

110,441,900 

26 

2038 

26 

,318,000 

9,603,500 

8,590,400 

44,511 

,900 

40,675,000 

10,659,800 

51,334,800 

19,188,700 

70,523,500 

115,035,400 

27 

2039 

27 

,504,900 

10,036,600 

8,590,400 

46,131 

,900 

42,509,400 

11,140,600 

53,650,000 

20,054,100 

73,704,100 

119,836,000 

28 

2040 

28 

,745,400 

10,489,300 

8,590,400 

47,825 

,100 

44,426,600 

11,643,000 

56,069,600 

20,958,500 

77,028,100 

124,853,200 

29 

2041 

30 

,041,800 

10,962,400 

8,590,400 

49,594 

,600 

46,430,200 

12,168,100 

58,598,300 

21,903,700 

80,502,000 

130,096,600 

30 

2042 

31 

,396,700 

11,456,800 


42,853 

,500 

48,524,200 

12,716,900 

61,241,100 

22,891,600 

84,132,700 

126,986,200 

TOTAL 

533, 

,858,000 

194,806,200 

214,760,000 

943,424. 

,200 

825,082,600 

216,229,800 

1,041,312,400 

389,239,500 

1,430,551,900 

2,373,976,100 


tFg 

PRELIMINARY THE FOSTER GROUP 


GRAND 

TOTAL 

COSTS 

$ 

59 . 015.700 

61 , 652,300 
54 , 662,900 

56 . 786.200 

67 . 599.000 

70 . 667.700 
73 , 120,800 
75 , 686,100 

78 . 368.000 

81 . 171.600 
85 , 035,500 

88 . 154.000 

91 . 411.600 

94 . 813.200 

98 . 365.600 
103 , 263,900 

107 . 204.700 

111 . 331.700 

115 . 638.700 

121 . 558.600 

126 . 342.600 

131 . 346.400 

136 . 564.000 

142 . 019.300 

147 . 737.700 

155 . 573.300 

161 . 903.700 

168 . 516.000 

175 , 438,200 

174 . 091.400 


3,215,040,400 
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Baseline Figures and Assumptions - KWA Scenario 

DWSD Water Rate Structure 
Fixed Standby Commodity 

2014 738,006 #N/A 13.01 Service ceases after 2016 

Total Water Service Costs for Flint / Genesee County Drain Commission 

Costs of Current Facilities / Operations 

Same as DWSD scenario 

Costs of Future Facilities / Operations 


Financing Costs for New Projects 

Project Cost 

Bond Sizing Factor 

Additional Bond Proceeds Needed 

Bond Sale Size 

Bond Issuance Expenses - % 

Bond Issuance Expenses 
Finance Rate 
Finance Term 
Bond Reserve Size - % 

Bond Reserve Size 
Capitalized Interest term - years 
Capitalized Interest 
Net Bond Proceeds 
Annual Debt Service Payment 
Debt Service Coverage Requirement 
Annual Debt Service Coverage 
Replacement? 

Total Capital Financing Revenue Req't 
Operating Cost Estimate Starting in FY 2017 


Flint WTP 

GCDCWTP 

KWA 

Improvements 

and Other 

Svstem (a) 

7,100,000 

110,038,554 

357,578,060 

37 . 65 % 

37 . 65 % 

37 . 65 % 

2,670.000 

41,430,000 

134,630,000 

9,800,000 

151,500,000 

492,200,000 

2.25% 

2.25% 

2 25% 

220,500 

3,408,800 

11,074,500 

5.00% 

5.00% 

5.00% 

25 

25 

25 

10.00% 

10.00% 

1000% 

980,000 

15,150,000 

49,220,000 

\ 

1,470,000 

0= 

22,725,000 

3 

73,830,000 

7,129,500 

110,216,200 

358,075,500 

695,300 

10,749,300 

34,922,800 

120.00% 

120.00% 

120.00% 

139,100 

2,149,900 

6,984,600 

144,900 

2,251,600 

(b) 

979,300 

15,150,800 

41,907,400 

8,270,000 

1,819,900 

(c) 


(a) excludes raw water reservoir 

(b) assume no annual replacement required for pipeline 

(c) $1.30 per Mcf inflated to 2017 


PRELIMINARY 
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WORKSHEET - PROJECTED WATER COSTS TO FLINT - KWA SCENARIO 


DWSD Alternative - DWSD Costs 




Water Purchases 

| Purchased 

Water Rate Structure 

j Total DWSD 

Direct Capital Recoven' 



Avg Dav 

Max Dav 

Water 

Fixed 

Commoditv 

Costs 

Flint 

Gen Co 

Flint New 

Gen Co New 

Total 



mgd 

mgd 

Mcf 

$/mo 

$/Mcf 

$ 

$ 

$ 

$ 

$ 

$ 

Escalation: 




4.70% 

4.70% 


4.51% 

4.51% 




1 

2013 

25.0 

40.0 

1,219,800 

707,000 

12.46 

23,682,700 

8,736,100 

3,187,800 



11,923,900 

2 

2014 

25.0 

40.0 

1,219,800 

738,006 

13.01 

24,725,700 

9,130,100 

3,331,600 



12,461,700 

3 

2015 

25.0 

40.0 

1,219,800 

772,692 

13.62 

25,886,000 

9,541,900 

3,481,900 



13,023,800 

4 

2016 

25.0 

40.0 

1,219,800 

809,009 

14.26 

27,102,500 

9,972,200 

3,638,900 



13,611,100 

5 

2017 

25.0 

60.0 




0 

10,421,900 

3,803,000 

979,300 

15,150,800 

30,355,000 

6 

2018 

27.0 

60.0 




0 

10,891,900 

3,974,500 

979,300 

15,150,800 

30,996,500 

7 

2019 

27.0 

60.0 




0 

11,383,100 

4,153,700 

979,300 

15,150,800 

31,666,900 

8 

2020 

27.0 

60.0 




0 

11,896,500 

4,341,000 

979,300 

15,150,800 

32,367,600 

9 

2021 

27.0 

60.0 




0 

12,433,000 

4,536,800 

979,300 

15,150,800 

33,099,900 

10 

2022 

27.0 

60.0 




0 

12,993,700 

4,741,400 

979,300 

15,150,800 

33,865,200 

11 

2023 

29.0 

60.0 




0 

13,579,700 

4,955,200 

979,300 

15,150,800 

34,665,000 

12 

2024 

29.0 

60.0 




0 

14,192,100 

5,178,700 

979,300 

15,150,800 

35,500,900 

13 

2025 

29.0 

60.0 




0 

14,832,200 

5,412,300 

979,300 

15,150,800 

36,374,600 

14 

2026 

29.0 

60.0 




0 

15,501,100 

5,656,400 

979,300 

15,150,800 

37,287,600 

15 

2027 

29.0 

60.0 




0 

16,200,200 

5,911,500 

979,300 

15,150,800 

38,241,800 

16 

2028 

31.0 

60.0 




0 

16,930,800 

6,178,100 

979,300 

15,150,800 

39,239,000 

17 

2029 

31.0 

60.0 




0 

17,694,400 

6,456,700 

979,300 

15,150,800 

40,281,200 

18 

2030 

31.0 

60.0 




0 

18,492,400 

6,747,900 

979,300 

15,150,800 

41,370,400 

19 

2031 

31.0 

60.0 




0 

19,326,400 

7,052,200 

979,300 

15,150,800 

42,508,700 

20 

2032 

33.0 

60.0 




0 

20,198,000 

7,370,300 

979,300 

15,150,800 

43,698,400 

21 

2033 

33.0 

60.0 




0 

21,108,900 

7,702,700 

979,300 

15,150,800 

44,941,700 

22 

2034 

33.0 

60.0 




0 

22,060,900 

8,050,100 

979,300 

15,150,800 

46,241,100 

23 

2035 

33.0 

60.0 




0 

23,055,800 

8,413,200 

979,300 

15,150,800 

47,599,100 

24 

2036 

33.0 

60.0 




0 

24,095,600 

8,792,600 

979,300 

15,150,800 

49,018,300 

25 

2037 

33.0 

60.0 




0 

25,182,300 

9,189,100 

979,300 

15,150,800 

50,501,500 

26 

2038 

35.0 

60.0 




0 

26,318,000 

9,603,500 

979,300 

15,150,800 

52,051,600 

27 

2039 

35.0 

60.0 




0 

27,504,900 

10,036,600 

979,300 

15,150,800 

53,671,600 

28 

2040 

35.0 

60.0 




0 

28,745,400 

10,489,300 

979,300 

15,150,800 

55,364,800 

29 

2041 

35.0 

60.0 




0 

30,041,800 

10,962,400 

979,300 

15,150,800 

57,134,300 

30 

2042 

35.0 

60.0 




0 

31,396,700 

11,456,800 



42,853,500 


TOTAL 



4,879,200 

3,026,707 


101,396,900 

533,858,000 

194,806,200 

24,482,500 

378,770,000 

1,131,916,700 
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PRELIMINARY 


WORKSHEET - PROJECTED WATER COSTS TO FLINT - KWA SCENARIO 


Flint / Gen Co WTP Costs 




Flint Other 

Flint WTP 

Total Flint 

Gen Co 

Gen Co 

Total Op 

Total Flint/Gen 



Water Costs 

On Costs 

On Costs WTP On Cosh 

On Costs 

Costs 

Co Costs 



$ 

$ 

$ 

$ 

$ 

$ 

S 

Escalation: 

4.51% 

4.51% 


4.51% 

4.51% 



1 

2013 

13,501,500 

3,538,200 

17,039,700 


6,369,400 

23,409,100 

35,333,000 

2 

2014 

14,110,400 

3,697,800 

17,808,200 


6,656,700 

24,464,900 

36,926,600 

3 

2015 

14,746,800 

3,864,600 

18,611,400 


6,956,900 

25,568,300 

38,592,100 

4 

2016 

15,411,900 

4,038,900 

19,450,800 


7,270,700 

26,721,500 

40,332,600 

5 

2017 

16,107,000 

8,270,000 

24,377,000 

1,819,900 

7,598,600 

33,795,500 

64,150,500 

6 

2018 

16,833,400 

8,643,000 

25,476,400 

1,902,000 

7,941,300 

35,319,700 

66,316,200 

7 

2019 

17,592,600 

9,032,800 

26,625,400 

1,987,800 

8,299,500 

36,912,700 

68,579,600 

8 

2020 

18,386,000 

9,440,200 

27,826,200 

2,077,400 

8,673,800 

38,577,400 

70,945,000 

9 

2021 

19,215,200 

9,866,000 

29,081,200 

2,171,100 

9,065,000 

40,317,300 

73,417,200 

10 

2022 

20,081,800 

10,311,000 

30,392,800 

2,269,000 

9,473,800 

42,135,600 

76,000,800 

11 

2023 

20,987,500 

10,776,000 

31,763,500 

2,371,300 

9,901,100 

44,035,900 

78,700,900 

12 

2024 

21,934,000 

11,262,000 

33,196,000 

2,478,200 

10,347,600 

46,021,800 

81,522,700 

13 

2025 

22,923,200 

11,769,900 

34,693,100 

2,590,000 

10,814,300 

48,097,400 

84,472,000 

14 

2026 

23,957,000 

12,300,700 

36,257,700 

2,706,800 

11,302,000 

50,266,500 

87,554,100 

15 

2027 

25,037,500 

12,855,500 

37,893,000 

2,828,900 

11,811,700 

52,533,600 

90,775,400 

16 

2028 

26,166,700 

13,435,300 

39,602,000 

2,956,500 

12,344,400 

54,902,900 

94,141,900 

17 

2029 

27,346,800 

14,041,200 

41,388,000 

3,089,800 

12,901,100 

57,378,900 

97,660,100 

18 

2030 

28,580,100 

14,674,500 

43,254,600 

3,229,100 

13,482,900 

59,966,600 

101,337,000 

19 

2031 

29,869,100 

15,336,300 

45,205,400 

3,374,700 

14,091,000 

62,671,100 

105,179,800 

20 

2032 

31,216,200 

16,028,000 

47,244,200 

3,526,900 

14,726,500 

65,497,600 

109,196,000 

21 

2033 

32,624,100 

16,750,900 

49,375,000 

3,686,000 

15,390,700 

68,451,700 

113,393,400 

22 

2034 

34,095,400 

17,506,400 

51,601,800 

3,852,200 

16,084,800 

71,538,800 

117,779,900 

23 

2035 

35,633,100 

18,295,900 

53,929,000 

4,025,900 

16,810,200 

74,765,100 

122,364,200 

24 

2036 

37,240,200 

19,121,000 

56,361,200 

4,207,500 

17,568,300 

78,137,000 

127,155,300 

25 

2037 

38,919,700 

19,983,400 

58,903,100 

4,397,300 

18,360,600 

81,661,000 

132,162,500 

26 

2038 

40,675,000 

20,884,700 

61,559,700 

4,595,600 

19,188,700 

85,344,000 

137,395,600 

27 

2039 

42,509,400 

21,826,600 

64,336,000 

4,802,900 

20,054,100 

89,193,000 

142,864,600 

28 

2040 

44,426,600 

22,811,000 

67,237,600 

5,019,500 

20,958,500 

93,215,600 

148,580,400 

29 

2041 

46,430,200 

23,839,800 

70,270,000 

5,245,900 

21,903,700 

97,419,600 

154,553,900 

30 

2042 

48,524,200 

24,915,000 

73,439,200 

5,482,500 

22,891,600 

101,813,300 

144,666,800 

TOTAL 

825,082,600 

409,116,600 

1,234,199,200 

86,694,700 

389,239,500 

1,710,133,400 

2,842,050,100 
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WORKSHEET - PROJECTED WATER COSTS TO FLINT - KWA SCENARIO 


KWA Costs 




Debt 

Covg/Other 

Water 

Non-Revenue 

Water 

Unit Op 

Operating 

Total KWA 



Service 

Capital Costs 

Sales 

Water 

Production 

Costs 

Costs 

Costs 



$ 

$ 

Mcf 

Mcf 

Mcf 

$/Mcf 

$ 

S 

Escalation: 




5.00% 


5.00% 



1 

2013 




0 

0 


0 

0 

2 

2014 




0 

0 


0 

0 

3 

2015 




0 

0 


0 

0 

4 

2016 




0 

0 


0 

0 

5 

2017 

34 , 922,800 

6 , 984,600 

1,219,800 

64,200 

1,284,000 

1.58 

2,028,700 

43,936,100 

6 

2018 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

1.66 

2,301,900 

44,209,300 

7 

2019 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

1.74 

2,412,900 

44,320,300 

8 

2020 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

1.83 

2,537,700 

44,445,100 

9 

2021 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

1.92 

2,662,500 

44,569,900 

10 

2022 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

2.02 

2,801,100 

44,708,500 

11 

2023 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.12 

3,157,700 

45,065,100 

12 

2024 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.23 

3,321,600 

45,229,000 

13 

2025 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.34 

3,485,400 

45,392,800 

14 

2026 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.46 

3,664,200 

45,571,600 

15 

2027 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.58 

3,842,900 

45,750,300 

16 

2028 

34,922,800 

6,984,600 

1,512,600 

79,600 

1,592,200 

2.11 

4,314,900 

46,222,300 

17 

2029 

34,922,800 

6,984,600 

1,512,600 

79,600 

1,592,200 

2.85 

4,537,800 

46,445,200 

18 

2030 

34,922,800 

6,984,600 

1,512,600 

79,600 

1,592,200 

2.99 

4,760,700 

46,668,100 

19 

2031 

34,922,800 

6,984,600 

1,512,600 

79,600 

1,592,200 

3.14 

4,999,500 

46,906,900 

20 

2032 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

3.30 

5,593,200 

47,500,600 

21 

2033 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

3.47 

5,881,300 

47,788,700 

22 

2034 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

3.64 

6,169,400 

48,076,800 

23 

2035 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

3.82 

6,474,500 

48,381,900 

24 

2036 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

4.01 

6,796,500 

48,703,900 

25 

2037 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

4.21 

7,135,500 

49,042,900 

26 

2038 

34,922,800 

6,984,600 

1,707,800 

89,900 

1,797,700 

4.42 

7,945,800 

49,853,200 

27 

2039 

34,922,800 

6,984,600 

1,707,800 

89,900 

1,797,700 

4.64 

8,341,300 

50,248,700 

28 

2040 

34,922,800 

6,984,600 

1,707,800 

89,900 

1,797,700 

4.87 

8,754,800 

50,662,200 

29 

2041 

34,922,800 

6,984,600 

1,707,800 

89,900 

1,797,700 

5.11 

9,186,200 

51,093,600 

30 

2042 



1,707,800 

89,900 

1,797,700 

5.37 

9,653,600 

9,653,600 


TOTAL 

873,070,000 

174,615,000 

39,132,400 

2,059,300 

41,191,700 


132,761,600 

1,180,446,600 


tFg 

PRELIMINARY THE FOSTER GROUP 


GRAND 

TOTAL 

COSTS 

$ 

59 , 015,700 

61 , 652,300 

64 . 478.100 

67 . 435.100 

108 , 086,600 

110 . 525.500 
112 , 899,900 

115 . 390.100 

117 . 987.100 

120 . 709.300 
123 , 766,000 

126 . 751.700 

129 . 864.800 

133 . 125.700 

136 . 525.700 

140 . 364.200 

144 . 105.300 

148 . 005.100 

152 . 086.700 

156 . 696.600 

161 . 182.100 

165 . 856.700 

170 , 746,100 

175 . 859.200 

181 . 205.400 

187 . 248.800 

193 . 113.300 

199 . 242.600 

205 . 647.500 

154 . 320.400 


4,123,893,600 


4 / 26/13 




From: Redford, James (GOV) 

Sent: Friday, November 13, 2015 1:19 PM 

To: Snyder, Rick (GOV); Scott, Allison (GOV) 

Cc: Muchmore, Dennis (GOV); Agen, Jarrod (GOV); Clement, Elizabeth (GOV); Wurfel, Sara 

(GOV); Murray, David (GOV) 

Subject: Fwd: NEW Recall Petition Filed 

Attachments: Recall Gov Petition ll-13-15.pdf; ATT00001.htm 


Governor. 

Mr Brown has filed another recall petition alleging conduct in 2015 related to Flint Water 
Jim 


We just received this 
Sent from my iPhone 
Begin forwarded message: 

From: "Malerman, Melissa (MDOS)" < maiermanm@michigan.gov > 

Date: November 13, 2015 at 12:45:57 PM EST 

To: "Redford, James (GOV)" < RedfordJ@michigan.gov >, "Weber, Travis (GOV)" 


Cc: '" jpirich@honigm3n.com "' < ipin'ch@honigman.coiTt >, "Hansen, Andrea L. 
( AHanseri@honigman.com )" < AHansen@honigman.com >, "Thomas, Christopher (MDOS)" 


Subject: NEW Recall Petition Filed 

Please be advised that a new recall petition was submitted to our office this afternoon against 
Governor Snyder. Mr. Angelo Scott Brown, the sponsor of the first recall petition that was rejected by 
the Board of State Canvassers earlier today, filed the new petition (copy attached). 

The Board will follow the same procedure as before when considering this new recall petition, and must 
meet sometime between Nov. 23 and Dec. 3 (the 10 th to 20 th day after submission). Our staff is working 
with Board members now to schedule that meeting and I'll email you the time, date and location as 
soon as those plans are finalized. 

Please let Chris Thomas (copied here) or me know if you have any questions. 


Sincerely, 


Melissa Malerman 
Michigan Bureau of Elections 



''ISTRUCTIOMS ON REVERSE SIDE | p Ci!y 

□ Vii-age of y 

We, the undersigned, registered arid qualified voters of ONE-*" 


, in the County of. 


j. and State of Michigan, petition for the 


EJM% SmEEEA 


O casting of an election to recall / y . , rr - • from the office of . .. ^ „ 4 for the following reason(s): 

ixs {Hams of Officer) . ■ ( . (Title of Office} (District, if Any) , 




PROVISIONS OF THE MICHIGAN ELECTION LAW, 



CERTIFICATE OF CIRCULATOR 

The undersigned circulator of the above petition asserts that he or she is 18 years of age or aider and a United Sissies citizen; that each 
signature on the petition was signed in his or her presence and was not obtained through fraud, deceit or misrepresentation; that he or 
she has neither caused nor permitted a parson to sign the petition more than once and has no knowledge of a parson signing the petition 
more than once; and that, to his or her best knowledge and belief, each signature is the genuine signature of the person purporting to sign 
the petition, the person signing the; petition was at the time of signing a registered elector of the City or Township listed in the heading of 
the petition, and the elector was qualified to sign the petition. 

O If the circulator is not a resident of Michigan, the circulator shall make a cross [X] or check mark y] in the box provided, 
otherwise each signature on this petition sheet is invalid and the signatures will not be counted by a filing official. By making a cross or 
check mark in the box provided, the undersigned circulator asserts that he or she is not a resident of Michigan and agrees to accept 
the jurisdiction o? this state for the purpose of any legal proceeding or hearing that concerns a petition sheet executed by the circulator 
and agrees that legal process served on the Secretary of State or a designated agent of the Secretary of State has the same effect as if 
oersonallv served on the circulator. 

WARNING-A CIRCULATOR KNOWINGLY MAKING A FALSE STATEMENT IN THE ABOVE CERTIFICATE, 



(Printed Name of Circulator) 

(Complete Residence Address [Street and Number or Rural Route]} - [Do not enter a post office box] 





(County of Registration,’ if Registered to Vote, of a Circulator whole’ nStTReiid^Fon^cKTganT 








: TO BE COMPLETED BY CITY OR TOWNSHIP CLERK — — 

Check the registration of each person whose name appears on the reverse side of this petition sheet whose name Is not coded 
in the left-hand column, 

if the person was registered to vote in your City or Township on the date he or she signed the sheet, place a check: mark before 
the person’s name. 

If the person was not registered to vote in your City or Township on the date he or she signed the sheet, enter “NR" {not 
registered) before the person's name. 

if the address listed by the person does not fail within your City or Township, enter “NC” {not In community) before the person's 


Complete the following certificate alter making the registration checks: 

I hereby certify that the total number of persons whose names appear on the reverse side of this petition sheet who i identified 

as being registered in my City or Township on the date of signing the petition sheet is: . 

(Enter Number) 


□ City or 

□ Township of_ 


{Signature of City or Township Clerk) 


(Name of City or Township) 




IEAD BEFORE CIRCULATING FE1 


I. The validity of signatures placed oh this petition may he affected if the following is net observed, 
i Complete the heading of the petition before circulating It 

[ • Enter the city, township or village and county where the petition will be circulated, indicate whether the jurisdiction listed j : 
| is a "city", "township", or a “village 1 '. Do not list more than one city, township or village. j : 

j Enter the officer's complete name and the office he or she holds, include the district number of the office if there is one. j 

J j 

I • Enter the reason(s) why the recall election is being sought The language entered must be exactly as approved by the | 

j County Election Commission or Board of State Canvassers. 

I k/iake sure that all signers properly complete the petition. 

| • Each signer must be registered to vote in the city, township or village listed in the beading. 

| * Each signer must sign and print his or her first and iast name. • j 

| * Each signer must enter his or her fuii address. A rural routs number is acceptable. A post office box is not acceptable. j 

1 • Each signer must enter his or her Zip Code. 2 

| * Each signer must date his or her signature with the month, day, and year. I 

! [ 

j Complete the circulator’s certificate after circulating the petition, i 

! 

j • Sign and print your full name and enter the month, day, and year. 1 Signatures on the petition which are dated 

after the date on the circulator’s certificate are invalid. I 

• Enter your complete residence address (street and number or rural route - do not enter a P.O. Box), city or township, j 

I stats and zip code. 2 j 

1 | 

| * if you do not reside in Michigan, enter your county of registration if you are registered to vote In your home state, and i : 
| make a cross or check mark in the box that precedes the final paragraph of the circulator certificate statement on the 
j left side of the form. | 

j Circulate the petition properly. i 

| • Do not fail to question signers on their city or township of registration. j 

j - Do not complete the heading of the petition after signatures have been affixed on the petition. [ 

j 5 Do not fill In a signer's address or a signer's signature date. Both entries must be in the signer's own handwriting. Ditto marks j : 

I are not acceptable in these two entries. j 

j ! 

j • Do not leave the petition unattended. . \ 


1 The failure of the circulator or an elector who signs the petition to print his ©r her name or to print his or her 
name In the proper location does aai affect the validity of the circulator's or signer's signature. However, a 
printed name located In the space designated for printed names does apt constitute tile signature of the 
circulator or elector. 


i 2 The failure of the circulator or an elector who signs the petition to enter a Zip Cod© or to enter his or her 
I correct Zip Code does not affect, the validity of the circulator's or signer's signature. 
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From: 

Sent: 

To: 

Subject: 


Holland, Meegan (GOV) 

Tuesday, December 29, 2015 1:32 PM 
Snyder, Rick (GOV) 

The Flint water statement 


Here is the statement. It's going to senior and executive staff, plus directors, very soon. It will go to the media around 
2:30 p.m. 

Rich will respond to the task force in person at tomorrow's task force meeting. We don't plan a written response; 
however, I'll be compiling talking points from various senior staff for Rich. 

The statement: 

When I became aware that the city of Flint's water showed elevated lead levels and that the state's handling of the 
situation was being questioned, I requested funding to switch the source back to the Great Lakes Water Authority and 
appointed an independent task force to identify possible missteps and areas for improvement. 

The task force has done an exceptional job, reviewing stacks of documents and interviewing scores of Flint, Genesee 
County, state and federal officials. 

Although the task force's final report is not yet completed, it has made me aware of some interim findings and 
corrective steps that I have decided to take immediately in order to restore trust in how the state keeps its citizens safe 
and informed. 

We'll continue to work with the community members to make sure we hear and respond to their concerns. 

In addition, MDEQ Director Dan Wyant has offered his resignation, and I've determined that it's appropriate to accept it. 
I'm also making other personnel changes at MDEQ to address problems cited by the task force. 

But changes in leadership and staff are not enough. I understand there can be disagreements within the scientific 
community. That is why I have directed both the departments of Environmental Quality and Health and Human Services 
to invite every external scientist who has worked on this issue to be our partners in helping us improve Flint water. Let's 
share research on water and blood lead level testing so we can arrive at accurate and mutually supported 
conclusions. Together, we should work to affirm that we're using the very best testing protocols to ensure Flint 
residents have safe drinking water and that we're taking steps to protect their health over the short and long term. 

I want the Flint community to know how very sorry I am that this has happened. And I want all Michigan citizens to know 
that we will learn from this experience, because Flint is not the only city that has an aging infrastructure. 

I know many Flint citizens are angry and want more than an apology. That's why I'm taking the actions today to ensure a 
culture of openness and trust. We've already allocated $10 million to test the water, distribute water filters, and help in 
other ways. Last week, I called Flint Mayor Karen Weaver, and we're going to meet soon to discuss other ways the state 
can offer assistance. 

These are only initial steps - we fully expect to take more actions following the recommendations of our task force. 

When it comes to matters of health and quality of life, we're committed to doing everything we can to protect the well- 
being of our citizens. 


l 



Meegan Holland 

Director of Communications for Gov. Rick Snyder 
Office: 517-335-6397 

Twitter: @meholland 
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From: Snyder, Rick (GOV) 

Sent: Friday, October 02, 2015 12:33 PM 

To: Muchmore, Dennis (GOV) 

Cc: Agen, Jarrod (GOV) 

Subject: Re: Question to consider 

We need Treasury to work with Dan and Flint on a clear side by side comparison of the health benefits and costs of 
GLWA vs. a more optimized Flint system. Also, we need to look at what financing mechanisms are available to Flint to 
pay for any higher cost actions. Please get people working on these two issues ASAP. 

Thanks 

Rick 

Sent from my iPad 

> On Oct 2, 2015, at 8:04 AM, Muchmore, Dennis (GOV) < rn uehmored @ m I ch iga n ,gov > wrote: 

> 

> Ok. Walling, Ananich and Kildee are pushing privately for that to be considered. We'll collect as much info as possible. 
Dayne is setting up a meeting with DWSD on his own and I thought that his initiation without our encouragement or 
leadership was the right way to approach it. I just told Dayne to be careful about some twist that hasn't yet been 
considered. 

> 

» On Oct 2, 2015, at 10:57 AM, Snyder, Rick (GOV) wrote: 

» 

» We should help get all of the facts on the consequences of changing back vs. staying and then determine what 
financing mechanisms we have available. If we can provide the financing, then we should let Flint make the decision. 

» 

» Thanks 
» Rick 
» 

» Sent from my iPad 

» 

»> On Oct 2, 2015, at 7:38 AM, Muchmore, Dennis (GOV) < muchmored@michigan.gov > wrote: 

»> 

»> It appears on the surface (without the deep dive we'll definitely do on it) that for $11M we can reconnect to DWSD 
system for the intervening time before KWA comes on line. That may well be the only way to bring any confidence back 
to the community. If you choose to do so, what if we created or expanding some revolving fund where Flint wouldn't 
have to start repaying until 2020 or whenever in the future to stretch the liability? If we needed to have a guarantee 
perhaps we could use the Escheats of the bottle bill money as a set aside or guarantor without having to touch the 
principal? 
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From: 

Snyder, Rick (GOV) 

Sent: 

Wednesday, October 21, 2015 1:16 PM 

To: 

'Murray, David (GOV)' 

Cc: 

Agen, Jarrod (GOV) 

Subject: 

RE: Task Force release 

Looks good. 


Thanks 


Rick 



From: Murray, David (GOV) 

Sent: Wednesday, October 21, 2015 1:09 PM 
(GOV) 

Cc: Agen, Jarrod (GOV) <AgenJ@michigan.gov> 

Subject: Task Force release 

Good afternoon, Governor. 

Jarrod asked me to send you a copy of the release, updated with input from the task force members. I’ve also 
attached the discussion points the members created during their meeting. 

Please let me know if you ‘d like any changes. Our plan is to release before your MiWeek interview so you can 
reference it. 

Dave 

Gov. Rick Snyder announces Flint Water Task Force to review state, federal 
and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus on steps to 

protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory task force 
charged with reviewing actions regarding water use and testing in Flint and offer recommendations for future 
guidelines to protect the health and safety of all state residents. 

Task force members include experts in public health and medicine, water management, and environmental 
protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of Public Sector Consultants 
and Chris Kolb, of the Michigan Environmental Council. Also serving will be Dr. Matthew Davis of the 
University of Michigan Health System, Eric Rothstein, of the Galardi Rothstein Group and Dr. Lawrence 
Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water Authority is a good first 
step to protecting public health in Flint, but it’s not the last step,” Snyder said. “Bringing in outside experts to 
evaluate our actions and help monitor and advise on potential changes to law, procedures and practices will be 
key to continuing work on the comprehensive action plan and ensuring safe drinking water for all the residents 
in Flint and all of Michigan.” 


i 



Snyder said the administration will fully cooperate with task force members, saying he wants an unbiased 
report focusing on steps taken in the past and recommendations that could improve practices to ensure all 
residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in public finance, 
environment, and energy policy. Prior to joining the firm, Sikkema served in both the Michigan House and 
Senate, culminating with four years as Senate majority leader. He has also served as both an adjunct and 
visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 environmental, 
public health and faith-based nonprofit groups. Before joining the MEC, Kolb represented Ann Arbor in the 
state House for six years and served six years on the Ann Arbor City Council. He has been president of the 
MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the University of Michigan 
Health System and professor of public policy at the Gerald R. Ford School at the University of Michigan, having 
joined the faculty in 2000. Davis also is a professor of health management and policy at the School of Public 
Health. He previously served as the chief medical executive of the Michigan Department of Community 
Health/Department of Health and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein Group. He served 
as an independent advisor on the creation of the Great Lakes Water Authority. Rothstein also has served as 
Jefferson County, Alabama’s rate consultant and municipal adviser for litigation related to the county’s 
bankruptcy and issuance of $1 .7 billion in sewer warrants and led strategic financial planning for the City of 
Atlanta’s Department of Watershed Management. He has more than 30 years of experience in water, 
wastewater and stormwater utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott Children’s Health 
Center. He received his medical degree from Howard University College of Medicine and has been in practice 
for 36 years. He has served as president of the Genesee County Medical Society and the Michigan Chapter of 
the American Academy of Pediatrics. He has been honored for his humanitarian and advocacy efforts on 
behalf of children from the Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues and 
addressing related health concerns. It will not immediately resolve the city’s problem with lead service lines or 
aging infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined on Oct. 2 in a 
comprehensive action plan, including continued testing, the use of faucet filters and providing residents with 
accurate information about steps to eliminate lead exposure. The Michigan Departments of Environmental 
Quality and Health and Human Services are continuing to provide free water filters, free lead testing through 
the state laboratory for Flint water customers, and hiring additional staff to conduct health exposure monitoring 
for lead in drinking water. 


II II II II 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
iyiijrrayDl@rnichiRari.aov 

517-335-6397, office 

ESSSSBi^ Bmobile 

Twitter:@michigandmurray 
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From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV); Agen, Jarrod (GOV); Wurfel, Sara (GOV); Wurfel, Brad (DEQ); 

Kennedy, Jordan (GOV); Biehl, Laura (GOV); Lasher, Geralyn (DHHS); Tommasulo, Karen 
(DEQ); Eisner, Jennifer (DHHS); Muchmore, Dennis (GOV); Minicuci, Angela (DHHS); 
Hollins, Harvey (GOV); Heaton, Anna (GOV) 

Subject: Press release with mayor, Mott quotes 

Attachments: 151008 Flint water release V4.docx 


Good evening Governor and team, 

Here's the most updated version of the press release, including quotes and incorporating suggestions from Mayor 
Walling and the Mott Foundation friends. Please let me know if there are any other changes. Thank you for your 
assistance. 

Dave 

Gov. Rick Snyder: Move back to Detroit water provides 
best protection for public health in Flint 

State, Mott Foundation, city form partnership to fund switch until KWA is ready 

FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great Lakes Water Authority 
as the source of the city's drinking water until the Karegnondi Water Authority pipeline is completed, Gov. Rick Snyder 
said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of the $12 million needed to 
reconnect with the authority through next summer, when the KWA is expected to be completed. The Flint city 
government will provide $2 million and the Charles Stewart Mott Foundation has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts helping the city on its water 
advisory all agree this move back to the Great Lakes Water Authority provides the best public health protection for 
children and families. This effort today is the result of people coming together to solve a problem. I appreciate Detroit's 
willingness to reconnect with Flint, the Mott Foundation's generous commitment, and the dedication of all parties to 
come together to protect Flint families and children." 

The Michigan Departments of Environmental Quality and Health and Human Services today also committed an 
additional $3.5 million for water filters, free lead testing through the state laboratory for Flint water customers, and 
hiring additional staff to conduct health exposure monitoring for lead in drinking water. 

Flint city leaders requested the state's help to fund the reconnection and to assist with health and infrastructure issues. 
Flint's move to the Great Lakes Water Authority is expected to cost about $1.3 million per month until the Karegnondi 
Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, clean water back to Flint," Mott 
Foundation President Ridgway White said. "We believe that reconnecting the city's water supply to Lake Huron is the 
right and necessary thing to do, and we're glad we could help the state and the city make it happen." 


l 



The move to Detroit water, which is drawn from Lake Huron, carries many public health benefits. As large bodies of 
water, the Great Lakes are naturally prone to fewer problems from large rain events and other runoff issues that can 
sometimes be present in shallower rivers. Additionally, the Great Lakes Water Authority water already has additional 
corrosion control, using phosphates to help coat the insides of pipes and prevent lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve the city's problem with lead service lines or aging 
infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. Additionally, 
some households in the city could experience lead in their drinking water until all lead pipes and plumbing are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and stabilize the infrastructure system," 
Flint Mayor Dayne Walling said. "I appreciate the state, the Mott Foundation, Detroit, and the county's participation in a 
solution for Flint's water problems. The health and safety of Flint's families, children and seniors is my top priority and 
reconnecting to Detroit is a major step that the city could not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to carry out steps outlined on Oct. 2 in 
a comprehensive action plan, including continued testing, the use of faucet filters and providing residents with accurate 
information about steps to eliminate lead exposure. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road MDHHS office locations. For 
residents who are not currently enrolled in MDHHS assistance programs, free filters are available at the Genesee County 
Community Action Resource Department offices at 2727 Lippincott and 601 North Saginaw in Flint. Staff will be at all 
four locations from 9 a.m. to 4 p.m., Monday through Friday, to distribute filters and assist residents who have questions 
about proper installation. At the Lippincott location only, extended hours will be offered this weekend, including until 7 
p.m. on Thursday and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap and running the water 
until it's as cold as it will go. Additionally, only use cold water for cooking, drinking and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and homes. Of 37 total samples 
taken at 13 buildings, four samples spread over three buildings exceeded the federal action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further testing water and 
inspecting plumbing at these schools. Until testing is complete, schools are advised to continue using bottled water and 
filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head Starts. Free testing is also 
available for any Flint resident. 

Additional information, including more detailed lead screening results, is available at www.rnichigan.gov/flintwat&r. 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

517-335-6397, office 
mobile 

Twitter:@michigandmurray 
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RICK SNYDER 
GOVERNOR 


State or Michigan 
EXECUTIVE OFFICE 

LANSING 


BRIAN GALLEY 

LT. GOVERNOR 


CONTACTS: 

FOR IMMEDIATE RELEASE 

Sara Wurfel or Dave Murray 

Governor’s Office: 517-335-6397 

Thursday, Oct. 8, 2015 

Brad Wurfel. 517-284-6713 
Department of Environmental Quality 


Jennifer Eisner, 517-230-9804 
Department of Health and Human Services 



Gov. Rick Snyder: Move back to Detroit water 
provides best protection for public health in Flint 

State, Mott Foundation, city form partnership to fund switch until KWA is ready 


FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great Lakes 
Water Authority as the source of the city's drinking water until the Karegnondi Water Authority pipeline 
is completed, Gov. Rick Snyder said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of the $12 
million needed to reconnect with the authority through next summer, when the KWA is expected to be 
completed. The Flint city government will provide $2 million and the Charles Stewart Mott Foundation 
has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts helping the city 
on its water advisory all agree this move back to the Great Lakes Water Authority provides the best 
public health protection for children and families. This effort today is the result of people coming 
together to solve a problem. I appreciate Detroit's willingness to reconnect with Flint, the Mott 
Foundation's generous commitment, and the dedication of all parties to come together to protect Flint 
families and children." 

The Michigan Departments of Environmental Quality and Health and Human Services today also 
committed an additional $3.5 million for water filters, free lead testing through the state laboratory for 
Flint water customers, and hiring additional staff to conduct health exposure monitoring for lead in 
drinking water. 

Flint city leaders requested the state's help to fund the reconnection and to assist with health and 
infrastructure issues. Flint's move to the Great Lakes Water Authority is expected to cost about $1.3 
million per month until the Karegnondi Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, clean water back to 
Flint," Mott Foundation President Ridgway White said. "We believe that reconnecting the city's water 
supply to Lake Huron is the right and necessary thing to do, and we're glad we could help the state and 
the city make it happen." 




The move to Detroit water, which is drawn from Lake Huron, carries many public health benefits. As 
large bodies of water, the Great Lakes are naturally prone to fewer problems from large rain events and 
other runoff issues that can sometimes be present in shallower rivers. Additionally, the Great Lakes 
Water Authority water already has additional corrosion control, using phosphates to help coat the 
insides of pipes and prevent lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve the city's problem with lead 
service lines or aging infrastructure. It will take time for pipes in Flint to become coated with the 
phosphate corrosion control. Additionally, some households in the city could experience lead in their 
drinking water until all lead pipes and plumbing are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and stabilize the 
infrastructure system," Flint Mayor Dayne Walling said. "I appreciate the state, the Mott Foundation, 
Detroit, and the county's participation in a solution for Flint's water problems. The health and safety of 
Flint's families, children and seniors is my top priority and reconnecting to Detroit is a major step that 
the city could not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to carry out steps 
outlined on Oct. 2 in a comprehensive action plan, including continued testing, the use of faucet filters 
and providing residents with accurate information about steps to eliminate lead exposure. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road MDHHS 
office locations. For residents who are not currently enrolled in MDHHS assistance programs, free filters 
are available at the Genesee County Community Action Resource Department offices at 2727 Lippincott 
and 601 North Saginaw in Flint. Staff will be at all four locations from 9 a.m. to 4 p.m., Monday through 
Friday, to distribute filters and assist residents who have questions about proper installation. At the 
Lippincott location only, extended hours will be offered this weekend, including until 7 p.m. on Thursday 
and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap and 
running the water until it's as cold as it will go. Additionally, only use cold water for cooking, drinking 
and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and homes. Of 
37 total samples taken at 13 buildings, four samples spread over three buildings exceeded the federal 
action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further testing 
water and inspecting plumbing at these schools. Until testing is complete, schools are advised to 
continue using bottled water and filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head Starts. 
Free testing is also available for any Flint resident. 

Additional information, including more detailed lead screening results, is available at 

www.michigan.gov/flintwater . 


### 




From: 

Sent: 

To: 

Cc: 

Subject: 


Wurfel, Sara (GOV) 

Wednesday, October 07, 2015 11:52 PM 
Murray, David (GOV); Agen, Jarrod (GOV) 

Heaton, Anna (GOV); Biehl, Laura (GOV); Kennedy, Jordan (GOV); Brown, Jessica (GOV) 
RE: Press release with mayor, Mott quotes 


Importance: 


High 


Team - 

A few things based on other dept edits. See below highlighted. I believe these are necessary and help. But please review 
and make sure makes sense to you as well. 

Also - the Detroit system pulls from both Lake Huron and the Detroit River. Mott is working on amending Ridgway's 
quote. See below for info: 


Water 101/Q&A about Water Treatment - : ilVSlLLL?.-. .Q J : r.b.t.O.l i 

Q: What is the source my drinking water? 

A: The Detroit Water and Sewerage Department gets all of its water from the Detroit River and Lake Huron. 

Detroit Water & Sewerage Dept Fact Sheet - 

hftp://'www. dvvsd.org/downloads n/about dwsd/fact sheet/dwsd fact sheetpdf 

The water system draws fresh water from the Great Lakes System, with Lake Huron to the north and the Detroit River to 
the south. 


From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) <AgenJ@michigan.gov>; Wurfel, Sara (GOV) 

<Wurfels@michigan.gov>; Wurfel, Brad (DEQ) <WurfelB@michigan.gov>; Kennedy, Jordan (GOV) 
<KennedyJ4@michigan.gov>; Biehl, Laura (GOV) <BiehlL@michigan.gov>; Lasher, Geralyn (DHHS) 
<lasherg@michigan.gov>; Tommasulo, Karen (DEQ) <TommasuloK@michigan.gov>; Eisner, Jennifer (DHHS) 
<EisnerJ@michigan.gov>; Muchmore, Dennis (GOV) <muchmored@michigan.gov>; Minicuci, Angela (DHHS) 
<MinicuciA@michigan.gov>; Hollins, Harvey (GOV) <hollinsh@michigan.gov>; Heaton, Anna (GOV) 
<HeatonA@michigan.gov> 

Subject: Press release with mayor, Mott quotes 

Good evening Governor and team, 

Here's the most updated version of the press release, including quotes and incorporating suggestions from Mayor 
Walling and the Mott Foundation friends. Please let me know if there are any other changes. Thank you for your 
assistance. 

Dave 
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Gov. Rick Snyder: Move back to Detroit water provides 
best protection for public health in Flint 

State, Mott Foundation, city form partnership to fund switch until KWA is ready 

FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great Lakes Water Authority 
as the source of the city's drinking water until the Karegnondi Water Authority pipeline is completed, Gov. Rick Snyder 
said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of the $12 million needed to 
reconnect with the authority through next summer, when the KWA is expected to be completed. The Flint city 
government will provide $2 million and the Charles Stewart Mott Foundation has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts helping the city on its water 
advisory all agree this move back to the Great Lakes Water Authority provides the best public health protection for 
children and families. This effort today is the result of people coming together to solve a problem. I appreciate Detroit's 
willingness to reconnect with Flint, the Mott Foundation's generous commitment, and the dedication of all parties to 
come together to protect Flint families and children." 

Flint city leaders requested the state's help to fund the reconnection and to assist with health and infrastructure issues. 
Flint's move to the Great Lakes Water Authority is expected to cost about $1.3 million per month until the Karegnondi 
Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, clean water back to Flint," Mott 
Foundation President Ridgway White said. "We believe that reconnecting the city's water supply to lake Huron is the 
right and necessary thing to do, and we're glad we could help the state and the city make it happen." 

The move to Detroit w a t e r y ■ wh icto ■ is ■ d row nlrom-Ld fe e : D TO CARRY many public health benefits. As 
large bodies of water, the Great Lakes are naturally prone to fewer problems from large rain events and other runoff 
issues that can sometimes be present in shallower rivers. Additionally, the Great Lakes Water Authority water already 
has additional corrosion control, using phosphates to help coat the insides of pipes and i||||| lead from leaching into the 
water. 

However, reconnecting with the authority will not completely resolve the city's problem with lead service lines or aging 
infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. Additionally, 
some households in the city could experience lead in their drinking water until all lead pipes and plumbing are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and stabilize the infrastructure system," 
Flint Mayor Dayne Walling said. "I appreciate the state, the Mott Foundation, Detroit, and the county's participation in a 
solution for Flint's water problems. The health and safety of Flint's families, children and seniors is my top priority and 
reconnecting to Detroit is a major step that the city could not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to carry out steps outlined on Oct. 2 in 
a comprehensive action plan, including continued testing, the use of faucet filters and providing residents with accurate 
information about steps to eliminate lead exposure. «83V£S> FROM 4* GRAPHIC WIM. FDR FLOW OH ADDITIONAL 
STATE AOlOR^The Michigan Departments of Environmental Quality and Health and Human Services today also 
committed an additional $3.5 million for water filters, free lead testing through the state laboratory for Flint water 
customers, and hiring additional staff to conduct health exposure monitoring for lead in drinking water. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road MDHHS office locations. For 
residents who are not currently enrolled in MDHHS assistance programs, free filters are available at the Genesee County 
Community Action Resource Department offices at 2727 Lippincott and 601 North Saginaw in Flint. Staff will be at all 
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four locations from 9 a.m. to 4 p.m., Monday through Friday, to distribute filters and assist residents who have questions 
about proper installation. At the Lippincott location only, extended hours will be offered this weekend, including until 7 
p.m. on Thursday and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap and running the water 
until it's as cold as it will go. Additionally, only use cold water for cooking, drinking and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and homes. Of 37 total samples 
taken at 13 buildings, four samples spread over three buildings exceeded the federal action level of 15 parts per billion. 

Flowever, this sampling provides only an initial screen, and the state is committing to further testing water and 
inspecting plumbing at these schools. Until testing is complete, schools are advised to continue using bottled water and 
filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Flead Starts. Free testing is also 
available for any Flint resident. 


Additional information, including more detailed lead screening results, is available at www.t^ichigan.gov/fllntwater . 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

517-335-6397, office 
mobile 

Twitter:@michigandmurray 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Wurfel, Sara (GOV) 

Thursday, October 08, 2015 12:05 AM 
Murray, David (GOV); Agen, Jarrod (GOV) 

Heaton, Anna (GOV); Biehl, Laura (GOV); Kennedy, Jordan (GOV); Brown, Jessica (GOV) 

Re: Press release with mayor, Mott quotes 

image001.jpg 


Also we need to add in Jason Lorenz from City of Flint, and Kathryn Thomas from Mott Foundation as contacts on the 
release. And Karen from DEQtoo. 

Forwarding vcards to Anna for incorporation. 

Sent from my iPad 

On Oct 7, 2015, at 11:52 PM, Wurfel, Sara (GOV) <Wurfels@.ni i!chj.g3n.£Ov> wrote: 

Team - 

A few things based on other dept edits. See below highlighted. I believe these are necessary and help. 

But please review and make sure makes sense to you as well. 

Also - the Detroit system pulls from both Lake Huron and the Detroit River. Mott is working on 
amending Ridgway's quote. See below for info: 

Water 101/Q&A about Water Treatment - htt p://www.dwsd.org/pages n/ vvaterlOl.htmi 

Q: What is the source my drinking water? 

A: The Detroit Water and Sewerage Department gets all of its water from the Detroit River and Lake 
Huron. 


Detroit Water & Sewerage Dept Fact Sheet- 

http://www.dwsd.org/downloads n/about dwsd/fact sheet/dwsd fact sheet pdf 

The water system draws fresh water from the Great Lakes System, with Lake Huron to the north and the 
Detroit River to the south. 


From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) <Ag.dO : L€L s T/.LTbjild.O.-£Q.Vi > ; Wurfel, 

Sara (GOV) < Wurfeis@michigan.gov> : Wurfel, Brad (DEQ) < WurfeiB@rnlehigan'go v>: Kennedy, Jordan 
(GOV) <K e n nedvJ4tg-mlchig3n.gov >: Biehl, Laura (GOV) < Biehil@michisan.go v>: Lasher, Geralyn (DHHS) 
<iash erg@ mi chigan.gov >: Tommasulo, Karen (DEQ) Eisner, Jennifer 

(DHHS) Muchmore, Dennis (GOV) <Q .1 _y c b.Q .1 SI JJ iSlA TTl.t 5T.Q Af? .0 .i?jQ .Y > J Minicuci, 

Angela (DHHS) Hollins, Harvey (GOV) < ) 2 o ) _H_n Q.l ) Y > J Heaton, 

Anna (GOV) <HeafonA^ 

Subject: Press release with mayor, Mott quotes 


Good evening Governor and team, 


l 


Here's the most updated version of the press release, including quotes and incorporating suggestions 
from Mayor Walling and the Mott Foundation friends. Please let me know if there are any other changes. 
Thank you for your assistance. 

Dave 

Gov. Rick Snyder: Move back to Detroit water 
provides best protection for public health in Flint 

State, Mott Foundation, city form partnership to fund switch until KWA is ready 

FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great Lakes 
Water Authority as the source of the city's drinking water until the Karegnondi Water Authority pipeline 
is completed, Gov. Rick Snyder said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of the $12 
million needed to reconnect with the authority through next summer, when the KWA is expected to be 
completed. The Flint city government will provide $2 million and the Charles Stewart Mott Foundation 
has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts helping the city 
on its water advisory all agree this move back to the Great Lakes Water Authority provides the best 
public health protection for children and families. This effort today is the result of people coming 
together to solve a problem. I appreciate Detroit's willingness to reconnect with Flint, the Mott 
Foundation's generous commitment, and the dedication of all parties to come together to protect Flint 
families and children." 

Flint city leaders requested the state's help to fund the reconnection and to assist with health and 
infrastructure issues. Flint's move to the Great Lakes Water Authority is expected to cost about $1.3 
million per month until the Karegnondi Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, clean water back to 
Flint," Mott Foundation President Ridgway White said. "We believe that reconnecting the city's water 
supply tb Lake Huron is the right and necessary thing to do, and we're glad we could help the state and 
the city make it happen." 

The move to Detroit wa te iS EXPECTED TO CABBY many public health 
benefits. As large bodies of water, the Great Lakes are naturally prone to fewer problems from large rain 
events and other runoff issues that can sometimes be present in shallower rivers. Additionally, the Great 
Lakes Water Authority water already has additional corrosion control, using phosphates to help coat the 
insides of pipes and DM IT lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve the city's problem with lead 
service lines or aging infrastructure. It will take time for pipes in Flint to become coated with the 
phosphate corrosion control. Additionally, some households in the city could experience lead in their 
drinking water until all lead pipes and plumbing are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and stabilize the 
infrastructure system," Flint Mayor Dayne Walling said. "I appreciate the state, the Mott Foundation, 
Detroit, and the county's participation in a solution for Flint's water problems. The health and safety of 
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Flint's families, children and seniors is my top priority and reconnecting to Detroit is a major step that 
the city could not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to carry out steps 
outlined on Oct. 2 in a comprehensive action plan, including continued testing, the use of faucet filters 
and providing residents with accurate information about steps to eliminate lead exposure. **y<3VE 0 
4* GRAPH TO HERE FOR FLOW DM ADDmomiSTAXE AOIOfT^The Michigan Departments of 
Environmental Quality and Health and Human Services today also committed an additional $3.5 million 
for water filters, free lead testing through the state laboratory for Flint water customers, and hiring 
additional staff to conduct health exposure monitoring for lead in drinking water. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road MDHHS 
office locations. For residents who are not currently enrolled in MDHHS assistance programs, free filters 
are available at the Genesee County Community Action Resource Department offices at 2727 Lippincott 
and 601 North Saginaw in Flint. Staff will be at all four locations from 9 a.m. to 4 p.m., Monday through 
Friday, to distribute filters and assist residents who have questions about proper installation. At the 
Lippincott location only, extended hours will be offered this weekend, including until 7 p.m. on Thursday 
and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap and 
running the water until it's as cold as it will go. Additionally, only use cold water for cooking, drinking 
and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and homes. Of 
37 total samples taken at 13 buildings, four samples spread over three buildings exceeded the federal 
action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further testing 
water and inspecting plumbing at these schools. Until testing is complete, schools are advised to 
continue using bottled water and filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head Starts. 
Free testing is also available for any Flint resident. 

Additional information, including more detailed lead screening results, is available at 

www. m ichi gs n . gov/f i i nfwater. 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

MyrrayDL@nuch^ 

517-335-6397, office 
mobile 

Twitter:@michigandmurray 

<image001.jpg> 
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From: 

Wurfel, Sara (GOV) 

Sent: 

Thursday, October 08, 2015 9:13 AM 

To: 

Heaton, Anna (GOV) 

Cc: 

Murray, David (GOV); Agen, Jarrod (GOV); 1 


Brown, Jessica (GOV) 

Subject: 

Re: Press release with mayor, Mott quotes 


We need updated release ASAP. Thx! 

Sent from my iPhone 

On Oct 8, 2015, at 9:02 AM, Heaton, Anna (GOV) <Heatg^ wrote: 

Got it. 

Sent from my iPhone 

On Oct 8, 2015, at 12:05 AM, Wurfel, Sara (GOV) < Wurfa!s@michig3n.gov > wrote: 

Also we need to add in Jason Lorenz from City of Flint, and Kathryn Thomas from Mott 
Foundation as contacts on the release. And Karen from DEQtoo. 

Forwarding vcards to Anna for incorporation. 

Sent from my iPad 


On Oct 7, 2015, at 11:52 PM, Wurfel, Sara (GOV) < Wurfels@wlchigan.gov > wrote: 


Team - 

A few things based on other dept edits. See below highlighted. I believe 
these are necessary and help. But please review and make sure makes 
sense to you as well. 

Also - the Detroit system pulls from both Lake Huron and the Detroit 
River. Mott is working on amending Ridgway's quote. See below for info: 

Water 101/Q&A about Water Treatment - 

http://www.dwsd.org/pages n/waterlOl.htrni 

Q: What is the source my drinking water? 

A: The Detroit Water and Sewerage Department gets all of its water 
from the Detroit River and Lake Huron. 

Detroit Water & Sewerage Dept Fact Sheet - 

http: // www.dwsd.org/dQwnioads n/about dwsd/fact sb ee t/dwsd far, 
t sh ee t pdf 

The water system draws fresh water from the Great Lakes System, with 
Lake Huron to the north and the Detroit River to the south. 
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From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) 

< Age rU @ m j eh iga n ,gov > : Wurfel, Sara (GOV) < WurfeisPrnlchi'.gan.g:ov >: 

Wurfel, Brad (DEQ) < VVurfeiBgS>rriichfean.gov >: Kennedy, Jordan (GOV) 

< Kennedyj4gi>mlcbig3n,a:ov >: Biehl, Laura (GOV) 
< BiehlL^ 1 micbigan.g:ov >: Lasher, Geralyn (DHHS) 
< iasherg(g)rnichiaan.gov >: Tommasulo, Karen (DEQ) 
< TomroasuioK@michigan..goy >: Eisner, Jennifer (DHHS) 
< E8snerJ®m8chigan.gov >: Muchmore, Dennis (GOV) 
< muchmored@michigan.gov >: Minicuci, Angela (DHHS) 
< MinicudA®m8chigan.gov >: Hollins, Harvey (GOV) 
< hoHiriSh@rriichigan.gov >: Heaton, Anna (GOV) 
< HeatonA.@michigari.gov > 

Subject: Press release with mayor, Mott quotes 

Good evening Governor and team, 

Here's the most updated version of the press release, including quotes 
and incorporating suggestions from Mayor Walling and the Mott 
Foundation friends. Please let me know if there are any other changes. 
Thank you for your assistance. 

Dave 


Gov. Rick Snyder: Move back to 
Detroit water provides best 
protection for public health in 

Flint 


State, Mott Foundation, city form partnership to fund 
switch until KWA is ready 


FLINT, Mich. - Flint families and children will be better protected by 
reconnecting with the Great Lakes Water Authority as the source of the 
city's drinking water until the Karegnondi Water Authority pipeline is 
completed, Gov. Rick Snyder said. 


Snyder said Thursday that he will request the state Legislature to 
provide half, or $6 million, of the $12 million needed to reconnect with 
the authority through next summer, when the KWA is expected to be 
completed. The Flint city government will provide $2 million and the 
Charles Stewart Mott Foundation has committed $4 million. 


"All Flint residents need clean, safe drinking water," Snyder said. "The 
technical experts helping the city on its water advisory all agree this 
move back to the Great Lakes Water Authority provides the best public 
health protection for children and families. This effort today is the result 
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of people coming together to solve a problem. I appreciate Detroit's 
willingness to reconnect with Flint, the Mott Foundation's generous 
commitment, and the dedication of all parties to come together to 
protect Flint families and children." 

Flint city leaders requested the state's help to fund the reconnection 
and to assist with health and infrastructure issues. Flint's move to the 
Great Lakes Water Authority is expected to cost about $1.3 million per 
month until the Karegnondi Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels 
to bring safe, clean water back to Flint," Mott Foundation President 
Ridgway White said. "We believe that reconnecting the city's water 
supply to Lake Huron is the right and necessary thing to do, and we're 
glad we could help the state and the city make it happen." 

The move to Detroit water v w b i ch - i s - dra - wt r from Lak e Huro% 5 
llllillliiiiiiilll many public health benefits. As large bodies of 
water, the Great Lakes are naturally prone to fewer problems from large 
rain events and other runoff issues that can sometimes be present in 
shallower rivers. Additionally, the Great Lakes Water Authority water 
already has additional corrosion control, using phosphates to help coat 
the insides of pipes and llMYi lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve 
the city's problem with lead service lines or aging infrastructure. It will 
take time for pipes in Flint to become coated with the phosphate 
corrosion control. Additionally, some households in the city could 
experience lead in their drinking water until all lead pipes and plumbing 
are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water 
to Flint and stabilize the infrastructure system," Flint Mayor Dayne 
Walling said. "I appreciate the state, the Mott Foundation, Detroit, and 
the county's participation in a solution for Flint's water problems. The 
health and safety of Flint's families, children and seniors is my top 
priority and reconnecting to Detroit is a major step that the city could 
not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will 
continue to carry out steps outlined on Oct. 2 in a comprehensive action 
plan, including continued testing, the use of faucet filters and providing 
residents with accurate information about steps to eliminate lead 
exposure W m ^ i jjjg H i— 

ADDmOrm$mr£ACrrWI^The Michigan Departments of 
Environmental Quality and Health and Human Services today also 
committed an additional $3.5 million for water filters, free lead testing 
through the state laboratory for Flint water customers, and hiring 
additional staff to conduct health exposure monitoring for lead in 
drinking water. 
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Free filters are available for current MDHHS clients at the 125 E. Union 
St. or 4809 Clio Road MDHHS office locations. For residents who are not 
currently enrolled in MDHHS assistance programs, free filters are 
available at the Genesee County Community Action Resource 
Department offices at 2727 Lippincott and 601 North Saginaw in Flint. 
Staff will be at all four locations from 9 a.m. to 4 p.m., Monday through 
Friday, to distribute filters and assist residents who have questions 
about proper installation. At the Lippincott location only, extended 
hours will be offered this weekend, including until 7 p.m. on Thursday 
and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning 
on the cold water tap and running the water until it's as cold as it will go. 
Additionally, only use cold water for cooking, drinking and especially 
mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening 
program in schools and homes. Of 37 total samples taken at 13 
buildings, four samples spread over three buildings exceeded the 
federal action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is 
committing to further testing water and inspecting plumbing at these 
schools. Until testing is complete, schools are advised to continue using 
bottled water and filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, 
including daycares and Head Starts. Free testing is also available for any 
Flint resident. 

Additional information, including more detailed lead screening results, 
is available at www , m ic h iga n.gov/fl i ntwater . 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

office 
mobile 

Twitter:@michigandmurray 

<image001.jpg> 


517 - 335 - 6397 . 


<image001.jpg> 
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From: Agen, Jarrod (GOV) 

Sent: Wednesday, October 21 , 201 5 1 :27 PM 

To: Sara Wurfel; Murray, David (GOV); Biehl, Laura (GOV); Heaton, Anna (GOV); Paciorek, 

Josh (GOV) 

Subject: Fwd: Task Force release 

Attachments: imageOOl .jpg 


Lets get this out between 2pm-2:15pm at the LATEST! 


Begin forwarded message: 

From: "Snyder, Rick (GOV)" 

Date: October 21, 2015 at 1:15:45 PM EDT 

To: "Murray, David (GOV)" < M u tray D 1 @ m ichiaan. gov > 

Cc: "Agen, Jarrod (GOV)" < Agenj@michig3n.gov > 

Subject: RE: Task Force release 

Looks good. 

Thanks 

Rick 


From: Murray, David (GOV) 

Sent: Wednesday, October 21, 2015 1:09 PM 
(GOV) 

Cc: Agen, Jarrod (GOV) 

Subject: Task Force release 

Good afternoon, Governor. 

Jarrod asked me to send you a copy of the release, updated with input from the task force 
members. I’ve also attached the discussion points the members created during their meeting. 

Please let me know if you ‘d like any changes. Our plan is to release before your MiWeek 
interview so you can reference it. 

Dave 

Gov. Rick Snyder announces Flint Water Task Force to review 
state, federal and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus 

on steps to protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory 
task force charged with reviewing actions regarding water use and testing in Flint and offer 
recommendations for future guidelines to protect the health and safety of all state residents. 
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Taskforce members include experts in public health and medicine, water management, and 
environmental protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of 
Public Sector Consultants and Chris Kolb, of the Michigan Environmental Council. Also serving 
will be Dr. Matthew Davis of the University of Michigan Health System, Eric Rothstein, of the 
Galardi Rothstein Group and Dr. Lawrence Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water 
Authority is a good first step to protecting public health in Flint, but it’s not the last step,” Snyder 
said. “Bringing in outside experts to evaluate our actions and help monitor and advise on 
potential changes to law, procedures and practices will be key to continuing work on the 
comprehensive action plan and ensuring safe drinking water for all the residents in Flint and all 
of Michigan.” 

Snyder said the administration will fully cooperate with task force members, saying he wants an 
unbiased report focusing on steps taken in the past and recommendations that could improve 
practices to ensure all residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in 
public finance, environment, and energy policy. Prior to joining the firm, Sikkema served in both 
the Michigan House and Senate, culminating with four years as Senate majority leader. He has 
also served as both an adjunct and visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 
environmental, public health and faith-based nonprofit groups. Before joining the MEC, Kolb 
represented Ann Arbor in the state House for six years and served six years on the Ann Arbor 
City Council. He has been president of the MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the 
University of Michigan Health System and professor of public policy at the Gerald R. Ford 
School at the University of Michigan, having joined the faculty in 2000. Davis also is a professor 
of health management and policy at the School of Public Health. He previously served as the 
chief medical executive of the Michigan Department of Community Health/Department of Health 
and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein 
Group. He served as an independent advisor on the creation of the Great Lakes Water Authority. 
Rothstein also has served as Jefferson County, Alabama’s rate consultant and municipal 
adviser for litigation related to the county’s bankruptcy and issuance of $1.7 billion in sewer 
warrants and led strategic financial planning for the City of Atlanta’s Department of Watershed 
Management. He has more than 30 years of experience in water, wastewater and stormwater 
utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott 
Children’s Health Center. He received his medical degree from Howard University College of 
Medicine and has been in practice for 36 years. He has served as president of the Genesee 
County Medical Society and the Michigan Chapter of the American Academy of Pediatrics. He 
has been honored for his humanitarian and advocacy efforts on behalf of children from the 
Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues 
and addressing related health concerns. It will not immediately resolve the city’s problem with 
lead service lines or aging infrastructure. It will take time for pipes in Flint to become coated with 
the phosphate corrosion control. 
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To best protect public health, state and local authorities will continue to carry out steps outlined 
on Oct. 2 in a comprehensive action plan, including continued testing, the use of faucet filters 
and providing residents with accurate information about steps to eliminate lead exposure. The 
Michigan Departments of Environmental Quality and Health and Human Services are continuing 
to provide free water filters, free lead testing through the state laboratory for Flint water 
customers, and hiring additional staff to conduct health exposure monitoring for lead in drinking 
water. 


ft if ft ft 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

517-335-6397, office 
mobile 

Twitter:@michigandmurray 
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From: Heaton, Anna (GOV) 

Sent: Thursday, October 01 , 201 5 1 1 .05 PM 

To: Wurfel, Sara (GOV) 

Cc: Paciorek, Josh (GOV); Agen, Jarrod (GOV); Murray, David (GOV); Biehl, Laura (GOV) 

Subject: Re: Mail with GoodReader attachments 


Everything looks really solid - good job you guys. 

My only suggestion would be to cite a source in the PR graph that says "The water leaving Flint’s drinking 
water system is safe to drink" - according to whom/what test/when? 

Sent from my iPad 


On Oct 1, 2015, at 10:35 PM, Wurfel, Sara (GOV) <Wurfels @ mi.ch i ga n. gov> wrote: 


Just realized that verb in last bullet got changed - it should not be "Creating" (much has already been 
created and done). This Is "Ensuring" or "Boosting" or "Expanding" 


From: Paciorek, Josh (GOV) 

Sent: Thursday, October 01, 2015 9:17 PM 

To: Agen, Jarrod (GOV) < AgenJ@michigan.gov >: Wurfel, Sara (GOV) < Wurfels@michigan.gov >; Murray, 
David (GOV) < fv1urrayDl@michigan.gov > 

Cc: Heaton, Anna (GOV) < HeatonA@michigan.Rov >; Biehl, Laura (GOV) < BiehlL@michigan.gov > 

Subject: RE: Mail with GoodReader attachments 

Got it. 


Attached are revised versions. 


I'm going to send these to the printer now unless anyone has final changes. 


Thanks 


Josh 


From: Agen, Jarrod (GOV) 

Sent: Thursday, October 01, 2015 8:29 PM 

To: Wurfel, Sara (GOV) < Wurfeis(S?miehigan.gov >; Paciorek, Josh (GOV) < Paciorekj@michigan.gov >: 
Murray, David (GOV) < MurravDl@michigan.gov > 

Cc: Heaton, Anna (GOV) < HeatonA@rriichigan.gov >; Biehl, Laura (GOV) < BiehlL@michigan.gov > 

Subject: Fwd: Mail with GoodReader attachments 

See reorder from Gov. 

I would suggest we make similar reorder in press release (and talking points). 

Also - see his point on filters. Don't think that means we need to change handout, but maybe 
flesh that out more in press release. 
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Begin forwarded message: 

From: "Snyder, Rick (GOV)" 

To: "Agen, Jarrod (GOV)" < Ageii J @michi gan . goy > 

Cc: "Scott, Allison (GOV)" <scotta 1 2@michi gan. go v> 

Subject: Mail with GoodReader attachments 

Please consider a reordering as suggested below. 

Also, we need to have good back up info on the question mark by the filters. For 
people on assistance is clear. Are we going to provide filters to anyone with a 
concern? Also, what is the timing of filter availability and how we will 
communicate more info? 

Thanks 

Rick 


See files attached to this message (sent from GoodReader) 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Heaton, Anna (GOV) 

Thursday, October 08, 2015 9:02 AM 
Wurfel, Sara (GOV) 

Murray, David (GOV); Agen, Jarrod (GOV); Biehl, Laura (GOV); Kennedy, Jordan (GOV); 
Brown, Jessica (GOV) 

Re: Press release with mayor, Mott quotes 


Got it. 

Sent from my iPhone 

On Oct 8, 2015, at 12:05 AM, Wurfel, Sara (GOV) <Wurfel$(&V wrote: 

Also we need to add in Jason Lorenz from City of Flint, and Kathryn Thomas from Mott Foundation as 
contacts on the release. And Karen from DEQtoo. 

Forwarding vcards to Anna for incorporation. 

Sent from my iPad 

On Oct 7, 2015, at 11:52 PM, Wurfel, Sara (GOV) < Wurfels@mieh igan,gov> wrote: 


A few things based on other dept edits. See below highlighted. I believe these are 
necessary and help. But please review and make sure makes sense to you as well. 

Also - the Detroit system pulls from both Lake Huron and the Detroit River. Mott is 
working on amending Ridgway's quote. See below for info: 

Water 101/Q&A about Water Treatment - 

hf tp :// www, dwsd. org/ pages n/ water! 01 . htm I 

Q: What is the source my drinking water? 

A: The Detroit Water and Sewerage Department gets all of its water from the Detroit 
River and Lake Huron. 

Detroit Water & Sewerage Dept Fact Sheet - 

http://www.dvvsd.org/dovvnloads n/about dwsd/fact sheet/dwsd fact sheetpdf 

The water system draws fresh water from the Great Lakes System, with Lake Huron to 
the north and the Detroit River to the south. 


From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) 


>; Wurfel, Sara (GOV) < Wurfsls@michlgan.gov >; Wurfel, Brad 


(DEQ) < WurfeiB@michigan.gov >; Kennedy, Jordan (GOV) ■ 
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Biehl, Laura (GOV) < BjehiLgLirnichlgan.gov >; Lasher, Geralyn (DHHS) 

< lasherg@michigan.gov >: Tommasulo, Karen (DEQ) < TorrimasuioK{ffini5chjgan.aov >; 

Eisner, Jennifer (DHHS) < Osnerj#michtg3n.gov >: Muchmore, Dennis (GOV) 

< muchmoredjg)mi'chj83n.ROv >: Minicuci, Angela (DHHS) < MinicudA(g>rnichiean.Rov >; 

Hollins, Harvey (GOV) < holNnshgi>rnichigan.gov >; Heaton, Anna (GOV) 
< HeaL 0 nA@miehig 3 n.gov > 

Subject: Press release with mayor, Mott quotes 

Good evening Governor and team, 

Here's the most updated version of the press release, including quotes and 
incorporating suggestions from Mayor Walling and the Mott Foundation friends. Please 
let me know if there are any other changes. Thank you for your assistance. 

Dave 

Gov. Rick Snyder: Move back to Detroit 
water provides best protection for public 

health in Flint 

State, Mott Foundation, city form partnership to fund switch until 

KWA is ready 

FLINT, Mich. - Flint families and children will be better protected by reconnecting with 
the Great Lakes Water Authority as the source of the city's drinking water until the 
Karegnondi Water Authority pipeline is completed, Gov. Rick Snyder said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 
million, of the $12 million needed to reconnect with the authority through next 
summer, when the KWA is expected to be completed. The Flint city government will 
provide $2 million and the Charles Stewart Mott Foundation has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts 
helping the city on its water advisory all agree this move back to the Great Lakes Water 
Authority provides the best public health protection for children and families. This effort 
today is the result of people coming together to solve a problem. I appreciate Detroit's 
willingness to reconnect with Flint, the Mott Foundation's generous commitment, and 
the dedication of all parties to come together to protect Flint families and children." 

Flint city leaders requested the state's help to fund the reconnection and to assist with 
health and infrastructure issues. Flint's move to the Great Lakes Water Authority is 
expected to cost about $1.3 million per month until the Karegnondi Water Authority is 
completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, 
clean water back to Flint," Mott Foundation President Ridgway White said. "We believe 
that reconnecting the city's water supply to take HutOh is the right and necessary thing 
to do, and we're glad we could help the state and the city make it happen." 

The move to Detroit w a t e r ^wb ieh 1$ - drsawt from take Harm, i $ E&F6CTED TO CARRY 
many public health benefits. As large bodies of water, the Great Lakes are naturally 


2 



prone to fewer problems from large rain events and other runoff issues that can 
sometimes be present in shallower rivers. Additionally, the Great Lakes Water Authority 
water already has additional corrosion control, using phosphates to help coat the 
insides of pipes and UMST lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve the city's problem 
with lead service lines or aging infrastructure. It will take time for pipes in Flint to 
become coated with the phosphate corrosion control. Additionally, some households in 
the city could experience lead in their drinking water until all lead pipes and plumbing 
are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and 
stabilize the infrastructure system," Flint Mayor Dayne Walling said. "I appreciate the 
state, the Mott Foundation, Detroit, and the county's participation in a solution for 
Flint's water problems. The health and safety of Flint's families, children and seniors is 
my top priority and reconnecting to Detroit is a major step that the city could not take 
alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to 
carry out steps outlined on Oct. 2 in a comprehensive action plan, including continued 
testing, the use of faucet filters and providing residents with accurate information about 
steps to eliminate lead exposure. MI — i 7 W m 

ADsA 7 ; A<7 The Michigan Departments of Environmental Quality and 

Health and Human Services today also committed an additional $3.5 million for water 
filters, free lead testing through the state laboratory for Flint water customers, and 
hiring additional staff to conduct health exposure monitoring for lead in drinking water. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio 
Road MDHHS office locations. For residents who are not currently enrolled in MDHHS 
assistance programs, free filters are available at the Genesee County Community Action 
Resource Department offices at 2727 Lippincott and 601 North Saginaw in Flint. Staff 
will be at all four locations from 9 a.m. to 4 p.m., Monday through Friday, to distribute 
filters and assist residents who have questions about proper installation. At the 
Lippincott location only, extended hours will be offered this weekend, including until 7 
p.m. on Thursday and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold 
water tap and running the water until it's as cold as it will go. Additionally, only use cold 
water for cooking, drinking and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools 
and homes. Of 37 total samples taken at 13 buildings, four samples spread over three 
buildings exceeded the federal action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to 
further testing water and inspecting plumbing at these schools. Until testing is 
complete, schools are advised to continue using bottled water and filtration as a 
precaution to protect children. 
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In addition, free testing is still available for any other Flint school, including daycares and 
Head Starts. Free testing is also available for any Flint resident. 


Additional information, including more detailed lead screening results, is available at 

www.mlchigan.gov/fiintwater . 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

IVi;jrrayPl(5)rnichiRan.Rov 

517-335-6397, office 
'WipwmwwB mobile 
Twitter:@michigandmurray 

<image001.jpg> 


<image001.jpg> 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Heaton, Anna (GOV) 

Wednesday, October 21, 2015 1:43 PM 
Kennedy, Jordan (GOV) 

FW: Task Force release 
image001.jpg 


From: Agen, Jarrod (GOV) 

Sent: Wednesday, October 21, 2015 1:27 PM 

To: Sara Wurfel Murray, David (GOV) <MurrayDl@michigan.gov>; Biehl, Laura (GOV) 

<BiehlL@michigan.gov>; Heaton, Anna (GOV) <HeatonA@michigan.gov>; Paciorek, Josh (GOV) 
<Paciorekj@michigan.gov> 

Subject: Fwd: Task Force release 

Lets get this out between 2pm-2:15pm at the LATEST! 


Begin forwarded message: 

From: "Snyder, Rick (GOV)" <| 

Date: October 21, 2015 at 1:15:45 PM EDT 

To: "Murray, David (GOV)" < MurTavDl@michlgan.gov > 

Cc: "Agen, Jarrod (GOV)" < AgerU@rnichigan.gov > 

Subject: RE: Task Force release 


Looks good. 


Thanks 

Rick 


From: Murray, David (GOV) 

Sent: Wednesday, October 21, 2015 1:09 PM 
To: Snyder, Rick (GOV) 

Cc: Agen, Jarrod (GOV) <AgenJ@michi gan .gov> 

Subject: Task Force release 

Good afternoon, Governor. 

Jarrod asked me to send you a copy of the release, updated with input from the task force 
members. I’ve also attached the discussion points the members created during their meeting. 

Please let me know if you ‘d like any changes. Our plan is to release before your MiWeek 
interview so you can reference it. 

Dave 
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Gov. Rick Snyder announces Flint Water Task Force to review 
state, federal and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus 

on steps to protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory 
task force charged with reviewing actions regarding water use and testing in Flint and offer 
recommendations for future guidelines to protect the health and safety of all state residents. 

Taskforce members include experts in public health and medicine, water management, and 
environmental protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of 
Public Sector Consultants and Chris Kolb, of the Michigan Environmental Council. Also serving 
will be Dr. Matthew Davis of the University of Michigan Health System, Eric Rothstein, of the 
Galardi Rothstein Group and Dr. Lawrence Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water 
Authority is a good first step to protecting public health in Flint, but it’s not the last step,” Snyder 
said. “Bringing in outside experts to evaluate our actions and help monitor and advise on 
potential changes to law, procedures and practices will be key to continuing work on the 
comprehensive action plan and ensuring safe drinking water for all the residents in Flint and all 
of Michigan.” 

Snyder said the administration will fully cooperate with task force members, saying he wants an 
unbiased report focusing on steps taken in the past and recommendations that could improve 
practices to ensure all residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in 
public finance, environment, and energy policy. Prior to joining the firm, Sikkema served in both 
the Michigan House and Senate, culminating with four years as Senate majority leader. He has 
also served as both an adjunct and visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 
environmental, public health and faith-based nonprofit groups. Before joining the MEC, Kolb 
represented Ann Arbor in the state House for six years and served six years on the Ann Arbor 
City Council. He has been president of the MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the 
University of Michigan Health System and professor of public policy at the Gerald R. Ford 
School at the University of Michigan, having joined the faculty in 2000. Davis also is a professor 
of health management and policy at the School of Public Health. He previously served as the 
chief medical executive of the Michigan Department of Community Health/Department of Health 
and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein 
Group. He served as an independent advisor on the creation of the Great Lakes Water 
Authority. Rothstein also has served as Jefferson County, Alabama’s rate consultant and 
municipal adviser for litigation related to the county’s bankruptcy and issuance of $1.7 billion in 
sewer warrants and led strategic financial planning for the City of Atlanta’s Department of 
Watershed Management. He has more than 30 years of experience in water, wastewater and 
stormwater utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott 
Children’s Health Center. He received his medical degree from Howard University College of 
Medicine and has been in practice for 36 years. He has served as president of the Genesee 
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County Medical Society and the Michigan Chapter of the American Academy of Pediatrics. He 
has been honored for his humanitarian and advocacy efforts on behalf of children from the 
Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues 
and addressing related health concerns. It will not immediately resolve the city’s problem with 
lead service lines or aging infrastructure. It will take time for pipes in Flint to become coated with 
the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined 
on Oct. 2 in a comprehensive action plan, including continued testing, the use of faucet filters 
and providing residents with accurate information about steps to eliminate lead exposure. The 
Michigan Departments of Environmental Quality and Health and Human Services are continuing 
to provide free water filters, free lead testing through the state laboratory for Flint water 
customers, and hiring additional staff to conduct health exposure monitoring for lead in drinking 
water. 
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#### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

MurrayDj.@michigan.Kov 

517-335-6397, office 



Twitter:@michigandmurray 
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From: 

Sent: 

To: 

Subject: 


Emmitt, Beth (GOV) 

Wednesday, February 18, 2015 9:42 AM 
Agen, Jarrod (GOV) 

FW: Tues meeting 


From: Scott, Allison (GOV) 

Sent: Tuesday, February 17, 2015 7:07 PM 
To: Emmitt, Beth (GOV) 

Cc: Wisniewski, Wendy (GOV) 

Subject: Fwd: Tues meeting 

Let's see if there is time on thurs that work for john and Jarrod per the below 
Wendy see cos agenda items below 
Sent from my iPhone 


Begin forwarded message: 


From: Rick Snyder 

Date: February 17, 2015 at 1 1:10:28 AM EST 
To: Allison Scott < aUison@rickformichigan.com> 

Subject: Re: Tues meeting 


Also, can we check on having a COS meeting this week? I didn’t see one. Might want to have John 
Walsh and Jarrod there. Would like to run through our list of priorities and make sure we are on top of 
things: 

Major events: 

Econ Dev and Ed summit in March 
Energy Message in March 
Road campaign in May 
Budget in June 
Criminal Justice in spring 

Other: 

Tax credits 

Local and school transparency 
CTE 

Flint water 
Flint schools 
DPS 

Wayne County 



From: 

Sent: 

To: 

Subject: 


Emmitt, Beth (GOV) 

Wednesday, February 18, 2015 9:45 AM 
Scott, Allison (GOV) 

RE: Tues meeting 


This is all set 


From: Scott, Allison (GOV) 

Sent: Tuesday, February 17, 2015 7:07 PM 
To: Emmitt, Beth (GOV) 

Cc: Wisniewski, Wendy (GOV) 

Subject: Fwd: Tues meeting 

Let's see if there is time on thurs that work for john and Jarrod per the below 
Wendy see cos agenda items below 
Sent from my iPhone 
Begin forwarded message: 

From: Rick Snyder 

Date: February 17, 2015 at 1 1:10:28 AM EST 
To: Allison Scott < allison@rickformichigan.com > 

Subject: Re: Tues meeting 

Thanks. 

Just got a text from US re dinner tonight. 

Also, can we check on having a COS meeting this week? I didn’t see one. Might want to have 
John Walsh and Jarrod there. Would like to run through our list of priorities and make sure we 
are on top of things: 

Major events: 

Econ Dev and Ed summit in March 
Energy Message in March 
Road campaign in May 
Budget in June 
Criminal Justice in spring 

Other: 

Tax credits 

Local and school transparency 
CTE 

Flint water 
Flint schools 
DPS 


l 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Wurfel, Sara (GO V) 

Wednesday, October 07, 2015 11:52 PM 
Murray, David (GOV); Agen, Jarrod (GOV) 

Heaton, Anna (GOV); Biehl, Laura (GOV); Kennedy, Jordan (GOV); Brown, Jessica (GOV) 
RE: Press release with mayor, Mott quotes 


Importance: High 


Team - 

A few things based on other dept edits. See below highlighted. I believe these are necessary and help. But please review 
and make sure makes sense to you as well. 

Also - the Detroit system pulls from both Lake Huron and the Detroit River. Mott is working on amending Ridgway's 
quote. See below for info: 

Water 101/Q&A about Water Treatment - http://www.dwsd.org/pages n/waterlOl.htmi 

Q: What is the source my drinking water? 

A: The Detroit Water and Sewerage Department gets all of its water from the Detroit River and Lake Huron. 

Detroit Water & Sewerage Dept Fact Sheet - 

http://wwvv.dvvsd.org/dovvnloads n/about dwsd/fact sheet/dwsd fact sheetpcif 

The water system draws fresh water from the Great Lakes System, with Lake Huron to the north and the Detroit River to 
the south. 


From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) <AgenJ@michigan.gov>; Wurfel, Sara (GOV) 

<Wurfels@michigan.gov>; Wurfel, Brad (DEQ) <WurfelB@michigan.gov>; Kennedy, Jordan (GOV) 
<KennedyJ4@michigan.gov>; Biehl, Laura (GOV) <BiehlL@michigan.gov>; Lasher, Geralyn (DHHS) 
<lasherg@michigan.gov>; Tommasulo, Karen (DEQ) <TommasuloK@michigan.gov>; Eisner, Jennifer (DHHS) 
<EisnerJ@michigan.gov>; Muchmore, Dennis (GOV) <muchmored@michigan.gov>; Minicuci, Angela (DHHS) 
<MinicuciA@michigan.gov>; Hollins, Harvey (GOV) <hollinsh@michigan.gov>; Heaton, Anna (GOV) 
<HeatonA@michigan.gov> 

Subject: Press release with mayor, Mott quotes 

Good evening Governor and team, 

Here's the most updated version of the press release, including quotes and incorporating suggestions from Mayor 
Walling and the Mott Foundation friends. Please let me know if there are any other changes. Thank you for your 
assistance. 

Dave 

Gov. Rick Snyder: Move back to Detroit water provides 
best protection for public health in Flint 

State, Mott Foundation, city form partnership to fund switch until KWA is ready 


FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great Lakes Water Authority 
as the source of the city's drinking water until the Karegnondi Water Authority pipeline is completed, Gov. Rick Snyder 
said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of the $12 million needed to 
reconnect with the authority through next summer, when the KWA is expected to be completed. The Flint city 
government will provide $2 million and the Charles Stewart Mott Foundation has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts helping the city on its water 
advisory all agree this move back to the Great Lakes Water Authority provides the best public health protection for 
children and families. This effort today is the result of people coming together to solve a problem. I appreciate Detroit's 
willingness to reconnect with Flint, the Mott Foundation's generous commitment, and the dedication of all parties to 
come together to protect Flint families and children." 

Flint city leaders requested the state's help to fund the reconnection and to assist with health and infrastructure issues. 
Flint's move to the Great Lakes Water Authority is expected to cost about $1.3 million per month until the Karegnondi 
Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, clean water back to Flint," Mott 
Foundation President Ridgway White said. "We believe that reconnecting the city's water supply to Lake Huron is the 
right and necessary thing to do, and we're glad we could help the state and the city make it happen." 

The move to Detroit water r ' Whteb ' iS ' drawn ' fFOmi^ ^ l ipi i ^ ^^^Mp b TO CARR? many public health benefits. As 
large bodies of water, the Great Lakes are naturally prone to fewer problems from large rain events and other runoff 
issues that can sometimes be present in shallower rivers. Additionally, the Great Lakes Water Authority water already 
has additional corrosion control, using phosphates to help coat the insides of pipes and tifrAll lead from leaching into the 
water. 

However, reconnecting with the authority will not completely resolve the city's problem with lead service lines or aging 
infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. Additionally, 
some households in the city could experience lead in their drinking water until all lead pipes and plumbing are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and stabilize the infrastructure system," 
Flint Mayor Dayne Walling said. "I appreciate the state, the Mott Foundation, Detroit, and the county's participation in a 
solution for Flint's water problems. The health and safety of Flint's families, children and seniors is my top priority and 
reconnecting to Detroit is a major step that the city could not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to carry out steps outlined on Oct. 2 in 
a comprehensive action plan, including continued testing, the use of faucet filters and providing residents with accurate 
information about steps to eliminate lead exposure. TO HEBE FOR FLOW OH APOHIOMAL 

STATE ACTIQN^The Michigan Departments of Environmental Quality and Health and Human Services today also 
committed an additional $3.5 million for water filters, free lead testing through the state laboratory for Flint water 
customers, and hiring additional staff to conduct health exposure monitoring for lead in drinking water. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road MDHHS office locations. For 
residents who are not currently enrolled in MDHHS assistance programs, free filters are available at the Genesee County 
Community Action Resource Department offices at 2727 Lippincott and 601 North Saginaw in Flint. Staff will be at all 
four locations from 9 a.m. to 4 p.m., Monday through Friday, to distribute filters and assist residents who have questions 
about proper installation. At the Lippincott location only, extended hours will be offered this weekend, including until 7 
p.m. on Thursday and Friday and from 10 a.m. to 2 p.m. on Saturday. 




Other aood practices for residents concerned about lead include turning on the cold water tap and running the water 
until it's as cold as it will go. Additionally, only use cold water for cooking, drinking and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and homes. Of 37 total samples 
taken at 13 buildings, four samples spread over three buildings exceeded the federal action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further testing water and 
inspecting plumbing at these schools. Until testing is complete, schools are advised to continue using bottled water and 
filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head Starts. Free testing is also 
available for any Flint resident. 

Additional information, including more detailed lead screening results, is available at www.michigan.gov/fiintwater . 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
MurravDljjSmidiigan.sov 
517-335-6397, office 
mobile 

Twitter:@michigandmurray 




From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Wurfel, Sara (GOV) 

Thursday, October 08, 2015 12:05 AM 
Murray, David (GOV); Agen, Jarrod (GOV) 

Heaton, Anna (GOV); Biehl, Laura (GOV); Kennedy, Jordan (GOV); Brown, Jessica (GOV) 

Re: Press release with mayor, Mott quotes 

image001.jpg 


Also we need to add in Jason Lorenz from City of Flint, and Kathryn Thomas from Mott Foundation as contacts on the 
release. And Karen from DEQtoo. 

Forwarding vcards to Anna for incorporation. 

Sent from my iPad 

On Oct 7, 2015, at 11:52 PM, Wurfel, Sara (GOV) <Wurfels@.ni i!chj.g3n.£Ov> wrote: 

Team - 

A few things based on other dept edits. See below highlighted. I believe these are necessary and help. 

But please review and make sure makes sense to you as well. 

Also - the Detroit system pulls from both Lake Huron and the Detroit River. Mott is working on 
amending Ridgway's quote. See below for info: 

Water 101/Q&A about Water Treatment - htt p://www.dwsd.org/pages n/ vvaterlOl.htmi 

Q: What is the source my drinking water? 

A: The Detroit Water and Sewerage Department gets all of its water from the Detroit River and Lake 
Huron. 


Detroit Water & Sewerage Dept Fact Sheet- 

http://www.dwsd.org/downloads n/about dwsd/fact sheet/dwsd fact sheet pdf 

The water system draws fresh water from the Great Lakes System, with Lake Huron to the north and the 
Detroit River to the south. 


From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) <Ag.dO : L€L s T/.LTbjild.O.-£Q.Vi > ; Wurfel, 

Sara (GOV) < Wurfeis@michigan.gov >: Wurfel, Brad (DEQ) < WurfeiB@rnlehigan'go v>: Kennedy, Jordan 
(GOV) <K e n nedvJ4tg-mlchig3n.gov >: Biehl, Laura (GOV) < Biehil@michisan.go v>: Lasher, Geralyn (DHHS) 
<iash erg@ mi chigan.gov >: Tommasulo, Karen (DEQ) Eisner, Jennifer 

(DHHS) Muchmore, Dennis (GOV) <Q .1 _y c b.Q .1 SI JJ iSlA TTl.t 5T.Q Af? .0 .i?jQ .Y > J Minicuci, 

Angela (DHHS) Hollins, Harvey (GOV) < ) 2 o ) _H_n Q.l ) Y > J Heaton, 

Anna (GOV) <HeafonA^ 

Subject: Press release with mayor, Mott quotes 


Good evening Governor and team, 


l 


Here's the most updated version of the press release, including quotes and incorporating suggestions 
from Mayor Walling and the Mott Foundation friends. Please let me know if there are any other changes. 
Thank you for your assistance. 

Dave 

Gov. Rick Snyder: Move back to Detroit water 
provides best protection for public health in Flint 

State, Mott Foundation, city form partnership to fund switch until KWA is ready 

FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great Lakes 
Water Authority as the source of the city's drinking water until the Karegnondi Water Authority pipeline 
is completed, Gov. Rick Snyder said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of the $12 
million needed to reconnect with the authority through next summer, when the KWA is expected to be 
completed. The Flint city government will provide $2 million and the Charles Stewart Mott Foundation 
has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts helping the city 
on its water advisory all agree this move back to the Great Lakes Water Authority provides the best 
public health protection for children and families. This effort today is the result of people coming 
together to solve a problem. I appreciate Detroit's willingness to reconnect with Flint, the Mott 
Foundation's generous commitment, and the dedication of all parties to come together to protect Flint 
families and children." 

Flint city leaders requested the state's help to fund the reconnection and to assist with health and 
infrastructure issues. Flint's move to the Great Lakes Water Authority is expected to cost about $1.3 
million per month until the Karegnondi Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, clean water back to 
Flint," Mott Foundation President Ridgway White said. "We believe that reconnecting the city's water 
supply tb Lake Huron is the right and necessary thing to do, and we're glad we could help the state and 
the city make it happen." 

The move to Detroit wa te iS EXPECTED TO CABBY many public health 
benefits. As large bodies of water, the Great Lakes are naturally prone to fewer problems from large rain 
events and other runoff issues that can sometimes be present in shallower rivers. Additionally, the Great 
Lakes Water Authority water already has additional corrosion control, using phosphates to help coat the 
insides of pipes and DM IT lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve the city's problem with lead 
service lines or aging infrastructure. It will take time for pipes in Flint to become coated with the 
phosphate corrosion control. Additionally, some households in the city could experience lead in their 
drinking water until all lead pipes and plumbing are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and stabilize the 
infrastructure system," Flint Mayor Dayne Walling said. "I appreciate the state, the Mott Foundation, 
Detroit, and the county's participation in a solution for Flint's water problems. The health and safety of 
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Flint's families, children and seniors is my top priority and reconnecting to Detroit is a major step that 
the city could not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to carry out steps 
outlined on Oct. 2 in a comprehensive action plan, including continued testing, the use of faucet filters 
and providing residents with accurate information about steps to eliminate lead exposure. **y<3VE 0 
4* GRAPH TO HERE FOR FLOW DM ADDmomiSTAXE AOIOfT^The Michigan Departments of 
Environmental Quality and Health and Human Services today also committed an additional $3.5 million 
for water filters, free lead testing through the state laboratory for Flint water customers, and hiring 
additional staff to conduct health exposure monitoring for lead in drinking water. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road MDHHS 
office locations. For residents who are not currently enrolled in MDHHS assistance programs, free filters 
are available at the Genesee County Community Action Resource Department offices at 2727 Lippincott 
and 601 North Saginaw in Flint. Staff will be at all four locations from 9 a.m. to 4 p.m., Monday through 
Friday, to distribute filters and assist residents who have questions about proper installation. At the 
Lippincott location only, extended hours will be offered this weekend, including until 7 p.m. on Thursday 
and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap and 
running the water until it's as cold as it will go. Additionally, only use cold water for cooking, drinking 
and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and homes. Of 
37 total samples taken at 13 buildings, four samples spread over three buildings exceeded the federal 
action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further testing 
water and inspecting plumbing at these schools. Until testing is complete, schools are advised to 
continue using bottled water and filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head Starts. 
Free testing is also available for any Flint resident. 

Additional information, including more detailed lead screening results, is available at 

www. m ichi gs n . gov/f i i nfwater. 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
IVly r r a y_ pi @ F'n j c_h a v 
517-335-6397, office 



Twitter:@michigandmurray 


<image001.jpg> 


3 



From: 

Sent: 

To: 

Cc: 

Subject: 


Heaton, Anna (GOV) 

Thursday, October 08, 2015 9:02 AM 
Wurfel, Sara (GOV) 

Murray, David (GOV); Agen, Jarrod (GOV); Biehl, Laura (GOV); Kennedy, Jordan (GOV); 
Brown, Jessica (GOV) 

Re: Press release with mayor, Mott quotes 


Got it. 

Sent from my iPhone 

On Oct 8, 2015, at 12:05 AM, Wurfel, Sara (GOV) <Wurfel$(&V wrote: 

Also we need to add in Jason Lorenz from City of Flint, and Kathryn Thomas from Mott Foundation as 
contacts on the release. And Karen from DEQtoo. 

Forwarding vcards to Anna for incorporation. 

Sent from my iPad 

On Oct 7, 2015, at 11:52 PM, Wurfel, Sara (GOV) < Wurfeis@mieh igan,gov> wrote: 


A few things based on other dept edits. See below highlighted. I believe these are 
necessary and help. But please review and make sure makes sense to you as well. 

Also - the Detroit system pulls from both Lake Huron and the Detroit River. Mott is 
working on amending Ridgway's quote. See below for info: 

Water 101/Q&A about Water Treatment - 

hf tp :// www, dwsd. org/ pages n/ water! 01 . htm I 

Q: What is the source my drinking water? 

A: The Detroit Water and Sewerage Department gets all of its water from the Detroit 
River and Lake Huron. 

Detroit Water & Sewerage Dept Fact Sheet - 

http://www.dvvsd.org/dovvnloads n/about dwsd/fact sheet/dwsd fact sheetpdf 

The water system draws fresh water from the Great Lakes System, with Lake Huron to 
the north and the Detroit River to the south. 


From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) 

< AgenJ@michig3n.Rov >; Wurfel, Sara (GOV) < Wurfais@michigan.gov >; Wurfel, Brad 
(DEQ) < WurfeiB@michlg3n.gov >; Kennedy, Jordan (GOV) < Kennedyj4@michigan.gov 

Biehl, Laura (GOV) < BlehiL@michlg3n.gov >; Lasher, Geralyn (DHHS) 



< lashergffiroichigan,gov >: Tommasulo, Karen (DEQ) < TornniasiiioK(^mich:'gan.gov >; 

Eisner, Jennifer (DHHS) < £isnerj#friichtgan.gov >: Muchmore, Dennis (GOV) 

< muchmored@michi88n.RQv >: Minicuci, Angela (DHHS) < MfnicueiAPmichigan.gov >; 

Hollins, Harvey (GOV) < haHirish^rriichfean.gov >; Heaton, Anna (GOV) 
< HeatonA^miehtg8n.gov > 

Subject: Press release with mayor, Mott quotes 

Good evening Governor and team, 

Here's the most updated version of the press release, including quotes and 
incorporating suggestions from Mayor Walling and the Mott Foundation friends. Please 
let me know if there are any other changes. Thank you for your assistance. 

Dave 

Gov. Rick Snyder: Move back to Detroit 
water provides best protection for public 

health in Flint 

State, Mott Foundation, city form partnership to fund switch until 

KWA is ready 

FLINT, Mich. - Flint families and children will be better protected by reconnecting with 
the Great Lakes Water Authority as the source of the city's drinking water until the 
Karegnondi Water Authority pipeline is completed, Gov. Rick Snyder said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 
million, of the $12 million needed to reconnect with the authority through next 
summer, when the KWA is expected to be completed. The Flint city government will 
provide $2 million and the Charles Stewart Mott Foundation has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts 
helping the city on its water advisory all agree this move back to the Great Lakes Water 
Authority provides the best public health protection for children and families. This effort 
today is the result of people coming together to solve a problem. I appreciate Detroit's 
willingness to reconnect with Flint, the Mott Foundation's generous commitment, and 
the dedication of all parties to come together to protect Flint families and children." 

Flint city leaders requested the state's help to fund the reconnection and to assist with 
health and infrastructure issues. Flint's move to the Great Lakes Water Authority is 
expected to cost about $1.3 million per month until the Karegnondi Water Authority is 
completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, 
clean water back to Flint," Mott Foundation President Ridgway White said. "We believe 
that reconnecting the city's water supply to Lake Huron is the right and necessary thing 
to do, and we're glad we could help the state and the city make it happen." 

The move to Detroit water y wh ich • i s ■ drawn from lake Huron , \$ ipiefDTO CARRY 
many public health benefits. As large bodies of water, the Great Lakes are naturally 
prone to fewer problems from large rain events and other runoff issues that can 
sometimes be present in shallower rivers. Additionally, the Great Lakes Water Authority 



water already has additional corrosion control, using phosphates to help coat the 
insides of pipes and llltf t lead from leaching into the water. 


However, reconnecting with the authority will not completely resolve the city's problem 
with lead service lines or aging infrastructure. It will take time for pipes in Flint to 
become coated with the phosphate corrosion control. Additionally, some households in 
the city could experience lead in their drinking water until all lead pipes and plumbing 
are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and 
stabilize the infrastructure system," Flint Mayor Dayne Walling said. "I appreciate the 
state, the Mott Foundation, Detroit, and the county's participation in a solution for 
Flint's water problems. The health and safety of Flint's families, children and seniors is 
my top priority and reconnecting to Detroit is a major step that the city could not take 
alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to 
carry out steps outlined on Oct. 2 in a comprehensive action plan, including continued 
testing, the use of faucet filters and providing residents with accurate information about 
steps to eliminate lead exposure. FOR i WQi 

Michigan Departments of Environmental Quality and 
also committed an additional $3.5 million for water 
filters, free lead testing through the state laboratory for Flint water customers, and 
hiring additional staff to conduct health exposure monitoring for lead in drinking water. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio 
Road MDHHS office locations. For residents who are not currently enrolled in MDHHS 
assistance programs, free filters are available at the Genesee County Community Action 
Resource Department offices at 2727 Lippincott and 601 North Saginaw in Flint. Staff 
will be at all four locations from 9 a.m. to 4 p.m., Monday through Friday, to distribute 
filters and assist residents who have questions about proper installation. At the 
Lippincott location only, extended hours will be offered this weekend, including until 7 
p.m. on Thursday and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold 
water tap and running the water until it's as cold as it will go. Additionally, only use cold 
water for cooking, drinking and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools 
and homes. Of 37 total samples taken at 13 buildings, four samples spread over three 
buildings exceeded the federal action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to 
further testing water and inspecting plumbing at these schools. Until testing is 
complete, schools are advised to continue using bottled water and filtration as a 
precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and 
Head Starts. Free testing is also available for any Flint resident. 


ADppD'NAL STA LL ACHQN**The 

Health and Human Services today 



Additional information, including more detailed lead screening results, is available at 


### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

IViijrrayDl@fnichiRan.Rov 

517-335-6397, office 



Twitter:@michigandmurray 


<image001.jpg> 
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From: 

Wurfel, Sara (GOV) 

Sent: 

Thursday, October 08, 2015 9:13 AM 

To: 

Heaton, Anna (GOV) 

Cc: 

Murray, David (GOV); Agen, Jarrod (GOV); 1 


Brown, Jessica (GOV) 

Subject: 

Re: Press release with mayor, Mott quotes 


We need updated release ASAP. Thx! 

Sent from my iPhone 

On Oct 8, 2015, at 9:02 AM, Heaton, Anna (GOV) <Heatg^ wrote: 

Got it. 

Sent from my iPhone 

On Oct 8, 2015, at 12:05 AM, Wurfel, Sara (GOV) < Wurfa!s@michig3n.gov > wrote: 

Also we need to add in Jason Lorenz from City of Flint, and Kathryn Thomas from Mott 
Foundation as contacts on the release. And Karen from DEQtoo. 

Forwarding vcards to Anna for incorporation. 

Sent from my iPad 


On Oct 7, 2015, at 11:52 PM, Wurfel, Sara (GOV) < Wurfels@wlchigan.gov > wrote: 


Team - 

A few things based on other dept edits. See below highlighted. I believe 
these are necessary and help. But please review and make sure makes 
sense to you as well. 

Also - the Detroit system pulls from both Lake Huron and the Detroit 
River. Mott is working on amending Ridgway's quote. See below for info: 

Water 101/Q&A about Water Treatment - 

http://www.dwsd.org/pages n/waterlOl.htrni 

Q: What is the source my drinking water? 

A: The Detroit Water and Sewerage Department gets all of its water 
from the Detroit River and Lake Huron. 

Detroit Water & Sewerage Dept Fact Sheet - 

http: // www.dwsd.org/dQwnioads n/about dwsd/fact sb ee t/dwsd far, 
t sh ee t pdf 

The water system draws fresh water from the Great Lakes System, with 
Lake Huron to the north and the Detroit River to the south. 


l 



From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) 

< Age rsj @ m j eh iga n ,gov > : Wurfel, Sara (GOV) < WurfeisPrnlchi'.gan.g:ov >: 

Wurfel, Brad (DEQ) < VVurfeiBgS>rriichfe8n.gov >: Kennedy, Jordan (GOV) 

< Kennedyj4gi>mlcbig3n,a:ov >: Biehl, Laura (GOV) 
< Biehlt@midBg3fg,goy >; Lasher, Geralyn (DHHS) 
< i8sherg(g)rnichiaan.gov >: Tommasulo, Karen (DEQ) 
< TomroasuioK@michigan..goy >: Eisner, Jennifer (DHHS) 
< E8snerJ®m8chigan.gov >: Muchmore, Dennis (GOV) 
< muchmored@michigan.gov >: Minicuci, Angela (DHHS) 
< MinicudA®m8chigan.gov >: Hollins, Harvey (GOV) 
< hoHiriSh@rriichlgan.gov >: Heaton, Anna (GOV) 
< HeatonA.@michigari.gov > 

Subject: Press release with mayor, Mott quotes 

Good evening Governor and team, 

Here's the most updated version of the press release, including quotes 
and incorporating suggestions from Mayor Walling and the Mott 
Foundation friends. Please let me know if there are any other changes. 
Thank you for your assistance. 

Dave 


Gov. Rick Snyder: Move back to 
Detroit water provides best 
protection for public health in 

Flint 


State, Mott Foundation, city form partnership to fund 
switch until KWA is ready 


FLINT, Mich. - Flint families and children will be better protected by 
reconnecting with the Great Lakes Water Authority as the source of the 
city's drinking water until the Karegnondi Water Authority pipeline is 
completed, Gov. Rick Snyder said. 


Snyder said Thursday that he will request the state Legislature to 
provide half, or $6 million, of the $12 million needed to reconnect with 
the authority through next summer, when the KWA is expected to be 
completed. The Flint city government will provide $2 million and the 
Charles Stewart Mott Foundation has committed $4 million. 


"All Flint residents need clean, safe drinking water," Snyder said. "The 
technical experts helping the city on its water advisory all agree this 
move back to the Great Lakes Water Authority provides the best public 
health protection for children and families. This effort today is the result 
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of people coming together to solve a problem. I appreciate Detroit's 
willingness to reconnect with Flint, the Mott Foundation's generous 
commitment, and the dedication of all parties to come together to 
protect Flint families and children." 

Flint city leaders requested the state's help to fund the reconnection 
and to assist with health and infrastructure issues. Flint's move to the 
Great Lakes Water Authority is expected to cost about $1.3 million per 
month until the Karegnondi Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels 
to bring safe, clean water back to Flint," Mott Foundation President 
Ridgway White said. "We believe that reconnecting the city's water 
supply to Lake Huron is the right and necessary thing to do, and we're 
glad we could help the state and the city make it happen." 

The move to Detroit water v w b i ch - i s - dra - wt r from Lak e Huro% 5 
llllillliiiiiiilll many public health benefits. As large bodies of 
water, the Great Lakes are naturally prone to fewer problems from large 
rain events and other runoff issues that can sometimes be present in 
shallower rivers. Additionally, the Great Lakes Water Authority water 
already has additional corrosion control, using phosphates to help coat 
the insides of pipes and llMYi lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve 
the city's problem with lead service lines or aging infrastructure. It will 
take time for pipes in Flint to become coated with the phosphate 
corrosion control. Additionally, some households in the city could 
experience lead in their drinking water until all lead pipes and plumbing 
are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water 
to Flint and stabilize the infrastructure system," Flint Mayor Dayne 
Walling said. "I appreciate the state, the Mott Foundation, Detroit, and 
the county's participation in a solution for Flint's water problems. The 
health and safety of Flint's families, children and seniors is my top 
priority and reconnecting to Detroit is a major step that the city could 
not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will 
continue to carry out steps outlined on Oct. 2 in a comprehensive action 
plan, including continued testing, the use of faucet filters and providing 
residents with accurate information about steps to eliminate lead 
exposure W m ^ i jjjg H i— 

ADDmOrm$mr£ACrrWI^The Michigan Departments of 
Environmental Quality and Health and Human Services today also 
committed an additional $3.5 million for water filters, free lead testing 
through the state laboratory for Flint water customers, and hiring 
additional staff to conduct health exposure monitoring for lead in 
drinking water. 
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Free filters are available for current MDHHS clients at the 125 E. Union 
St. or 4809 Clio Road MDHHS office locations. For residents who are not 
currently enrolled in MDHHS assistance programs, free filters are 
available at the Genesee County Community Action Resource 
Department offices at 2727 Lippincott and 601 North Saginaw in Flint. 
Staff will be at all four locations from 9 a.m. to 4 p.m., Monday through 
Friday, to distribute filters and assist residents who have questions 
about proper installation. At the Lippincott location only, extended 
hours will be offered this weekend, including until 7 p.m. on Thursday 
and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning 
on the cold water tap and running the water until it's as cold as it will go. 
Additionally, only use cold water for cooking, drinking and especially 
mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening 
program in schools and homes. Of 37 total samples taken at 13 
buildings, four samples spread over three buildings exceeded the 
federal action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is 
committing to further testing water and inspecting plumbing at these 
schools. Until testing is complete, schools are advised to continue using 
bottled water and filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, 
including daycares and Head Starts. Free testing is also available for any 
Flint resident. 

Additional information, including more detailed lead screening results, 
is available at www , m ic h iga n.gov/fl i ntwater . 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
MurrayDI@rnjc 
517-335-6397, office 
mobile 

Twitter:@michigandmurray 

<image001.jpg> 


<image001.jpg> 
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From: 

Sent: 

To: 


Cc: 

Subject: 


Michelle Zdrodowski <michelle.zdrodowski@detroitkl2.org> 

Tuesday, October 13, 2015 11:24 AM 

connersp@michigan.gov; Muchmore, Dennis (GOV); Walsh, John (GOV); McPhee, 
Karen (GOV); Murray, David (GOV); Khouri, Nick (TREASURY); Baird, Richard (GOV); 
Stanton, Terry A. (Treasury); Saxton, Thomas (Treasury); Wurfel, Sara (GOV); Snyder, 
Rick (GOV) 

Kelly Rossman-McKinney; Darnell Earley 

Fw: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


All, 

Mr. Earley asked me to share with you his response to the below media inquiry. It was as follows: 

"The decision to separate from DWSD and go with the Karegnondi Water Authority, including the decision to 
pump Flint river water in the interim, were both a part of a long-term plan that was approved by Flint's Mayor, 
and confirmed by a City Council vote of 7-1 in March of 2013 - a full seven months before I began my term as 
Emergency Manager. That vote was supported and signed into emergency order by then Emergency Manager 
Edward Kurtz on March 29, 2013. It was my responsibility to implement the previously accepted and approved 
plan as the contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger concern that 
everyone should be focused on moving forward is what is done in the long-term to replace the crumbling 
water distribution system that exits throughout Flint and Genesee County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 

Detroit Public Schools 

3011 W. Grand Boulevard, 14th Floor 

Detroit, Ml 48202 

313.873.3238, office 

TV mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da’Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 
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Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his decision the 
switch the water system. As soon as he's done writing, he will issue it online but wants to include a statement 
for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 



From: Kelly Rossman-McKinney 

Sent: Tuesday, October IB, 2015 11:38 AM 

To: Michelle Zdrodowski 

Cc: connersp@michigan.gov; Muchmore, Dennis (GOV); Walsh, John (GOV); McPhee, 

Karen (GOV); Murray, David (GOV); Khouri, Nick (TREASURY); Baird, Richard (GOV); 
Stanton, Terry A. (Treasury); Saxton, Thomas (Treasury); Wurfel, Sara (GOV); Snyder, 
Rick (GOV); Darnell Earley 

Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


Works for me! 

Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski < m ic he 1 le. zdrodowski @detroit k 1 2 . or g > wrote: 

All, 


Mr. Earley asked me to share with you his response to the below media inquiry. It was as 
follows: 


"The decision to separate from DWSD and go with the Karegnondi Water Authority, including 
the decision to pump Flint river water in the interim, were both a part of a long-term plan that 
was approved by Flint's Mayor, and confirmed by a City Council vote of 7-1 in March of 2013 - a 
full seven months before I began my term as Emergency Manager. That vote was supported 
and signed into emergency order by then Emergency Manager Edward Kurtz on March 29, 

2013. It was my responsibility to implement the previously accepted and approved plan as the 
contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger 
concern that everyone should be focused on moving forward is what is done in the long-term to 
replace the crumbling water distribution system that exits throughout Flint and Genesee 
County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 
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Executive Director of Communications 


Detroit Public Schools 

3011 W. Grand Boulevard, 14th Floor 

Detroit, Ml 48202 

313.873.3238, office 

^^^^^^^Imobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his 
decision the switch the water system. As soon as he's done writing, he will issue it online but 
wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
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(313) 873-6269 fax 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

T uesday, October 1 3, 201 5 1 1 :46 AM 

Wurfel, Sara (GOV); Murray, David (GOV); Workman, Wayne (TREASURY) 

Fwd: Re: Media Call: Ron Fonger- Flint Journal (Deadline ASAP)-D. Earley Response 


Is this okay with you folks? I think Darnell is feeling unfairly maligned. 

Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: Kelly Rossman-McKinney 
Date: Oct 13, 2015 11:37 AM 

Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 
T o : Michelle Zdrodowski <micheIle.zdrodowski @ detroitkl2.o rg > 

Cc: connersp@michi gan. gov, “ Muchmore, Dennis (GOV)" < muchmored@.michigan.gov >. "Walsh, John 
(GOV)" < Wal sh J @michi gan. gov >. "McPhee. Karen (GOV)" < McPheeK1 @michigan. gov >. "Murray. David 
(GOV)" <Murra v D 1 @m ichig a n. go v>. "Khouri. Nick (TREASURY)" < KhouriN@michigan. gov> . "Baird. 
Richard (GOV)" < bairdr@michigan.gov >, "Stanton, Terry A. (Treasury)" < StantonT@.michigan. gov >. " Saxton, 
Thomas (Treasury)" < SaxtonT @michigan, gov >." Wurfel. Sara (GOV)" < Wurfel s@tnichi.gan. gov> . " Snyder, 
Rick (GOV)" Darnell Earley <darnell . earle y@ detroitk 1 2 . org> 


Works for me! 


Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski < michelle. zdrodowski@detroitk.12.org > wrote: 

All, 


Mr. Earley asked me to share with you his response to the below media inquiry. It was as 
follows: 


"The decision to separate from DWSD and go with the Karegnondi Water Authority, including 
the decision to pump Flint river water in the interim, were both a part of a long-term plan that 
was approved by Flint's Mayor, and confirmed by a City Council vote of 7-1 in March of 2013 - a 
full seven months before I began my term as Emergency Manager. That vote was supported 
and signed into emergency order by then Emergency Manager Edward Kurtz on March 29, 

2013. It was my responsibility to implement the previously accepted and approved plan as the 
contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger 
concern that everyone should be focused on moving forward is what is done in the long-term to 
replace the crumbling water distribution system that exits throughout Flint and Genesee 
County." 
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Please let him know if you have any questions. 
Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 

Detroit Public Schools 

3011 W. Grand Boulevard, 14th Floor 

Detroit, Ml 48202 

313.873.3238, office 



From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his 
decision the switch the water system. As soon as he's done writing, he will issue it online but 
wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
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Office of Communications 


Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: Wurfel, Sara (GOV) 

Sent: T uesday, October 1 3, 201 5 1 1 :49 AM 

To: Kelly Rossman-McKinney 

Cc: Michelle Zdrodowski; connersp@michigan.gov; Muchmore, Dennis (GOV); Walsh, John 

(GOV); McPhee, Karen (GOV); Murray, David (GOV); Khouri, Nick (TREASURY); Baird, 

Richard (GOV); Stanton, Terry A. (Treasury); Saxton, Thomas (Treasury); Snyder, Rick 
(GOV); Darnell Earley 

Subject: Re: Media Call: Ron Fonger- Flint Journal (Deadline ASAP)-D. Earley Response 


Calling you now, Michelle. 

Thanks much, 

SW 

Sara Wurfel 

Press Secretary | Executive Office of Governor Rick Snyder 
Sent from my iPhone 

On Oct 13, 2015, at 1 1:37 AM, Kelly Rossman-McKinney -j 
Works for me! 

Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski < michelle.zdrodowski@.detroitkl2.org > 

wrote: 

All, 


> wrote: 


Mr. Earley asked me to share with you his response to the below media 
inquiry. It was as follows: 


"The decision to separate from DWSD and go with the Karegnondi Water 
Authority, including the decision to pump Flint river water in the interim, were 
both a part of a long-term plan that was approved by Flint's Mayor, and 
confirmed by a City Council vote of 7-1 in March of 2013 - a full seven months 
before I began my term as Emergency Manager. That vote was supported and 
signed into emergency order by then Emergency Manager Edward Kurtz on 
March 29, 2013. It was my responsibility to implement the previously accepted 
and approved plan as the contract with DWSD expired in April 2014 during my 
term as EM. It did not fall to me to second guess or to invalidate the actions that 
were taken prior to my appointment. An even bigger concern that everyone 
should be focused on moving forward is what is done in the long-term to replace 
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the crumbling water distribution system that exits throughout Flint and Genesee 
County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 

Detroit Public Schools 

3011 W. Grand Boulevard, 14th Floor 

Detroit, Ml 48202 

313.873.3238, office 

Sjappl i liji gaB mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the Governor to fire Mr. 
Earley due to his decision the switch the water system. As soon as he's done 
writing, he will issue it online but wants to include a statement for Mr. Earley. 


Debbie Frazier 


Office Manager 
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Detroit Public Schools 


Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: 

Sent: 

To: 

Subject: 


Workman, Wayne (TREASURY) 

Tuesday, October 13, 2015 12:29 PM 

Baird, Richard (GOV); Wurfel, Sara (GOV); Murray, David (GOV) 

RE: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


The only change might be to add that DVv'SD terminating Flint from their system caused Flint to go to the river, Just saw 
Darnell at HOB, 

Wayne L Workman 
Deputy State Treasurer 
Michigan Department of Treasury 


From: Baird, Richard (GOV) 

Sent: Tuesday, October 13, 2015 11:46 AM 

To: Wurfel, Sara (GOV) <Wurfels @ rnichi g an. g ov>; Murray, David (GOV) <MurravPl @ michi g an. g ov>; Workman, Wayne 
(TREASURY) <Workm3nWh@michigan .go v> 

Subject: Fwd: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


Is this okay with you folks? I think Darnell is feeling unfairly maligned. 

Sent from my Verizon Wireless 4G I .IE DROID 

Forwarded message 

From: Kelly Rossman-McKinney 
Date: Oct 13, 2015 11:37 AM 

Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 
To: Michelle Zdrodowski < mic he lie . zdrodowski @det roif k ] 2 , org > 

Cc: connersp@michi.gan. gov. "Muehmore. Dennis (GOV)" <muchmored @ .rnichi g a n. go v>. 11 Walsh. John 
(GOV)" < WaishJ@michigan. gov> . "McPhee. Karen (GOV)" <McPheeK 1 @m ichi ga n. g o v>. "Murray. David 
(GOV)" < M urravD 1 @ mi ch i gan , go v >. " Khour i. Nick (TREASURY)" < KhouriN @mi chi gan . gov >, "B aird. 
Richard (GOV)" <balrdr @ rnich iga n. g o v>. " Stanton. Terry A. (Treasury)" <StantonT @m ich iga n. go v>. "Saxton. 
Thomas (Treasury^<S^£i^^Pli£Mgi^ov>," Wurfel, Sara (GOV)" <Wurfeis @ michig a n. go v>. " Snyder. 
Rick (GOV)" Darnell Earley < darn el 1 . ear 1 ey@detroit. k 1 2, or g > 


Works for me! 


Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski <rnichelle.zdrodovvsk i@d etroitk l2.org> wrote: 

All, 


Mr. Earley asked me to share with you his response to the below media inquiry. It was as 
follows: 



"The decision to separate from DWSD and go with the Karegnondi Water Authority, including 
the decision to pump Flint river water in the interim, were both a part of a long-term plan that 
was approved by Flint's Mayor, and confirmed by a City Council vote of 7-1 in March of 2013 - a 
full seven months before I began my term as Emergency Manager. That vote was supported 
and signed into emergency order by then Emergency Manager Edward Kurtz on March 29, 

2013. It was my responsibility to implement the previously accepted and approved plan as the 
contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger 
concern that everyone should be focused on moving forward is what is done in the long-term to 
replace the crumbling water distribution system that exits throughout Flint and Genesee 
County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 
Detroit Public Schools 
3011 W. Grand Boulevard, 14th Floor 
Detroit, Ml 48202 
313.873.3238, office 
mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 




Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his 
decision the switch the water system. As soon as he's done writing, he will issue it online but 
wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 



From: 

Snyder, Rick (GOV) 

Sent: 

Wednesday, October 21, 2015 1:16 PM 

To: 

Murray, David (GOV) 

Cc: 

Agen, Jarrod (GOV) 

Subject: 

RE: Task Force release 

Looks good. 



Thanks 

Rick 


From: Murray, David (GOV) 

Sent: Wednesday, October 21, 2015 1:09 PM 
To: Snyder, Rick (GOV) 

Cc: Agen, Jarrod (GOV) <AgenJ@michigan.gov> 

Subject: Task Force release 

Good afternoon, Governor. 

Jarrod asked me to send you a copy of the release, updated with input from the task force members. I’ve also 
attached the discussion points the members created during their meeting. 

Please let me know if you ‘d like any changes. Our plan is to release before your MiWeek interview so you can 
reference it. 

Dave 

Gov. Rick Snyder announces Flint Water Task Force to review state, federal 
and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus on steps to 

protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory task force 
charged with reviewing actions regarding water use and testing in Flint and offer recommendations for future 
guidelines to protect the health and safety of all state residents. 

Task force members include experts in public health and medicine, water management, and environmental 
protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of Public Sector Consultants 
and Chris Kolb, of the Michigan Environmental Council. Also serving will be Dr. Matthew Davis of the 
University of Michigan Health System, Eric Rothstein, of the Galardi Rothstein Group and Dr. Lawrence 
Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water Authority is a good first 
step to protecting public health in Flint, but it’s not the last step,” Snyder said. “Bringing in outside experts to 
evaluate our actions and help monitor and advise on potential changes to law, procedures and practices will be 
key to continuing work on the comprehensive action plan and ensuring safe drinking water for all the residents 
in Flint and all of Michigan.” 
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Snyder said the administration will fully cooperate with task force members, saying he wants an unbiased 
report focusing on steps taken in the past and recommendations that could improve practices to ensure all 
residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in public finance, 
environment, and energy policy. Prior to joining the firm, Sikkema served in both the Michigan House and 
Senate, culminating with four years as Senate majority leader. He has also served as both an adjunct and 
visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 environmental, 
public health and faith-based nonprofit groups. Before joining the MEC, Kolb represented Ann Arbor in the 
state House for six years and served six years on the Ann Arbor City Council. He has been president of the 
MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the University of Michigan 
Health System and professor of public policy at the Gerald R. Ford School at the University of Michigan, having 
joined the faculty in 2000. Davis also is a professor of health management and policy at the School of Public 
Health. He previously served as the chief medical executive of the Michigan Department of Community 
Health/Department of Health and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein Group. He served 
as an independent advisor on the creation of the Great Lakes Water Authority. Rothstein also has served as 
Jefferson County, Alabama’s rate consultant and municipal adviser for litigation related to the county’s 
bankruptcy and issuance of $1 .7 billion in sewer warrants and led strategic financial planning for the City of 
Atlanta’s Department of Watershed Management. He has more than 30 years of experience in water, 
wastewater and stormwater utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott Children’s Health 
Center. He received his medical degree from Howard University College of Medicine and has been in practice 
for 36 years. He has served as president of the Genesee County Medical Society and the Michigan Chapter of 
the American Academy of Pediatrics. He has been honored for his humanitarian and advocacy efforts on 
behalf of children from the Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues and 
addressing related health concerns. It will not immediately resolve the city’s problem with lead service lines or 
aging infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined on Oct. 2 in a 
comprehensive action plan, including continued testing, the use of faucet filters and providing residents with 
accurate information about steps to eliminate lead exposure. The Michigan Departments of Environmental 
Quality and Health and Human Services are continuing to provide free water filters, free lead testing through 
the state laboratory for Flint water customers, and hiring additional staff to conduct health exposure monitoring 
for lead in drinking water. 


II II II II 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
iyiijrrayDl@rnichiRari.aov 

517-335-6397, office 

ET-I .. T u gaj mobile 
Twitter:@michigandmurray 
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Agen, Jarrod (GOV) 

Wednesday, October 21, 2015 1:27 PM 

Sara Wurfel; Murray, David (GOV); Biehl, Laura (GOV); Heaton, Anna (GOV); Paciorek, 
Josh (GOV) 

Fwd: Task Force release 
image001.jpg 


Lets get this out between 2pm-2:15pm at the LATEST! 


Begin forwarded message: 

From: "Snyder, Rick (GOV)" 

Date: October 21, 2015 at 1:15:45 PM EDT 
To: "Murray, David (GOV)" <MurrayDlj®mjd^ 

Cc: "Agen, Jarrod (GOV)" <Agenj^.michjgan.gpv> 

Subject: RE: Task Force release 

Looks good. 

Thanks 

Rick 


From: Murray, David (GOV) 

Sent: Wednesday, October 21, 2015 1:09 PM 
To: Snyder, Rick (GOV) 

Cc: Agen, Jarrod (GOV) < AgenJ@michigan.gov > 

Subject: Task Force release 

Good afternoon, Governor. 

Jarrod asked me to send you a copy of the release, updated with input from the task force 
members. I’ve also attached the discussion points the members created during their meeting. 

Please let me know if you ‘d like any changes. Our plan is to release before your MiWeek 
interview so you can reference it. 

Dave 


Gov. Rick Snyder announces Flint Water Task Force to review 
state, federal and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus 

on steps to protect residents 
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LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory 
task force charged with reviewing actions regarding water use and testing in Flint and offer 
recommendations for future guidelines to protect the health and safety of all state residents. 

Taskforce members include experts in public health and medicine, water management, and 
environmental protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of 
Public Sector Consultants and Chris Kolb, of the Michigan Environmental Council. Also serving 
will be Dr. Matthew Davis of the University of Michigan Health System, Eric Rothstein, of the 
Galardi Rothstein Group and Dr. Lawrence Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water 
Authority is a good first step to protecting public health in Flint, but it’s not the last step,” Snyder 
said. “Bringing in outside experts to evaluate our actions and help monitor and advise on 
potential changes to law, procedures and practices will be key to continuing work on the 
comprehensive action plan and ensuring safe drinking water for all the residents in Flint and all 
of Michigan.” 

Snyder said the administration will fully cooperate with task force members, saying he wants an 
unbiased report focusing on steps taken in the past and recommendations that could improve 
practices to ensure all residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in 
public finance, environment, and energy policy. Prior to joining the firm, Sikkema served in both 
the Michigan House and Senate, culminating with four years as Senate majority leader. He has 
also served as both an adjunct and visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 
environmental, public health and faith-based nonprofit groups. Before joining the MEC, Kolb 
represented Ann Arbor in the state House for six years and served six years on the Ann Arbor 
City Council. He has been president of the MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the 
University of Michigan Health System and professor of public policy at the Gerald R. Ford 
School at the University of Michigan, having joined the faculty in 2000. Davis also is a professor 
of health management and policy at the School of Public Health. He previously served as the 
chief medical executive of the Michigan Department of Community Health/Department of Health 
and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein 
Group. He served as an independent advisor on the creation of the Great Lakes Water Authority. 
Rothstein also has served as Jefferson County, Alabama’s rate consultant and municipal 
adviser for litigation related to the county’s bankruptcy and issuance of $1.7 billion in sewer 
warrants and led strategic financial planning for the City of Atlanta’s Department of Watershed 
Management. He has more than 30 years of experience in water, wastewater and stormwater 
utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott 
Children’s Health Center. He received his medical degree from Howard University College of 
Medicine and has been in practice for 36 years. He has served as president of the Genesee 
County Medical Society and the Michigan Chapter of the American Academy of Pediatrics. He 
has been honored for his humanitarian and advocacy efforts on behalf of children from the 
Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues 
and addressing related health concerns. It will not immediately resolve the city’s problem with 
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lead service lines or aging infrastructure. It will take time for pipes in Flint to become coated with 
the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined 
on Oct. 2 in a comprehensive action plan, including continued testing, the use of faucet filters 
and providing residents with accurate information about steps to eliminate lead exposure. The 
Michigan Departments of Environmental Quality and Health and Human Services are continuing 
to provide free water filters, free lead testing through the state laboratory for Flint water 
customers, and hiring additional staff to conduct health exposure monitoring for lead in drinking 
water. 




Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
MurrnvD1.@michigan.gov 
517-335-6397, office 
mobile 

Twitter:@michigandmurray 
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From: 

Sent: 

To: 

Subject: 


Holland, Meegan (GOV) 

Monday, January 04, 2016 5:21 PM 

Stoken, Laura (GOV); Murray, David (GOV); Agen, Jarrod (GOV) 
RE: Additional Steps for Flint 


Thanks for this, Laura. Very helpful to know about this! 


From: Stoken, Laura (GOV) 

Sent: Monday, January 04, 2016 3:12 PM 

To: Holland, Meegan (GOV) < HoiiandM2@michigan.gov >; Murray, David (GOV) < MurravDl@michigan.gov >; Agen, 
Jarrod (GOV) < AgenJ@michigan,gav > 

Subject: FW: Additional Steps for Flint 

FYI: The below e-mail came into the Governor’s public facing account- I forwarded this onto ALS but 
figured you might want this on your radar 


Laura Stoken 

Manager, Constituent Relations 

Executive Office of the Governor, Rick Snyder 


From: Rep. Sheldon Neeley (District 34) fmaiito:5heidonNeeie v@ house.mi.gov1 
Sent: Monday, January 04, 2016 2:24 PM 

To: GovernorsOffice Snyder, Rick (GOV) Muchmore, 

Dennis (GOV) < muchmored@michigan.gov > 

Subject: Additional Steps for Flint 

Governor Snyder, 

In the interest of being sensitive to the unforeseen problems that will affect children of this Flint Water Crisis, I am 
formally requesting you to forgive the debt balance currently imposed on the Flint Community Schools. I make this 
request because this school district will have the majority burden of addressing issues relating to the lead intrusion into 
the blood of children in this school system. There will be untold problems for years to come that will require an already 
overwhelmed school district to be required to meet the needs of these children who are victims of this disaster. 


Respectfully, 

Sheldon Neeley 
State Representative 
34 th District 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Biehl, Laura (GOV) 

Thursday, October 08, 2015 8:50 AM 
Weiss, Kurt (DTMB) 

FW: Press release with mayor, Mott quotes 
151008 Flint water release_V4.docx 


From: Murray, David (GOV) 

Sent: Wednesday, October 07, 2015 10:44 PM 

To: Snyder, Rick (GOV) Agen, Jarrod (GOV) <AgenJ@michigan.gov>; Wurfel, Sara (GOV) 

<Wurfels@michigan.gov>; Wurfel, Brad (DEQ) <WurfelB@michigan.gov>; Kennedy, Jordan (GOV) 
<KennedyJ4@michigan.gov>; Biehl, Laura (GOV) <BiehlL@michigan.gov>; Lasher, Geralyn (DHHS) 
<lasherg@michigan.gov>; Tommasulo, Karen (DEQ) <TornmasuloK@michigan.gov>; Eisner, Jennifer (DHHS) 
<EisnerJ@michigan.gov>; Muchmore, Dennis (GOV) <rnuchrnored@michigan.gov>; Minicuci, Angela (DHHS) 
<MinicuciA@michigan.gov>; Hollins, Harvey (GOV) <hollinsh@michigan.gov>; Heaton, Anna (GOV) 
<HeatonA@michigan.gov> 

Subject: Press release with mayor, Mott quotes 

Good evening Governor and team, 

Here's the most updated version of the press release, including quotes and incorporating suggestions from Mayor 
Walling and the Mott Foundation friends. Please let me know if there are any other changes. Thank you for your 
assistance. 

Dave 

Gov. Rick Snyder: Move back to Detroit water provides 
best protection for public health in Flint 

State, Mott Foundation, city form partnership to fund switch until KWA is ready 

FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great Lakes Water Authority 
as the source of the city's drinking water until the Karegnondi Water Authority pipeline is completed, Gov. Rick Snyder 
said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of the $12 million needed to 
reconnect with the authority through next summer, when the KWA is expected to be completed. The Flint city 
government will provide $2 million and the Charles Stewart Mott Foundation has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts helping the city on its water 
advisory all agree this move back to the Great Lakes Water Authority provides the best public health protection for 
children and families. This effort today is the result of people coming together to solve a problem. I appreciate Detroit's 
willingness to reconnect with Flint, the Mott Foundation's generous commitment, and the dedication of all parties to 
come together to protect Flint families and children." 
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The Michigan Departments of Environmental Quality and Health and Human Services today also committed an 
additional $3.5 million for water filters, free lead testing through the state laboratory for Flint water customers, and 
hiring additional staff to conduct health exposure monitoring for lead in drinking water. 

Flint city leaders requested the state's help to fund the reconnection and to assist with health and infrastructure issues. 
Flint's move to the Great Lakes Water Authority is expected to cost about $1.3 million per month until the Karegnondi 
Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, clean water back to Flint," Mott 
Foundation President Ridgway White said. "We believe that reconnecting the city's water supply to Lake Huron is the 
right and necessary thing to do, and we're glad we could help the state and the city make it happen." 

The move to Detroit water, which is drawn from Lake Huron, carries many public health benefits. As large bodies of 
water, the Great Lakes are naturally prone to fewer problems from large rain events and other runoff issues that can 
sometimes be present in shallower rivers. Additionally, the Great Lakes Water Authority water already has additional 
corrosion control, using phosphates to help coat the insides of pipes and prevent lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve the city's problem with lead service lines or aging 
infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. Additionally, 
some households in the city could experience lead in their drinking water until all lead pipes and plumbing are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and stabilize the infrastructure system," 
Flint Mayor Dayne Walling said. "I appreciate the state, the Mott Foundation, Detroit, and the county's participation in a 
solution for Flint's water problems. The health and safety of Flint's families, children and seniors is my top priority and 
reconnecting to Detroit is a major step that the city could not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to carry out steps outlined on Oct. 2 in 
a comprehensive action plan, including continued testing, the use of faucet filters and providing residents with accurate 
information about steps to eliminate lead exposure. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road MDHHS office locations. For 
residents who are not currently enrolled in MDHHS assistance programs, free filters are available at the Genesee County 
Community Action Resource Department offices at 2727 Lippincott and 601 North Saginaw in Flint. Staff will be at all 
four locations from 9 a.m. to 4 p.m., Monday through Friday, to distribute filters and assist residents who have questions 
about proper installation. At the Lippincott location only, extended hours will be offered this weekend, including until 7 
p.m. on Thursday and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap and running the water 
until it's as cold as it will go. Additionally, only use cold water for cooking, drinking and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and homes. Of 37 total samples 
taken at 13 buildings, four samples spread over three buildings exceeded the federal action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further testing water and 
inspecting plumbing at these schools. Until testing is complete, schools are advised to continue using bottled water and 
filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head Starts. Free testing is also 
available for any Flint resident. 
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Additional information, including more detailed lead screening results, is available at www.michigan.gov/flfntwater . 

### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
M u r r a y D 1 (j5 m i e: h iga n . go v 
517-335-6397, office 

BWUBgJ m n h i I p 

Twitter:@michigandmurray 
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Gov. Rick Snyder: Move back to Detroit water 
provides best protection for public health in Flint 

State, Mott Foundation, city form partnership to fund switch until KWA is ready 


FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great Lakes 
Water Authority as the source of the city's drinking water until the Karegnondi Water Authority pipeline 
is completed, Gov. Rick Snyder said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of the $12 
million needed to reconnect with the authority through next summer, when the KWA is expected to be 
completed. The Flint city government will provide $2 million and the Charles Stewart Mott Foundation 
has committed $4 million. 

"All Flint residents need clean, safe drinking water," Snyder said. "The technical experts helping the city 
on its water advisory all agree this move back to the Great Lakes Water Authority provides the best 
public health protection for children and families. This effort today is the result of people coming 
together to solve a problem. I appreciate Detroit's willingness to reconnect with Flint, the Mott 
Foundation's generous commitment, and the dedication of all parties to come together to protect Flint 
families and children." 

The Michigan Departments of Environmental Quality and Health and Human Services today also 
committed an additional $3.5 million for water filters, free lead testing through the state laboratory for 
Flint water customers, and hiring additional staff to conduct health exposure monitoring for lead in 
drinking water. 

Flint city leaders requested the state's help to fund the reconnection and to assist with health and 
infrastructure issues. Flint's move to the Great Lakes Water Authority is expected to cost about $1.3 
million per month until the Karegnondi Water Authority is completed next summer. 

"It's heartening to know so many people are working at so many levels to bring safe, clean water back to 
Flint," Mott Foundation President Ridgway White said. "We believe that reconnecting the city's water 
supply to Lake Huron is the right and necessary thing to do, and we're glad we could help the state and 
the city make it happen." 




The move to Detroit water, which is drawn from Lake Huron, carries many public health benefits. As 
large bodies of water, the Great Lakes are naturally prone to fewer problems from large rain events and 
other runoff issues that can sometimes be present in shallower rivers. Additionally, the Great Lakes 
Water Authority water already has additional corrosion control, using phosphates to help coat the 
insides of pipes and prevent lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve the city's problem with lead 
service lines or aging infrastructure. It will take time for pipes in Flint to become coated with the 
phosphate corrosion control. Additionally, some households in the city could experience lead in their 
drinking water until all lead pipes and plumbing are replaced. 

"Reconnecting to Detroit is the fastest way to deliver clean, safe water to Flint and stabilize the 
infrastructure system," Flint Mayor Dayne Walling said. "I appreciate the state, the Mott Foundation, 
Detroit, and the county's participation in a solution for Flint's water problems. The health and safety of 
Flint's families, children and seniors is my top priority and reconnecting to Detroit is a major step that 
the city could not take alone given budget constraints." 

To best protect public health, Snyder said state and local authorities will continue to carry out steps 
outlined on Oct. 2 in a comprehensive action plan, including continued testing, the use of faucet filters 
and providing residents with accurate information about steps to eliminate lead exposure. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road MDHHS 
office locations. For residents who are not currently enrolled in MDHHS assistance programs, free filters 
are available at the Genesee County Community Action Resource Department offices at 2727 Lippincott 
and 601 North Saginaw in Flint. Staff will be at all four locations from 9 a.m. to 4 p.m., Monday through 
Friday, to distribute filters and assist residents who have questions about proper installation. At the 
Lippincott location only, extended hours will be offered this weekend, including until 7 p.m. on Thursday 
and Friday and from 10 a.m. to 2 p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap and 
running the water until it's as cold as it will go. Additionally, only use cold water for cooking, drinking 
and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and homes. Of 
37 total samples taken at 13 buildings, four samples spread over three buildings exceeded the federal 
action level of 15 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further testing 
water and inspecting plumbing at these schools. Until testing is complete, schools are advised to 
continue using bottled water and filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head Starts. 
Free testing is also available for any Flint resident. 

Additional information, including more detailed lead screening results, is available at 

www.michigan.gov/flintwater . 
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From: Baird, Richard (GOV) 

Sent: Monday, December 07, 2015 4:05 PM 

To: Holland, Meegan (GOV); Murray, David (GOV) 

Subject: FW: Flint Water Advisory Task Force Recommendation 

Attachments: KRS version of Snyder Letter 2 (l).docx 


fyi 


From: Ken Sikkema [maiito:ksikkemaffipscinc.coml 

Sent: Monday, December 07, 2015 3:31 PM 
To: Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 

Subject: Flint Water Advisory Task Force Recommendation 

Dear Governor Snyder: 

We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 

We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 

Respectfully, 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 



ksi kkema@p scin c . com 
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December 7, 2015 


Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with representatives of 
the Michigan Department of Environmental Quality (MDEQ) and the Michigan Department of Health 
and Fluman Services ( M DH HS) to discuss elements of the 10-point Action Plan designed to address 
various issues related to the ongoing public health protection challenges precipitated by lead in the Flint 
water supply. These discussions were held at our request as part of our task to make recommendations 
to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing mitigation efforts. 

Subsequent to those meetings, on Tuesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself, members of the Administration, and representatives of 
these agencies to discuss the progress to date on the 10-point Action Plan, as well as several other 
related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Flealth Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing. We will continue to assess state and local efforts and make recommendations regarding 
specific steps that we believe are warranted. 

One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger project coordination framework that measures results and clearly delineates 
responsibilities for continuing actions to protect public health. We believe the state is best positioned to 
facilitate this larger framework, which should address the following: 

1. The need for MDFIFIS and MDEQ— and, possibly, other state agencies--to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— potentially independent of any one 
particular state agency and mutually agreeable to this Task Force and you, Governor— be established to 
provide effective coordination of ongoing activities and reporting on the status of mitigation measures. 
For this, we also believe a readily understood "dashboard" should be developed that reports on the 
goals, timelines and assignments. This will enable members of the Flint community, public health 
providers, and state agencies to know about the status of the Flint water crisis mitigation program, as 
well as promote coordination and accountability. The Task Force is prepared to assist in the 
development of that dashboard. 



We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 
independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 

We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours, 


Flint Water Advisory Task Force: 

Dr. Matt Davis 

Chris Kolb 

Dr. Larry Reynolds 

Eric Rothstein 

Ken Sikkema 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Murray, David (GOV) 

Tuesday, December 08, 2015 11:10 AM 
Agen, Jarrod (GOV); Holland, Meegan (GOV) 

FW: Flint Water Advisory Task Force Recommendation 
KRS version of Snyder Letter 2 (l).docx 


From: Baird, Richard (GOV) 

Sent: Monday, December 07, 2015 4:05 PM 

To: Holland, Meegan (GOV) <HoliandM2 @ mich iga n. go y>; Murray, David (GOV) <Murra yD l @ rnichigan.gov> 

Subject: FW: Flint Water Advisory Task Force Recommendation 

fyi 

From: Ken Sikkema [mailto:ksikkema@pscinc.coml 

Sent: Monday, December 07, 2015 3:31 PM 
To: Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 

Subject: Flint Water Advisory Task Force Recommendation 

Dear Governor Snyder: 

We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 

We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 

Respectfully, 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 



ksikkem a@:p scinc. com 
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December 7, 2015 


Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with representatives of 
the Michigan Department of Environmental Quality (MDEQ) and the Michigan Department of Health 
and Fluman Services ( M DH HS) to discuss elements of the 10-point Action Plan designed to address 
various issues related to the ongoing public health protection challenges precipitated by lead in the Flint 
water supply. These discussions were held at our request as part of our task to make recommendations 
to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing mitigation efforts. 

Subsequent to those meetings, on Tuesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself, members of the Administration, and representatives of 
these agencies to discuss the progress to date on the 10-point Action Plan, as well as several other 
related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Flealth Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing. We will continue to assess state and local efforts and make recommendations regarding 
specific steps that we believe are warranted. 

One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger project coordination framework that measures results and clearly delineates 
responsibilities for continuing actions to protect public health. We believe the state is best positioned to 
facilitate this larger framework, which should address the following: 

1. The need for MDFIFIS and MDEQ— and, possibly, other state agencies--to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— potentially independent of any one 
particular state agency and mutually agreeable to this Task Force and you, Governor— be established to 
provide effective coordination of ongoing activities and reporting on the status of mitigation measures. 
For this, we also believe a readily understood "dashboard" should be developed that reports on the 
goals, timelines and assignments. This will enable members of the Flint community, public health 
providers, and state agencies to know about the status of the Flint water crisis mitigation program, as 
well as promote coordination and accountability. The Task Force is prepared to assist in the 
development of that dashboard. 



We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 
independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 

We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours, 


Flint Water Advisory Task Force: 

Dr. Matt Davis 

Chris Kolb 

Dr. Larry Reynolds 

Eric Rothstein 

Ken Sikkema 



From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Thursday, December 24, 2015 10:49 AM 
Holland, Meegan (GOV) 

Re: Today's Briefing 


You take him through it verbally ok?. I just sent him the revised statement. 

Sent from my iPad 

> On Dec 24, 2015, at 9:47 AM, Holland, Meegan (GOV) < HoHandM2@midug3n.gov > wrote: 

> 

> It occurs to me - should he also receive the communications plan we've been working on? I've sent you an updated 
one (with the revised statement). 

> 

> Original Message 

> From: Baird, Richard (GOV) 

> Sent: Thursday, December 24, 2015 10:24 AM 

> To: Snyder, Rick (GOV) Hollins, Harvey (GOV) < hollinsh@michifian.gov >; Holland, Meegan 

(GOV) < HoHandM2@michigari.gov >; Agen, Jarrod (GOV) < Agenj@rnichigan.gov > 

> Subject: Today's Briefing 

> 

> Sorry for the late submission. Been trying to work this issue across various stakeholder groups and balance holiday 
commitments. Our Agenda (with Harvey adding under "Other": 

> 

> 1. Review HH Role and Responsibility as confirmed with FAATF (attachment (with some revision since meeting) 

> 

> 2. Other AATF Issues 

> 

> a) schedule a conference call with Governor outlining current status 

> 

> b) follow up with a letter discussing DEQ and leadership culture findings 

> 

> c) Imminent Danger Declaration request 

> 

> d) Concerns with Leadership appointments about to be made and DHHS recent responses/findings 

> 

> e) Shared confidential plan relative to January 4 personnel actions 

> 


> 

> <DRAFT Flint water communications plan.docx> 


l 



From: 

Sent: 

To: 

Subject: 


Thelen, Mary Beth (DEQ) 

Monday, December 28, 2015 10:50 AM 
Holland, Meegan (GOV) 

RE: Auditor General Letter - City of Flint Drinking Water 


Thanks - we are just verifying for accuracy. I’ll let him know your number, etc. 

Mary Beth 


Mary Beth Thelen 

Management Assistant to Director Dan Wyant 
Department of Environmental Quality 
Constitution Hall, 6th Flo or South 
Phone: 517-284-6712 or| 

Fax: 517-241-7401 
Thelenm2@michigan.gov 


From: Holland, Meegan (GOV) 

Sent: Monday, December 28, 2015 10:48 AM 
To: Thelen, Mary Beth (DEQ) 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 


*ads up! I was just about to ca IE him. 


If he needs to call me, I'm in the office until noon, or my cell: 


From: Thelen, Mary Beth (DEQ) 

Sent: Monday, December 28, 2015 10:47 AM 
To: Holland, Meegan (GOV) <HoijjndM 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 

Dan will get back to you in a few minutes with a change. Thanks. 

Mary Beth 

Mary Beth Thelen 

Management Assistant to Director Dan Wyant 
Department of Environmental Quality 
Constitution Hall, 6th Flo or South 
Phone: 517-284-6712 or 
Fax:517-241-7401 
Theienrt)2@ m ichig a n .aov 


From: Holland, Meegan (GOV) 

Sent: Monday, December 28, 2015 10:12 AM 
To: Wyant, Dan (DEQ) 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 


Dan - 
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Dave shared with me the draft of the report. We're eager for the OAG to release this. Meanwhile, I wrote a summary of 
the conclusions for the Governor's senior staff. Could you read this for accuracy? I'd very much appreciate your 
feedback. 


We will likely give a version of this to reporters who ask about the auditor's letter. 
Regards, Meegan 


Here is a summary of answers from the Office of the Auditor General in response to questions mostly posed by Sen. Jim 
Ananich's office (the auditor added a few questions in the 11-page report). The questions came as the OAG conducts an 
audit of the Office of Drinking Water and Municipal Assistance's handling of the Flint water crisis. 

Conclusions: 

While the City Council voted in March 2013 to move to the KWA pipeline, it didn't designate the Flint River as an interim 
water source. But the DEQ had approved the river as a backup source for emergency purposes in 2006. The treated 
water met safety standards in quarterly tests by the Flint WTP, but Flint had never tested its effect on the distribution 
system. 

In an email review of key DEQ managers to determine if there was an effort to conceal information, only one email 
exchange raised red flags. The EPA had asked DEQ in February 2015 if Flint had a corrosion control program; the DEQ 
responded the city had an optimized program in place. But in April the EPA asked again, and the DEQ said that the Flint 
Water Treatment Plant (WTP) was not doing corrosion control. DEQ later explained that the first answer was referring to 
its LCR program, in which it monitors a new water source (in this case, the Flint river) for lead/copper for two 
consecutive six-month periods to determine if corrosion treatment is necessary. The report says there's no reason to 
believe that DEQ willfully misrepresented information to the EPA. It also concludes that ODWMA employees appeared 
to have notified management properly about the unfolding Flint water situation. 

DEQ did not consult with the EPA on how best to apply the Lead and Copper Rule (LCR) monitoring practices after the 
switch to Flint water, but from past experience, DEQ believed it was doing so correctly by doing two rounds of six-month 
monitoring on the new water source before determining optimal corrosion control. The EPA disagreed with DEQ's 
interpretation of the LCR, but later stated that the LCR was open to interpretation. It then clarified the rule; the upshot: 
corrosion controls already in place when Flint was on Detroit water should have been maintained after the switch. 

DEQ should have notified the Flint WTP to start corrosion controls once the first round of six-month sampling results 
arrived in late March 2015 and showed the water exceeded acceptable lead levels. 

DEQ doesn't oversee the Flint WTP so it doesn't have any accountability measures to ensure the WTP is collecting water 
samples from tier 1 homes, i.e., residences with lead service lines, soldering or plumbing. Instead, DEQ relies on Flint's 
certification of sample sites. The auditor suggests DEQ should consider an independent verification of the sampling pool 
or Flint's certifications. In November 2015, Flint admitted that it had no way to ensure the sites were all tier 1. Water 
samples came from 175 randomly distributed testing bottles. DEQ has asked Flint to verify its prior samples by this 
Wednesday (12/30). 

There's been controversy that DEQ dropped two sampling sites with high lead levels from its second six-month review. It 
was appropriate for DEQ to do so because those sites did not meet federal criteria. It was also appropriate for DEQ to 
require flushing taps the night before sampling to ensure faucets didn't contain overly stagnant water. 

Charts show that most water samples were taken in the sixth month of the six-month testing period. The report said it's 
tough to determine if the lateness of the sampling affects the accuracy. 
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The report ends with an excellent timeline. I have attached the report in case you want to review the timeline on page 

11 . 


From: Wyant, Dan (DEQ) 

Sent: Monday, December 28, 2015 9:49 AM 

To: Snyder, Rick (GOV) Scott, Allison (GOV) < scottal2@rnichig3n.gov >; Agen, Jarrod (GOV) 

< Ageni@mk:higamgoy >; Baird, Richard (GOV) < b3irdr@rmch:gan.gov >; Muchmore, Dennis (GOV) 
< muchmored@rnich.gan.gov >; Hollins, Harvey (GOV) < hoiNrish@michigan.gov >; Posthumus, Dick (GOV) 

< Pos th u m usd @ m ichlgan ,gov > ; Murray, David (GOV) < M u rra y D 1 @ m i ch I m n .go v > ; Holland, Meegan (GOV) 
< HoU3ndM2@mjchig3n,goy >; Lyon, Nick (DHHS) < LvonN2@michig3n.gov > 

Cc: Wyant, Dan (DEQ) <Wv3ntD@michigan.gov> 

Subject: FW: Auditor General Letter - City of Flint Drinking Water 


FYI - Please see the attached letter. The Auditor General findings are consistent with the DEQ’s own 
internal review. The Auditor General delivered the letter to Senator Ananich late Wednesday, 
December 23, 2015. 


Please call me if you have any questions. 

Dan Wyant 
Director 


Attachment 


From: MI_Office_of_the_Auditor_General [ ma-Ro:mi auditor Qer=ivr3l@aiidaan,m:chiaan.aovl 

Sent: Wednesday, December 23, 2015 3:18 PM 

To: a leavi ft@sen3te.michiQan.gov ; sstudlev@senate.niichioan.qov 

Cc: Hirst, Laura (OAG); Ringler, Doug (OAG); Wyant, Dan (DEQ); Sygo, Jim (DEQ) 

Subject: Auditor General Letter - City of Flint Drinking Water 

Please see the attached letter, which addresses your questions about the City of Flint's drinking water. 
We stand ready to answer any questions that you may have. Thank you. 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Wyant, Dan (DEQ) 

Monday, December 28, 2015 10:59 AM 
Holland, Meegan (GOV) 

Wyant, Dan (DEQ) 

RE: Auditor General Letter - City of Flint Drinking Water 


Importance: 


High 


Good Morning Meegan, 

This looks excellent with one word change - 5 th paragraph , please change the word oversee to 
operate. (Change to: DEQ doesn’t operate. . . ) 

Thank you. 

Dan Wyant 
Director 


From: Holland, Meegan (GOV) 

Sent: Monday, December 28, 2015 10:12 AM 
To: Wyant, Dan (DEQ) 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 


Dan - 

Dave shared with me the draft of the report. We're eager for the OAG to release this. Meanwhile, I wrote a summary of 
the conclusions for the Governor's senior staff. Could you read this for accuracy? I'd very much appreciate your 
feedback. 

We will likely give a version of this to reporters who ask about the auditor's letter. 

Regards, Meegan 


Here is a summary of answers from the Office of the Auditor General in response to questions mostly posed by Sen. Jim 
Ananich's office (the auditor added a few questions in the 11-page report). The questions came as the OAG conducts an 
audit of the Office of Drinking Water and Municipal Assistance's handling of the Flint water crisis. 

Conclusions: 

While the City Council voted in March 2013 to move to the KWA pipeline, it didn't designate the Flint River as an interim 
water source. But the DEQ had approved the river as a backup source for emergency purposes in 2006. The treated 
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water met safety standards in quarterly tests by the Flint WTP, but Flint had never tested its effect on the distribution 
system. 

In an email review of key DEQ managers to determine if there was an effort to conceal information, only one email 
exchange raised red flags. The EPA had asked DEQ in February 2015 if Flint had a corrosion control program; the DEQ 
responded the city had an optimized program in place. But in April the EPA asked again, and the DEQ said that the Flint 
Water Treatment Plant (WTP) was not doing corrosion control. DEQ later explained that the first answer was referring to 
its LCR program, in which it monitors a new water source (in this case, the Flint river) for lead/copper for two 
consecutive six-month periods to determine if corrosion treatment is necessary. The report says there's no reason to 
believe that DEQ willfully misrepresented information to the EPA. It also concludes that ODWMA employees appeared 
to have notified management properly about the unfolding Flint water situation. 

DEQ did not consult with the EPA on how best to apply the Lead and Copper Rule (LCR) monitoring practices after the 
switch to Flint water, but from past experience, DEQ believed it was doing so correctly by doing two rounds of six-month 
monitoring on the new water source before determining optimal corrosion control. The EPA disagreed with DEQ's 
interpretation of the LCR, but later stated that the LCR was open to interpretation. It then clarified the rule; the upshot: 
corrosion controls already in place when Flint was on Detroit water should have been maintained after the switch. 

DEQ should have notified the Flint WTP to start corrosion controls once the first round of six-month sampling results 
arrived in late March 2015 and showed the water exceeded acceptable lead levels. 

DEQ doesn't oversee the Flint WTP so it doesn't have any accountability measures to ensure the WTP is collecting water 
samples from tier 1 homes, i.e., residences with lead service lines, soldering or plumbing. Instead, DEQ relies on Flint's 
certification of sample sites. The auditor suggests DEQ should consider an independent verification of the sampling pool 
or Flint's certifications. In November 2015, Flint admitted that it had no way to ensure the sites were all tier 1. Water 
samples came from 175 randomly distributed testing bottles. DEQ has asked Flint to verify its prior samples by this 
Wednesday (12/30). 

There's been controversy that DEQ dropped two sampling sites with high lead levels from its second six-month review. It 
was appropriate for DEQ to do so because those sites did not meet federal criteria. It was also appropriate for DEQ to 
require flushing taps the night before sampling to ensure faucets didn't contain overly stagnant water. 

Charts show that most water samples were taken in the sixth month of the six-month testing period. The report said it's 
tough to determine if the lateness of the sampling affects the accuracy. 

The report ends with an excellent timeline. I have attached the report in case you want to review the timeline on page 
11 . 


From: Wyant, Dan (DEQ) 

Sent: Monday, December 28, 2015 9:49 AM 

To: Snyder, Rick (GOV) Scott, Allison (GOV) < scottal2@mi chigan.gQV>; Agen, Jarrod (GOV) 

<ARenJ@niichigan.Rov>; Baird, Richard (GOV) < bairdrj@michlRan,RG¥ >; Muchmore, Dennis (GOV) 
<niuchmored{§>michl gan .gov>; Hollins, Harvey (GOV) <hoiHnsh@ mid ARan.RQv>; Posthumus, Dick (GOV) 
<Posthumusd @ mic hig3ri.gov >; Murray, David (GOV) <Mi;rrayDl(®^ Holland, Meegan (GOV) 

J Lyon, Nick (DHHS) <iygnN2;3rd^ 

Cc: Wyant, Dan (DEQ) <WVantO 

Subject: FW: Auditor General Letter - City of Flint Drinking Water 

FYI - Please see the attached letter. The Auditor General findings are consistent with the DEQ’s own 
internal review. The Auditor General delivered the letter to Senator Ananich late Wednesday, 
December 23, 2015. 
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Please call me if you have any questions. 


Dan Wyant 
Director 

Attachment 


From: MI_Office_of_the_Auditor_General [ rna;ite:ms auditor gener3i@3udgen,mlchigan,gov ] 

Sent: Wednesday, December 23, 2015 3:18 PM 

T o : a. |eayjtt@senate. nichjga n .gov; 

Cc: Hirst, Laura (OAG); Ringler, Doug (OAG); Wyant, Dan (DEQ); Sygo, Jim (DEQ) 

Subject: Auditor General Letter - City of Flint Drinking Water 

Please see the attached letter, which addresses your questions about the City of Flint's drinking water. 
We stand ready to answer any questions that you may have. Thank you. 
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From: 

Holland, Meegan (GOV) 

Sent: 

Thursday, December 24, 2015 10:50 AM 

To: 

Baird, Richard (GOV) 

Subject: 

RE: Today's Briefing 

Will do. 



Original Message 

From: Baird, Richard (GOV) 

Sent: Thursday, December 24, 2015 10:49 AM 

To: Holland, Meegan (GOV) < HoilandM2@nriichigan.gov > 

Subject: Re: Today's Briefing 

You take him through it verbally ok?. I just sent him the revised statement. 

Sent from my iPad 

> On Dec 24, 2015, at 9:47 AM, Holland, Meegan (GOV) < HoilandM2@rnichigan.gov > wrote: 

> 

> It occurs to me - should he also receive the communications plan we've been working on? I've sent you an updated one 
(with the revised statement). 

> 

> Original Message 

> From: Baird, Richard (GOV) 

> Sent: Thursday, December 24, 2015 10:24 AM 

■; Hollins, Harvey (GOV) < hoiiinsh@michigan.goy >; Holland, Meegan 
(GOV) < HoilandM2@rnichigan.gpy >; Agen, Jarrod (GOV) < Agenj@michigan.gov > 

> Subject: Today's Briefing 

> 

> Sorry for the late submission. Been trying to work this issue across various stakeholder groups and balance holiday 
commitments. Our Agenda (with Harvey adding under "Other": 

> 

> 1. Review HH Role and Responsibility as confirmed with FAATF (attachment (with some revision since meeting) 

> 

> 2. Other AATF Issues 

> 

> a) schedule a conference call with Governor outlining current status 

> 

> b) follow up with a letter discussing DEQ and leadership culture findings 

> 

> c) Imminent Danger Declaration request 

> 

> d) Concerns with Leadership appointments about to be made and DHHS recent responses/findings 

> 

> e) Shared confidential plan relative to January 4 personnel actions 

> 

> 3. Discuss communications strategy as envisioned by MH, JA and RB last night (Meegan will be on call— Maybe Jarrod 
too busy not sure about yet) 


> To: Snyder, Rick (GOV) 
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> 


> 4. Other (Harvey Hollins will deal with anything I missed) 

> 

> <DRAFT Flint water communications plan.docx> 
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From: Holland, Meegan (GOV) 

Sent: Monday, December 28, 2015 10:12 AM 

To: Wyant, Dan (DEQ) 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 

Dan - 

Dave shared with me the draft of the report. We're eager for the OAG to release this. Meanwhile, I wrote a summary of 
the conclusions for the Governor's senior staff. Could you read this for accuracy? I'd very much appreciate your 
feedback. 

We will likely give a version of this to reporters who ask about the auditor's letter. 

Regards, Meegan 


Here is a summary of answers from the Office of the Auditor General in response to questions mostly posed by Sen. Jim 
Ananich's office (the auditor added a few questions in the 11-page report). The questions came as the OAG conducts an 
audit of the Office of Drinking Water and Municipal Assistance's handling of the Flint water crisis. 

Conclusions: 

While the City Council voted in March 2013 to move to the KWA pipeline, it didn't designate the Flint River as an interim 
water source. But the DEQ had approved the river as a backup source for emergency purposes in 2006. The treated 
water met safety standards in quarterly tests by the Flint WTP, but Flint had never tested its effect on the distribution 
system. 

In an email review of key DEQ managers to determine if there was an effort to conceal information, only one email 
exchange raised red flags. The EPA had asked DEQ in February 2015 if Flint had a corrosion control program; the DEQ 
responded the city had an optimized program in place. But in April the EPA asked again, and the DEQ said that the Flint 
Water Treatment Plant (WTP) was not doing corrosion control. DEQ later explained that the first answer was referring to 
its LCR program, in which it monitors a new water source (in this case, the Flint river) for lead/copper for two 
consecutive six-month periods to determine if corrosion treatment is necessary. The report says there's no reason to 
believe that DEQ willfully misrepresented information to the EPA. It also concludes that ODWMA employees appeared 
to have notified management properly about the unfolding Flint water situation. 

DEQ did not consult with the EPA on how best to apply the Lead and Copper Rule (LCR) monitoring practices after the 
switch to Flint water, but from past experience, DEQ believed it was doing so correctly by doing two rounds of six-month 
monitoring on the new water source before determining optimal corrosion control. The EPA disagreed with DEQ's 
interpretation of the LCR, but later stated that the LCR was open to interpretation. It then clarified the rule; the upshot: 
corrosion controls already in place when Flint was on Detroit water should have been maintained after the switch. 

DEQ should have notified the Flint WTP to start corrosion controls once the first round of six-month sampling results 
arrived in late March 2015 and showed the water exceeded acceptable lead levels. 

DEQ doesn't oversee the Flint WTP so it doesn't have any accountability measures to ensure the WTP is collecting water 
samples from tier 1 homes, i.e., residences with lead service lines, soldering or plumbing. Instead, DEQ relies on Flint's 
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certification of sample sites. The auditor suggests DEQ should consider an independent verification of the sampling pool 
or Flint's certifications. In November 2015, Flint admitted that it had no way to ensure the sites were all tier 1. Water 
samples came from 175 randomly distributed testing bottles. DEQ has asked Flint to verify its prior samples by this 
Wednesday (12/30). 

There's been controversy that DEQ dropped two sampling sites with high lead levels from its second six-month review. It 
was appropriate for DEQ to do so because those sites did not meet federal criteria. It was also appropriate for DEQ to 
require flushing taps the night before sampling to ensure faucets didn't contain overly stagnant water. 

Charts show that most water samples were taken in the sixth month of the six-month testing period. The report said it's 
tough to determine if the lateness of the sampling affects the accuracy. 

The report ends with an excellent timeline. I have attached the report in case you want to review the timeline on page 
11 . 


From: Wyant, Dan (DEQ) 

Sent: Monday, Decern 

To: Snyder, Rick (GOV) Scott, Allison (GOV) <scottal2@michigan.gov>; Agen, Jarrod (GOV) 

<AgenJ@michigan.gov>; Baird, Richard (GOV) <bairdr@michigan.gov>; Muchmore, Dennis (GOV) 
<muchmored@michigan.gov>; Hollins, Flarvey (GOV) <hollinsh@michigan.gov>; Posthumus, Dick (GOV) 
<Posthumusd@michigan.gov>; Murray, David (GOV) <MurrayDl@michigan.gov>; Holland, Meegan (GOV) 
<HollandM2@michigan.gov>; Lyon, Nick (DHHS) <LyonN2@michigan.gov> 

Cc: Wyant, Dan (DEQ) <WyantD@michigan.gov> 

Subject: FW: Auditor General Letter - City of Flint Drinking Water 

FYI - Please see the attached letter. The Auditor General findings are consistent with the DEQ’s own 
internal review. The Auditor General delivered the letter to Senator Ananich late Wednesday, 
December 23, 2015. 

Please call me if you have any questions. 

Dan Wyant 
Director 

Attachment 


From: MI_Office_of_the_Auditor_General [nia.ijto^ri.a^ 

Sent: Wednesday, December 23, 2015 3:18 PM 

To: a lea vi lt@senate.michia3n.aov : sstud lev @sena te, raich iaa n .aov 

Cc: Hirst, Laura (OAG); Ringler, Doug (OAG); Wyant, Dan (DEQ); Sygo, Jim (DEQ) 

Subject: Auditor General Letter - City of Flint Drinking Water 

Please see the attached letter, which addresses your questions about the City of Flint's drinking water. 
We stand ready to answer any questions that you may have. Thank you. 
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From: 

Sent: 

To: 

Subject: 


Holland, Meegan (GOV) 

Monday, December 28, 2015 10:48 AM 
Thelen, Mary Beth (DEQ) 

RE: Auditor General Letter - City of Flint Drinking Water 


Thanks for the heads up! ! was just, about to call him. 


If he needs to call me, I'm in the office until noon, or my cell: 



From: Thelen, Mary Beth (DEQ) 

Sent: Monday, December 28, 2015 10:47 AM 

To: Holland, Meegan (GOV) <HollandM2@michigan.gov> 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 

Dan will get back to you in a few minutes with a change. Thanks. 

Mary Beth 

Mary Beth Thelen 

Management Assistant to Director Dan Wyant 
Department of Environmental Quality 

Constitution Hall, 6th Flo or South 

Phone: 517-284-6712 or l ^iLliiu;S^gsai e| 

Fax:517-241-7401 

Thelenni2 @ michi cj an.cj 0 v 


From: Holland, Meegan (GOV) 

Sent: Monday, December 28, 2015 10:12 AM 
To: Wyant, Dan (DEQ) 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 


Dan - 

Dave shared with me the draft of the report. We're eager for the OAG to release this. Meanwhile, I wrote a summary of the conclusions for the Governor's 
senior staff. Could you read this for accuracy? I'd very much appreciate your feedback. 

We will likely give a version of this to reporters who ask about the auditor's letter. 
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Regards, Meegan 


Here is a summary of answers from the Office of the Auditor General in response to questions mostly posed by Sen. Jim Ananich's office (the auditor added a 
few questions in the 11-page report). The questions came as the OAG conducts an audit of the Office of Drinking Water and Municipal Assistance's handling of 
the Flint water crisis. 

Conclusions: 

While the City Council voted in March 2013 to move to the KWA pipeline, it didn't designate the Flint River as an interim water source. But the DEQ had 
approved the river as a backup source for emergency purposes in 2006. The treated water met safety standards in quarterly tests by the Flint WTP, but Flint had 
never tested its effect on the distribution system. 

In an email review of key DEQ managers to determine if there was an effort to conceal information, only one email exchange raised red flags. The EPA had asked 
DEQ in February 2015 if Flint had a corrosion control program; the DEQ responded the city had an optimized program in place. But in April the EPA asked again, 
and the DEQ said that the Flint Water Treatment Plant (WTP) was not doing corrosion control. DEQ later explained that the first answer was referring to its LCR 
program, in which it monitors a new water source (in this case, the Flint river) for lead/copper for two consecutive six-month periods to determine if corrosion 
treatment is necessary. The report says there's no reason to believe that DEQ willfully misrepresented information to the EPA. It also concludes that ODWMA 
employees appeared to have notified management properly about the unfolding Flint water situation. 

DEQ did not consult with the EPA on how best to apply the Lead and Copper Rule (LCR) monitoring practices after the switch to Flint water, but from past 
experience, DEQ believed it was doing so correctly by doing two rounds of six-month monitoring on the new water source before determining optimal corrosion 
control. The EPA disagreed with DEQ's interpretation of the LCR, but later stated that the LCR was open to interpretation. It then clarified the rule; the upshot: 
corrosion controls already in place when Flint was on Detroit water should have been maintained after the switch. 

DEQ should have notified the Flint WTP to start corrosion controls once the first round of six-month sampling results arrived in late March 2015 and showed the 
water exceeded acceptable lead levels. 

DEQ doesn't oversee the Flint WTP so it doesn't have any accountability measures to ensure the WTP is collecting water samples from tier 1 homes, i.e., 
residences with lead service lines, soldering or plumbing. Instead, DEQ relies on Flint's certification of sample sites. The auditor suggests DEQ should consider an 
independent verification of the sampling pool or Flint's certifications. In November 2015, Flint admitted that it had no way to ensure the sites were all tier 1. 
Water samples came from 175 randomly distributed testing bottles. DEQ has asked Flint to verify its prior samples by this Wednesday (12/30). 

There's been controversy that DEQ dropped two sampling sites with high lead levels from its second six-month review. It was appropriate for DEQ to do so 
because those sites did not meet federal criteria. It was also appropriate for DEQ to require flushing taps the night before sampling to ensure faucets didn't 
contain overly stagnant water. 
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Charts show that most water samples were taken in the sixth month of the six-month testing period. The report said it's tough to determine if the lateness of the 
sampling affects the accuracy. 

The report ends with an excellent timeline. I have attached the report in case you want to review the timeline on page 11. 


From: Wyant, Dan (DEQ) 

Sent: Monday, December 28, 2015 9:49 AM 

To: Snyder, Rick (GOV) Scott, Allison (GOV) <scottal2(® Agen, Jarrod (GOV) <AgenJ;5}^ Baird, Richard 

(GOV) <baj.rd^ Muchmore, Dennis (GOV) <fIMlLf.T.\or.e4^ Hollins, Harvey (GOV) <b.0l i ifl'A 1.1 rSI’ fTlif-.b ^ Posthumus, Dick 

(GOV) <Posthyn.^ Murray, David (GOV) <M.urraypi.^.Qt|chJg3rs.goy>; Holland, Meegan (GOV) <Hgj|andM2® Lyon, Nick 

(DHHS) 

Cc: Wyant, Dan (DEQ) <WyantD^ 

Subject: FW: Auditor General Letter - City of Flint Drinking Water 

FYI - Please see the attached letter. The Auditor General findings are consistent with the DEQ’s own internal review. The Auditor 
General delivered the letter to Senator Ananich late Wednesday, December 23, 2015. 

Please call me if you have any questions. 

Dan Wyant 
Director 

Attachment 


From: MI_Office_of_the_Auditor_General [ mail to: mi auditor ger=erag@audaefLmichigan.gov ] 

Sent: Wednesday, December 23, 2015 3:18 PM 

To: a:eayitt@seoate : m(chi sstydieyg^ 

Cc: Hirst, Laura (OAG); Ringler, Doug (OAG); Wyant, Dan (DEQ); Sygo, Jim (DEQ) 

Subject: Auditor General Letter - City of Flint Drinking Water 

Please see the attached letter, which addresses your questions about the City of Flint's drinking water. 
We stand ready to answer any questions that you may have. Thank you. 
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From: 

Sent: 

To: 

Subject: 


Holland, Meegan (GOV) 

Monday, December 28, 2015 11:01 AM 
Wyant, Dan (DEQ) 

RE: Auditor General Letter - City of Flint Drinking Water 


Will do. Thanks for the feedback. And safe travels today! :} 


From: Wyant, Dan (DEQ) 

Sent: Monday, December 28, 2015 10:59 AM 

To: Holland, Meegan (GOV) <HollandM2@michigan.gov> 

Cc: Wyant, Dan (DEQ) <WyantD@michigan.gov> 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 
Importance: High 

Good Morning Meegan, 

This looks excellent with one word change - 5 th paragraph , please change the word oversee to 
operate. (Change to: DEQ doesn’t operate...) 

Thank you. 

Dan Wyant 
Director 


From: Holland, Meegan (GOV) 

Sent: Monday, December 28, 2015 10:12 AM 
To: Wyant, Dan (DEQ) 

Subject: RE: Auditor General Letter - City of Flint Drinking Water 


Dan - 

Dave shared with me the draft of the report. We're eager for the OAG to release this. Meanwhile, I wrote a summary of 
the conclusions for the Governor's senior staff. Could you read this for accuracy? I'd very much appreciate your 
feedback. 

We will likely give a version of this to reporters who ask about the auditor's letter. 

Regards, Meegan 
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Here is a summary of answers from the Office of the Auditor General in response to questions mostly posed by Sen. Jim 
Ananich's office (the auditor added a few questions in the 11-page report). The questions came as the OAG conducts an 
audit of the Office of Drinking Water and Municipal Assistance's handling of the Flint water crisis. 

Conclusions: 

While the City Council voted in March 2013 to move to the KWA pipeline, it didn't designate the Flint River as an interim 
water source. But the DEQ had approved the river as a backup source for emergency purposes in 2006. The treated 
water met safety standards in quarterly tests by the Flint WTP, but Flint had never tested its effect on the distribution 
system. 

In an email review of key DEQ managers to determine if there was an effort to conceal information, only one email 
exchange raised red flags. The EPA had asked DEQ in February 2015 if Flint had a corrosion control program; the DEQ 
responded the city had an optimized program in place. But in April the EPA asked again, and the DEQ said that the Flint 
Water Treatment Plant (WTP) was not doing corrosion control. DEQ later explained that the first answer was referring to 
its LCR program, in which it monitors a new water source (in this case, the Flint river) for lead/copper for two 
consecutive six-month periods to determine if corrosion treatment is necessary. The report says there's no reason to 
believe that DEQ willfully misrepresented information to the EPA. It also concludes that ODWMA employees appeared 
to have notified management properly about the unfolding Flint water situation. 

DEQ did not consult with the EPA on how best to apply the Lead and Copper Rule (LCR) monitoring practices after the 
switch to Flint water, but from past experience, DEQ believed it was doing so correctly by doing two rounds of six-month 
monitoring on the new water source before determining optimal corrosion control. The EPA disagreed with DEQ's 
interpretation of the LCR, but later stated that the LCR was open to interpretation. It then clarified the rule; the upshot: 
corrosion controls already in place when Flint was on Detroit water should have been maintained after the switch. 

DEQ should have notified the Flint WTP to start corrosion controls once the first round of six-month sampling results 
arrived in late March 2015 and showed the water exceeded acceptable lead levels. 

DEQ doesn't oversee the Flint WTP so it doesn't have any accountability measures to ensure the WTP is collecting water 
samples from tier 1 homes, i.e., residences with lead service lines, soldering or plumbing. Instead, DEQ relies on Flint's 
certification of sample sites. The auditor suggests DEQ should consider an independent verification of the sampling pool 
or Flint's certifications. In November 2015, Flint admitted that it had no way to ensure the sites were all tier 1. Water 
samples came from 175 randomly distributed testing bottles. DEQ has asked Flint to verify its prior samples by this 
Wednesday (12/30). 

There's been controversy that DEQ dropped two sampling sites with high lead levels from its second six-month review. It 
was appropriate for DEQ to do so because those sites did not meet federal criteria. It was also appropriate for DEQ to 
require flushing taps the night before sampling to ensure faucets didn't contain overly stagnant water. 

Charts show that most water samples were taken in the sixth month of the six-month testing period. The report said it's 
tough to determine if the lateness of the sampling affects the accuracy. 

The report ends with an excellent timeline. I have attached the report in case you want to review the timeline on page 
11 . 


From: Wyant, Dan (DEQ) 

Sent: Monday, December 28, 2015 9:49 AM 
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To: Snyder, Rick (GOV) Scott, Allison (GOV) < scottal2@rmch;gari.goy >; Agen, Jarrod (GOV) 

< Age ni ffi rrsichigan.gov >: Baird, Richard (GOV) < bairdrffirnichigan.gov >; Muchmore, Dennis (GOV) 

< muchmarsdffimsth:'gan,goy >; Hollins, Harvey (GOV) < hoilinshgi?rnichigan,gov >: Posthumus, Dick (GOV) 
< Posthumusdffimichlgan,gov >: Murray, David (GOV) < M u rra v D 1 ffi m ichjga n .gov > ; Holland, Meegan (GOV) 
< HoHandM2ffimlchig3n.gov >: Lyon, Nick (DHHS) < LyonN2ffimichigan.gov > 

Cc: Wyant, Dan (DEQ) < WyantDffirnichigan.gov > 

Subject: FW: Auditor General Letter - City of Flint Drinking Water 


FYI - Please see the attached letter. The Auditor General findings are consistent with the DEQ’s own 
internal review. The Auditor General delivered the letter to Senator Ananich late Wednesday, 
December 23, 2015. 

Please call me if you have any questions. 

Dan Wyant 
Director 


Attachment 


From: MI_Office_of_the_Auditor_General [ ma-llcxrni auditor Qer=eral@audaen.mlchigan.aov1 

Sent: Wednesday, December 23, 2015 3:18 PM 

To: ^y.dfey@.^o.^^fc.b.i9§Q:3.Qy 

Cc: Hirst, Laura (OAG); Ringler, Doug (OAG); Wyant, Dan (DEQ); Sygo, Jim (DEQ) 

Subject: Auditor General Letter - City of Flint Drinking Water 

Please see the attached letter, which addresses your questions about the City of Flint's drinking water. 
We stand ready to answer any questions that you may have. Thank you. 
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From: 

Sent: 

To: 

Subject: 


Holland, Meegan (GOV) 

Monday, January 04, 2016 5:21 PM 

'Stoken, Laura (GOV)'; Murray, David (GOV); Agen, Jarrod (GOV) 
RE: Additional Steps for Flint 


Thanks for this, Laura. Very helpful to know about this! 


From: Stoken, Laura (GOV) 

Sent: Monday, January 04, 2016 3:12 PM 

To: Holland, Meegan (GOV) < HoiiandM2@michigan.gov >; Murray, David (GOV) < MurravDl@michigan.gov >; Agen, 
Jarrod (GOV) < AgenJ@michigan,gav > 

Subject: FW: Additional Steps for Flint 

FYI: The below e-mail came into the Governor’s public facing account- I forwarded this onto ALS but 
figured you might want this on your radar 


Laura Stoken 

Manager, Constituent Relations 

Executive Office of the Governor, Rick Snyder 

517.335.7858 


From: Rep. Sheldon Neeley (District 34) fmaiito:5heidonNeeie v@ house.mi.gov1 
Sent: Monday, January 04, 2016 2:24 PM 

GovernorsOffice ^^^^^^^^^^^^^^^^^^^|Snyder, (GOV) Muchmore, 

Dennis (GOV) < muchmored@michigan.gov > 

Subject: Additional Steps for Flint 

Governor Snyder, 

In the interest of being sensitive to the unforeseen problems that will affect children of this Flint Water Crisis, I am 
formally requesting you to forgive the debt balance currently imposed on the Flint Community Schools. I make this 
request because this school district will have the majority burden of addressing issues relating to the lead intrusion into 
the blood of children in this school system. There will be untold problems for years to come that will require an already 
overwhelmed school district to be required to meet the needs of these children who are victims of this disaster. 


Respectfully, 

Sheldon Neeley 
State Representative 
34 th District 




From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Monday, December 28, 2015 9:45 AM 
Brownfield, Michael (GOV) 

Fwd: Today's Briefing 

FLint Outline of Role and Responsibility.docx; ATT00001.txt 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: "Baird, Richard (GOV)" <bairdr @ michi g an. g o v> 

Date: Dec 24, 2015 10:23 AM 
Subject: Today's Briefing 

To: "Snyder, Rick (GOV)"^^^^^^^^^^^^^^^^'Hollins, Harvey (GOV)" 

< hoilinsh@michigan.gov >. "Holland. Meegan (GOV)" < HollandM2@onchman.gov >."Agen. Jarrod (GOV)" 
< Agen J (S)rni c liigan .go v> 

Cc: 

Sorry for the late submission. Been trying to work this issue across various stakeholder groups and balance 
holiday commitments. Our Agenda (with Harvey adding under "Other": 

1. Review FLH Role and Responsibility as confirmed with FAATF (attachment (with some revision since 
meeting) 

2. Other AATF Issues 

a) schedule a conference call with Governor outlining current status 

b) follow up with a letter discussing DEQ and leadership culture findings 

c) Imminent Danger Declaration request 

d) Concerns with Leadership appointments about to be made and DHHS recent responses/findings 

e) Shared confidential plan relative to January 4 personnel actions 

3. Discuss communications strategy as envisioned by MH, JA and RB last night (Meegan will be on call— 
Maybe Jarrod too busy not sure about yet) 

4. Other (Harvey Hollins will deal with anything I missed) 


l 


Outline of Role and Responsibility— Harvey Hollins 

Flint After Action Task Force and Local/County/State Coordination 

Key Activities Draft 


I. Confirm key stakeholders that should convene on a regular basis to do the following: 

a. Identify resources and support required to manage continued testing, cognitive 
assessment, updates on progress, impediments, community outreach, etc. 

b. Assess delivery of resources protocols and adjust (door to door, neighborhood centers, 
etc.) 

c. Agree a communications strategy within the stakeholder community and aggressively 
inform the residents of Flint of resources available and consequences of inaction. 

II. Create a short/medium and long term plan to capture roles and responsibilities at the local, 
county, state (and federal if appropriate) levels which will be reviewed and approved by the key 
stakeholder body. 

III. Be responsive to mayor, media, residents and all stakeholders about what currently is being 
done and how the way forward is being envisioned and agreed by stakeholder leadership. 

IV. Work to eliminate duplication of effort and ensure that members of the science community 
engaged in assessing and protecting the public health have unfettered access to data, reports, 
etc. and establish a mutually agreeable process to surface and resolve conflicting interpretations 
of data when it occurs. 

V. Coordinate with State departments (DHHS, DEQ, Executive Office) to secure funding needed and 
subject matter resources to ensure long term monitoring and remediation efforts. 

VI. Ensure that the recommendations of the After Action Task Force are executed. 

VII. Provide weekly status updates to Governor Snyder and members of his team charged with 
supporting the Chief Coordinator. 

VIII. Determine how what is being done in Flint is relevant to other communities and needs to be 
shared as part of a state wide strategy. This may also impact future policy development to 
address long term infrastructure remediation. 



Thanks, 

Rich 

Sent from my iPad 



From: Hall, Jean (GOV) 

Sent: Monday, November 16, 2015 10:22 AM 

To: Stoken, Laura (GOV) 

Cc: Lukasik, Liz (GOV); Brownfield, Michael (GOV) 

Subject: RE: Current Flood Emergency - McNeil Technologies, Inc. to Governor Rick Snyder 


Did anyone respond to you on this? It seems to me they should he referred to Procurement, so they can go through the 
same process as everyone else who wants to do business with the state - if we respond at all. 


Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H a I i i 16 (S3 m I eh iga n. gov 

517-241-5493 


From: Stoken, Laura (GOV) 

Sent: Thursday, November 12, 2015 3:31 PM 
To: Hall, Jean (GOV) < haiiil6@michigan.gov > 

Cc: Lukasik, Liz (GOV) < LukasikL@ rnichigan.gov > 

Subject: FW: Current Flood Emergency - McNeil Technologies, Inc. to Governor Rick Snyder 

I'm not. sure who this should go to? IS this something Strategy .should be getting? 

Thanks, 

Laura 


From: Ronald McNeil f 
Sent: Thursday, November 12, 2015 3:30 PM 
To: Snyder, Rick (GOV) | 



Subject: Fwd: Current Flood Emergency - McNeil Technologies, Inc. to Governor Rick Snyder 


Good Day Governor Rick Snyder, 

Please confirm receipt of the attached Request to assist Flint, Michigan and surrounding areas in assessing and 
solving the current flood emergency. 

Please provide the correct point of contact information for instructions and a better understanding of this 
process and how to work in tandem with your office. 

Kindest Regards, 


l 



Ron McNeil 

McNeil Technologies, Inc. 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Paciorek, Josh (GOV) 

Monday, January 26, 2015 9:16 AM 

Agen, Jarrod (GOV); Wurfel, Sara (GOV); Biehl, Laura (GOV); Brown, Jessica (GOV); 
Rexford, Tori (GOV); Murray, David (GOV); Silfven, Ken (GOV) 

RE: Hit Time and Focus for Today's 1 la b 

Adressing Flint's Water Concerns final. docx; Flint Water TPs.docx; 

PR. 1 501 1 6.SameSex.docx 


Hi team, 


Here are the talking points regarding Flint water, the doc addressing Flint' Water Concerns, and the Gov's statement on 
the Supreme Court/Same-sex. 


I don't think the Gov has said anything public regarding Flint water, hut S doubled check and still didn't find any articles, 
quotes, etc. There was this article about Mayor Wailing's ietter to the gov regarding Flint water: 
http://www.rn jive-com/news./fjlnt/index,ssf/2015/01/f1int mayor asks governor for.html 


Josh 


From: Agen, Jarrod (GOV) 

Sent: Monday, January 26, 2015 8:52 AM 

To: Wurfel, Sara (GOV); Biehl, Laura (GOV); Brown, Jessica (GOV); Paciorek, Josh (GOV); Rexford, Tori (GOV); Murray, 
David (GOV); Silfven, Ken (GOV) 

Subject: RE: Hit Time and Focus for Today's 11a b 


I've asked Josh to pull Gov's statement on Supreme Court/Same-Sex to refresh Gov. 
Also - we'll need anything state has said on Flint water (if anything). 


From: Wurfel, Sara (GOV) 

Sent: Monday, January 26, 2015 8:50 AM 

To: Agen, Jarrod (GOV); Biehl, Laura (GOV); Brown, Jessica (GOV); Paciorek, Josh (GOV); Rexford, Tori (GOV); Murray, 
David (GOV); Silfven, Ken (GOV) 

Subject: FW: Hit Time and Focus for Today's 11a b 

Importance: High 

FY! 


From: Malzberg, Marie [ ma Uto: Ha he, Ha Izherq @tu rner.com ] 

Sent: Monday, January 26, 2015 8:46 AM 
To: Wurfel, Sara (GOV) 

Subject: Hit Time and Focus for Today's 11a b 

Importance: High 

Good Morning Sara! 

As of now, we have Governor Snyder hitting with John Berman and Kate Bolduan at about 
1 1:20a ET. The FOX studio is good to go! 


i 



Thanks again! 
Marie 


MARIE MALZBERG 

CNN SR. EDITORIAL PRODUCER 


917 - 751-5728 

MARjE.MAITBERG@TIJRNER.COM 

@MARBECNN 
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Addressing Flint’s Water Concerns 


Recent events have raised concerns among many as to the safety and quality of the water 
provided by the City's utility system. The City is and continues to be committed to assuring 
that residents and visitors know that the water is safe and that those responsible for 
providing water are working every day to improve the quality of the water. The quality of the 
water does need improvement, but that is not to be confused with safety of the water. The 
recent notice by MDEQ clearly stated that the water provided by the utility system is safe to 
drink, but cautioned that some vulnerable groups may want to consult with their health care 
provider if they have concerns. The City remains committed to their efforts to assure that the 
water is safe for everyone and that quality is improved. 


To date, the City has taken the following actions: 

• As an integral part of the transition to the Flint River on a temporary basis, the MDEQ 
was consulted about the City’s plans, and ultimately issued necessary permits to proceed. 
The City also engaged the services of the LAN engineering firm to guide the city in 
installing the necessary equipment to treat the water on an ongoing basis. This resulted in 
the development of a comprehensive drinking water plan. 

• The City monitors its water quality on a daily basis to assure that water quality remains 
within established guidelines. With the variances in water temperature and the leakage 
and infiltration problems arising as the result of failure of parts of the distribution system, 
water quality did exceed, for a time some of the established guidelines. This resulted in 
the issuance of the recent notices to the public. Upon receipt of information that some 
guidelines were exceeded, the City’s priority focus was to bring water quality back within 
guidelines. Efforts taken to address non-compliance included increasing water flow 
through valve replacements and hydrant flushing and optimizing treatment processes. 

• The City has committed to increasing communication with the public in order to inform 
water users factually of the issues which have arisen, to alleviate unnecessary concern, to 
identify the steps being taken to address the issues. This is being implemented through 
detailed and easy to understand educational materials being made available both online 
and at City Hall, as well as through ongoing public informational meetings. 

• Most recently, in light of recent concerns raised by resident groups over the quality and 
safety of water, Department of Public Works Director Howard Croft and his staff 
collected questions from citizens during a recent public meeting. After reviewing these 
questions, DPW Director Croft and his staff set out to answer them in concise detail; the 
result of that work is a full Water System Questions and Answers document which has 
been made available online. Along with the detailed information within, the document 
also contains links to other source documents and regulatory statutes found online which 
were used as reference. “We want the residents, businesses and visitors of Flint to know 
that the water in Flint is safe and that we are working every day to make improvements to 
our system to ensure that,” said Croft. “Our goal is make sure we get people the 



information on our efforts and assure them that we are on the right track with them.” 
More documentation, including regular water quality monitoring reports, will be made 
available as they become ready for distribution. 

• Additionally, a number of public meetings have and will continue to take place. Two of 
the most recent of these took place at the Antioch Baptist Church and the Mott 
Community College Regional Technology Center. These meetings were held by 
concerned neighborhood groups and were attended by Mayor Walling and DPW Director 
Croft. At both meetings, citizens voiced their concerns and asked questions about water 
quality and the recent violation notice. Director Croft offered detailed answers to 
common questions, but also offered to investigate specific water issues raised by 
residents in which the City could offer assistance. Those in attendance came away with a 
better understanding of the issues surrounding the drinking water in their community. 

• The City of Flint will be hosting a water presentation on Wednesday, January 21, 2015 at 
7pm. That presentation will held in the City Hall Dome and will feature information 
detailing water treatment, water distribution and the steps being taken to ensure that 
citizens get water that meets all regulatory' safety and quality standards. City DPW 
officials Howard Croft and Daugherty Johnson, Utilities Administrator, will be joined on 
a panel by representatives from the Genesee County Drain Commissioner’s office, the 
Michigan Department of Environmental Quality and LAN engineering. Written questions 
from the audience will be collected during the presentation and answered by the panel 
after the presentation. 

• The City of Flint has also determined that in light of the serious concerns raised, it will 
secure the services of an external firm with expertise in managing drinking water quality 
to assess the steps that the city has taken, to make recommendations as to other steps to 
be taken, to oversee their implementation, and to monitor operations until the City’s 
water source becomes the KWA.. A Request for Proposal was issued on January 15, 
2015, with proposals due back on January 26. 


The DWSD Question: 

As a result of the concerns raised, several community members have suggested that the City 
reconnect to the Detroit Water and Sewer Department (DWSD). DWSD has advised that they 
would be willing to allow such a reconnection without a hook-up fee. However, the City would 
be obligated to pay a fixed monthly charge of $846,700 plus the $14.92/Mcf cost of water itself. 
The City’s analysis of the DWSD proposal concludes that the City’s cost would increase by 
more than $12 million per year at the proposed rates, and could increase even more as proposed 
rates are subject to change after July 1, 2015. This increase in costs would not be in the best 
interests of the City or its water users, as the City is committed to assuring safety and improving 
water quality by following its current plan, and reconnecting to DWSD would likely require 
deferment of existing capital improvements or an additional increase in rates. 



Talking Points: 


The City, in conjunction with the Dept, of Environmental Quality, is working diligently... every 
day...to ensure Flint residents have access to clean, safe water. To that end, the City has 
issued an RFP soliciting expert assistance to assure the City is doing everything it needs to be 
doing. 

The city continues to work closely with staff from the Department of Environmental Quality 
(DEQ) to ensure water meets safety guidelines, that water operations are managed properly, 
and all regulations are met. 

The city is committed to addressing the issue and continues to pursue its strategy. 


Background: 

On December 16, 2014, the City of Flint received a violation notice from the Michigan 
Department of Environmental Quality (DEQ), stating the City water samples were in violation of 
Maximum Contaminant Levels (MCL), a violation of the Safe Drinking Water Act (PA 399 of 
1976). 

The DEQ considers the violation period to have begun December 1, 2014. The violation was 
triggered when water sample reports showed that the City's water quality, on average, exceed 
the total allowable level of Disinfection Byproducts during the first three quarters of 2014. 
Further, four of the City's eight water sample site locations individually exceeded allowable 
MCL levels during the same period of 2014. 

These conditions are considered a Tier 2 violation and, as a result, the City was required to 
notify the public of these contamination levels by January 10, 2015 (which was done) and 
continue to notify them every three months until the violation is resolved. 

The City outlined some potential remedies to the problem in its initial Operational Evaluation 
Report, dated November 26, 2014. These potential remedies are intended to be implemented 
in stages. Stage 1 consists of actions that can be implemented without any new construction 
within the distribution system and are due to be implemented by early March 2015. 

• Troubleshooting of the ozone system. 

• Implementation of different testing methods. 

• Operational changes at the WaterTreatment Plant. 

• Increase water main flushing efforts to minimize stagnant water. 

• Identify areas with high water age and implement preemptive measures. 


The City will be providing additional potential solutions when it updates the Operational 
Evaluation Report, which must be submitted to the DEQ by March 1, 2015. 



To date, the City has taken the following actions: 


As an integral part of the transition to the Flint River on a temporary basis, the MDEQ was 
consulted about the City's plans, and ultimately issued necessary permits to proceed. The 
City also engaged the services of the LAN engineering firm to guide the city in installing the 
necessary equipment to treat the water on an ongoing basis. This resulted in the development 
of a comprehensive drinking water plan. 

The City monitors its water quality on a daily basis to assure that water quality remains within 
established guidelines. With the variances in water temperature and the leakage and 
infiltration problems arising as the result of failure of parts of the distribution system, water 
quality did exceed, for a time, some of the established guidelines. This resulted in the issuance 
of the recent notices to the public. 

Efforts taken to address non-compliance included increasing water flow through valve 
replacements and hydrant flushing and optimizing treatment processes. 

The City has committed to increasing communication with the public in order to inform water 
users factually of the issues which have arisen, to alleviate unnecessary concern and to identify 
steps being taken to address the issues. This is being implemented through detailed 
educational materials being made available both online and at City Hall, as well as through 
public informational meetings. Additionally, a full Water System Questions and Answers 
document is available online. 

Additional information: 


State and city officials have said exposure to TTHM is a long-term concern for some if they drink 
water with elevated TTHM for several decades . 

Notices indicated that Flint water is safe to drink but warns those with a "severely 
compromised immune systems or who are elderly" may be at increased risk and should seek 
advice about drinking water from your health care provider. 

The city and county are partners in the Karegnondi Water Authority, which is building a pipeline 
to Lake Huron to bring lake water here for use by the end of 2016. 

Returning to DWSD would add approximately $1 million (monthly) to the City expenses. 



Attachment Redacted as Irrelevant 



From: 

Sent: 

To: 

Subject: 


Emmitt, Beth (GOV) 

Wednesday, February 18, 2015 9:42 AM 
Agen, Jarrod (GOV) 

FW: Tues meeting 


From: Scott, Allison (GOV) 

Sent: Tuesday, February 17, 2015 7:07 PM 
To: Emmitt, Beth (GOV) 

Cc: Wisniewski, Wendy (GOV) 

Subject: Fwd: Tues meeting 

Let's see if there is time on thurs that work for john and Jarrod per the below 
Wendy see cos agenda items below 
Sent from my iPhone 
Begin forwarded message: 

From: Rick Snyder 

Date: February 17, 2015 at 1 1:10:28 AM EST 
To: Allison Scott <allison @r ickfbrmichig a n.com> 

Subject: Re: Tues meeting 


Also, can we check on having a COS meeting this week? 1 didn’t see one. Might want to have 
John Walsh and Jarrod there. Would like to run through our list of priorities and make sure we 
are on top of things: 

Major events: 

Econ Dev and Ed summit in March 
Energy Message in March 
Road campaign in May 
Budget in June 
Criminal Justice in spring 

Other: 

Tax credits 

Local and school transparency 
CTE 

Flint water 
Flint schools 
DPS 

Wayne County 


l 



From: 

Sent: 

To: 

Subject: 


Wurfel, Sara (GOV) 

Friday, October 02, 2015 10:35 AM 
Agen, Jarrod (GOV) 

RE: Flint 


Those three issues are among the 5-6 others we were going to cover on the pre-brief call at 11 a.m. info was changing 
even this am particularly on first issue. 

Can it wait until then and when we have Dan, Mick and Dr. Weils in room? 


From: Agen, Jarrod (GOV) 

Sent: Friday, October 02, 2015 10:32 AM 

To: Wurfel, Sara (GOV) < Wurfeis@rnichigan.gov > 

Subject: Fwd: Flint 


Can you get me answers to these q's? 
Josh already sent updated infographics. 


Begin forwarded message: 

From: "Snyder, Rick (GOV)" 

Date: October 2, 2015 at 

To: "Agen, Jarrod (GOV)" <A ge n J @m ich.i g a n . g o v> 

Cc: "Scott, Allison (GOV)" <scotta 'i 2@michigan. gov > 

Subject: Flint 

Do we have updated infographs? 

Do we have an answer as to how to reconcile what Genesse County said yesterday with what we 
are saying today? 

Any more info on the timing of fdter availability? 

Best way to talk about discussions with GLWA? 

Thanks 

Rick 


Sent from my iPad 



From: 

Clement, Elizabeth (GOV) 

Sent: 

Tuesday, October 06, 2015 8:22 AM 

To: 

Agen, Jarrod (GOV) 

Cc: 

Scott, Allison (GOV); Muchmore, Dennis (GOV) 

Subject: 

Re: Flint Water updates 


Nick Lyon plays a part in all of this too with testing and filters etc. We will need his updates as well. 

Sent from my iPad 

> On Oct 6, 2015, at 8:20 AM, Agen, Jarrod (GOV) < Agenj@rnichigan.gov > wrote: 

> 

> Update from Dan in briefing. Comms to also send update for briefing on stories or announcements upcoming. But Dan 
will have most accurate testing and analysis details to report. 

> 

> 

> 

> 

» On Oct 6, 2015, at 8:14 AM, Scott, Allison (GOV) < scottal2@rnichig3n.gov > wrote: 

» 

» What is most effective accurate rout? Dan provided update for briefing each day or does Comms shop speak to DEQ 
Comms and provide? 

» 

» Sent from my iPhone 

» 

»> On Oct 6, 2015, at 8:05 AM, Snyder, Rick (GOV) wrote: 

»> 

»> We need a better update system re Flint Water. 

»> 

»> I saw in the press this am that DHHS announced yesterday that water filters would start being given out today. This 
should have come internally with more detail. I had press questions last night. 

»> 

»> Overall, we should have a daily report on Flint until our recommendations are fully implemented. 

»> 

»> For example: 

»> 1. What are the water test results from the public schools? 

»> 2. How many free test have been requested? How many have been done? How many remain and how long have 
they been waiting? What are the results - no lead, lead consistent with history, higher levels? 

»> 3. How many filters have been distributed? How many unfulfilled requests? 

»> 4. New blood test results? Especially in the two zip codes. 

»> 5. Analysis of tech advisory group 

>» 6. Analysis of the GLWA vs. Flint River vs. KWA. 

»> 

»> Thanks 
»> Rick 
»> 

»> Sent from my iPad 


l 



From: 

Sent: 

To: 

Subject: 


Murray, David (GOV) 

Tuesday, October IB, 2015 11:42 AM 
Agen, Jarrod (GOV) 

Fwd: Media Cali: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


Sent from my iPhone 
Begin forwarded message: 

F rom: Michelle Zdrodowski <miehelle.zdrodowski @ detroitk 1 2.org> 

Date: October 13, 2015 at 11:24:21 AMEDT 

To: "cormers p@m ichig a n .go v" <cormers p@ michigan.g o v>. dennis Muchmore 
< muchmored@michigan.gov >, John Walsh <walshj@michigan.gov >,. Karen McPhee 
< mcpheek 1 @michigan, gov >. "Murray, David (GOV)" < Mnrray D 1 @michi gan . go v >. "Nick 
Khouri" <khouri n@ michi ga n .go v>. Rich Baird <bairdr @ michigan. g o v>. "Terry Stanton" 
< stantont@michi gan. gov >, Tom Saxton < saxtont@.michigan.gov >. wurfels 
< wiirfels@mi.chi gan . go v> . Rick Snyder 

Cc: Kelly Rossman-McKinney <krossman @ troscottrossman.com>. Darnell Earley 
< darnell earley@detroi.tkl 2,org > 

Subject: Fw: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 
All, 


Mr. Earley asked me to share with you his response to the below media inquiry. It was as 
follows: 


"The decision to separate from DWSD and go with the Karegnondi Water Authority, including 
the decision to pump Flint river water in the interim, were both a part of a long-term plan that 
was approved by Flint's Mayor, and confirmed by a City Council vote of 7-1 in March of 2013 - a 
full seven months before I began my term as Emergency Manager. That vote was supported 
and signed into emergency order by then Emergency Manager Edward Kurtz on March 29, 

2013. It was my responsibility to implement the previously accepted and approved plan as the 
contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger 
concern that everyone should be focused on moving forward is what is done in the long-term to 
replace the crumbling water distribution system that exits throughout Flint and Genesee 
County." 

Please let him know if you have any questions. 

Thanks. 

l 



Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 

Detroit Public Schools 

3011 W. Grand Boulevard, 14th Floor 

Detroit, Ml 48202 

313.873.3238, office 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his 
decision the switch the water system. As soon as he's done writing, he will issue it online but 
wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 


Fisher Building, 14th Floor 
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3011 West Grand Boulevard 


Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: Scott, Allison (GOV) 

Sent: Tuesday, October IS, 2015 1:10 PM 

To: Agen, Jarrod (GOV) 

Subject: Fwd: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


See below 

Sent from my iPhone 
Begin forwarded message: 

From: "Stoken, Laura (GOV)" <StokenIig! m iehig a ii. go v> 

Date: October 13, 2015 at 1:03:33 PMEDT 

To: "Scott, Allison (GOV)" <scottal 2 @ mich iga n. go v> 

Cc: "Hansen, Rachel (GOV)" < hansenr3ra).michigan.gov > 

Subject: FW: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley 
Response 

Hey AHison, 

This came into the Governor's public facing e-mail. 

Thanks, 

Laura 


From: Wurfel, Sara (GOV) 

Sent: Tuesday, October 13, 2015 11:49 AM 

To: Kelly Rossman-McKinney < krossman@truscottrossm3n.com > 

Cc: Michelle Zdrodowski < rnichelie.zdrodowski@detroitkl2.org >; connersp@rnichigan.gov; Muchmore, 
Dennis (GOV) < mucbmored@michigan.gov >; Walsh, John (GOV) < VVaishj@michigan.gov >; McPhee, 
Karen (GOV) < McFheeKl@michigan.gov >; Murray, David (GOV) < Murrav01@michigan.gov >; Khouri, 
Nick (TREASURY) < KhouriN@rnichigan.gov >; Baird, Richard (GOV) < bairdr@michigan.gov >; Stanton, 
Terry A. (Treasury) <StantonT@michigan.gov>; Sax ton, Thomas (Treasury) < SaxtonT@michigan.gov >; 
Snyder, Rick (GOV)^^^^^^^^^^^^^^^^)arnell Earley < dameH.earley@detroitkl2.org > 
Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 

Calling you now, Michelle. 


Thanks much, 
SW 


Sara Wurfel 

Press Secretary | Executive Office of Governor Rick Snyder 
Sent from my iPhone 
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On Oct 13, 2015, at 11:37 AM, Kelly Rossman-McKinney < krossman(a).tmscottrossman.coni > 
wrote: 


Works for me! 

Sent from my iPhone 

On Oct 13, 2015, at 11:24 AM, Michelle Zdrodowski 

< miche[le.zdrodowski@.detroitk1 2 org > wrote: 


All, 


Mr. Earley asked me to share with you his response to the below 
media inquiry. It was as follows: 


"The decision to separate from DWSD and go with the Karegnondi 
Water Authority, including the decision to pump Flint river water 
in the interim, were both a part of a long-term plan that was 
approved by Flint's Mayor, and confirmed by a City Council vote 
of 7-1 in March of 2013 - a full seven months before I began my 
term as Emergency Manager. That vote was supported and signed 
into emergency order by then Emergency Manager Edward Kurtz 
on March 29, 2013. It was my responsibility to implement the 
previously accepted and approved plan as the contract with 
DWSD expired in April 2014 during my term as EM. It did not fall 
to me to second guess or to invalidate the actions that were taken 
prior to my appointment. An even bigger concern that everyone 
should be focused on moving forward is what is done in the long- 
term to replace the crumbling water distribution system that exits 
throughout Flint and Genesee County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 
Detroit Public Schools 
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3011 W. Grand Boulevard, 14th Floor 


Detroit, Ml 48202 
313.873.3238, office 



From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the 
Governor to fire Mr. Earley due to his decision the switch the 
water system. As soon as he's done writing, he will issue it online 
but wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: Murray, David (GOV) 

Sent: Wednesday, October 21, 2015 1:09 PM 

To: Snyder, Rick (GOV) 

Cc: Agen, Jarrod (GOV) 

Subject: Task Force release 

Attachments: PR 151020 Flint after action 6.docx; Flint Water Task Force discussion points.docx 


Good afternoon, Governor. 

Jarrod asked me to send you a copy of the release, updated with input from the task force members. I’ve also 
attached the discussion points the members created during their meeting. 

Please let me know if you ‘d like any changes. Our plan is to release before your MiWeek interview so you can 
reference it. 

Dave 

Gov. Rick Snyder announces Flint Water Task Force to review state, federal 
and municipal actions, offer recommendations 

Experts in public health , water management, environmental protection to focus on steps to 

protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory task force 
charged with reviewing actions regarding water use and testing in Flint and offer recommendations for future 
guidelines to protect the health and safety of all state residents. 

Task force members include experts in public health and medicine, water management, and environmental 
protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of Public Sector Consultants 
and Chris Kolb, of the Michigan Environmental Council. Also serving will be Dr. Matthew Davis of the 
University of Michigan Health System, Eric Rothstein, of the Galardi Rothstein Group and Dr. Lawrence 
Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water Authority is a good first 
step to protecting public health in Flint, but it’s not the last step,” Snyder said. “Bringing in outside experts to 
evaluate our actions and help monitor and advise on potential changes to law, procedures and practices will be 
key to continuing work on the comprehensive action plan and ensuring safe drinking water for all the residents 
in Flint and all of Michigan.” 

Snyder said the administration will fully cooperate with task force members, saying he wants an unbiased 
report focusing on steps taken in the past and recommendations that could improve practices to ensure all 
residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in public finance, 
environment, and energy policy. Prior to joining the firm, Sikkema served in both the Michigan House and 
Senate, culminating with four years as Senate majority leader. He has also served as both an adjunct and 
visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 environmental, 
public health and faith-based nonprofit groups. Before joining the MEC, Kolb represented Ann Arbor in the 
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state House for six years and served six years on the Ann Arbor City Council. He has been president of the 
MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the University of Michigan 
Health System and professor of public policy at the Gerald R. Ford School at the University of Michigan, having 
joined the faculty in 2000. Davis also is a professor of health management and policy at the School of Public 
Health. He previously served as the chief medical executive of the Michigan Department of Community 
Health/Department of Health and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein Group. He served 
as an independent advisor on the creation of the Great Lakes Water Authority. Rothstein also has served as 
Jefferson County, Alabama’s rate consultant and municipal adviser for litigation related to the county’s 
bankruptcy and issuance of $1.7 billion in sewer warrants and led strategic financial planning for the City of 
Atlanta’s Department of Watershed Management. He has more than 30 years of experience in water, 
wastewater and stormwater utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott Children’s Health 
Center. He received his medical degree from Howard University College of Medicine and has been in practice 
for 36 years. He has served as president of the Genesee County Medical Society and the Michigan Chapter of 
the American Academy of Pediatrics. He has been honored for his humanitarian and advocacy efforts on 
behalf of children from the Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues and 
addressing related health concerns. It will not immediately resolve the city’s problem with lead service lines or 
aging infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined on Oct. 2 in a 
comprehensive action plan, including continued testing, the use of faucet filters and providing residents with 
accurate information about steps to eliminate lead exposure. The Michigan Departments of Environmental 
Quality and Health and Human Services are continuing to provide free water filters, free lead testing through 
the state laboratory for Flint water customers, and hiring additional staff to conduct health exposure monitoring 
for lead in drinking water. 
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Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
MurravDljjS rnidiigan.gov 
517-335-6397, office 



Twitter: (Smichigandmurray 
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Gov. Rick Snyder announces Flint Water Task Force to review 
state, federal and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus 

on steps to protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory 
task force charged with reviewing actions regarding water use and testing in Flint and offer 
recommendations for future guidelines to protect the health and safety of all state residents. 

Taskforce members include experts in public health and medicine, water management, and 
environmental protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of 
Public Sector Consultants and Chris Kolb, of the Michigan Environmental Council. Also serving 
will be Dr. Matthew Davis of the University of Michigan Health System, Eric Rothstein, of the 
Galardi Rothstein Group and Dr. Lawrence Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water 
Authority is a good first step to protecting public health in Flint, but it’s not the last step,” Snyder 
said. “Bringing in outside experts to evaluate our actions and help monitor and advise on 
potential changes to law, procedures and practices will be key to continuing work on the 
comprehensive action plan and ensuring safe drinking water for all the residents in Flint and all 
of Michigan.” 

Snyder said the administration will fully cooperate with task force members, saying he wants an 
unbiased report focusing on steps taken in the past and recommendations that could improve 
practices to ensure all residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in 
public finance, environment, and energy policy. Prior to joining the firm, Sikkema served in both 
the Michigan House and Senate, culminating with four years as Senate majority leader. He has 
also served as both an adjunct and visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 
environmental, public health and faith-based nonprofit groups. Before joining the MEC, Kolb 
represented Ann Arbor in the state House for six years and served six years on the Ann Arbor 
City Council. He has been president of the MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the 
University of Michigan Health System and professor of public policy at the Gerald R. Ford 
School at the University of Michigan, having joined the faculty in 2000. Davis also is a professor 
of health management and policy at the School of Public Health. He previously served as the 
chief medical executive of the Michigan Department of Community Health/Department of Health 
and Human Services. 




Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein 
Group. He served as an independent advisor on the creation of the Great Lakes Water 
Authority. Rothstein also has served as Jefferson County, Alabama’s rate consultant and 
municipal adviser for litigation related to the county’s bankruptcy and issuance of $1.7 billion in 
sewer warrants and led strategic financial planning for the City of Atlanta’s Department of 
Watershed Management. He has more than 30 years of experience in water, wastewater and 
stormwater utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott 
Children’s Health Center. He received his medical degree from Howard University College of 
Medicine and has been in practice for 36 years. He has served as president of the Genesee 
County Medical Society and the Michigan Chapter of the American Academy of Pediatrics. He 
has been honored for his humanitarian and advocacy efforts on behalf of children from the 
Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues 
and addressing related health concerns. It will not immediately resolve the city’s problem with 
lead service lines or aging infrastructure. It will take time for pipes in Flint to become coated with 
the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined 
on Oct. 2 in a comprehensive action plan, including continued testing, the use of faucet filters 
and providing residents with accurate information about steps to eliminate lead exposure. The 
Michigan Departments of Environmental Quality and Health and Human Services are continuing 
to provide free water filters, free lead testing through the state laboratory for Flint water 
customers, and hiring additional staff to conduct health exposure monitoring for lead in drinking 
water. 
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Flint Water Task Force discussion points 
Oct. 21, 2015 
High-level points 

■ The task force's mission is to provide an independent review of decisions and practices at the 
state, federal and city level concerning water in Flint. 

■ While members will review and report about what has transpired, the focus will be on 
improving practices moving forward. Members intend to develop recommendations for changes 
that can be applied in Flint and across Michigan. 

■ The task force will have full independence, and the administration has pledged full and 
complete cooperation. 

■ The goal is to have a completed report within three months, but the task force has the ability to 
extend that time frame if necessary. Members intend to conduct a thorough review, given the 
importance of its work. 

■ The task force will operate as transparently as possible, and there are expected to be 
opportunities for public input. 



From: 

Snyder, Rick (GOV) 

Sent: 

Wednesday, October 21, 2015 1:16 PM 

To: 

Murray, David (GOV) 

Cc: 

Agen, Jarrod (GOV) 

Subject: 

RE: Task Force release 

Looks good. 



Thanks 

Rick 


From: Murray, David (GOV) 

Sent: Wednesday, October 21, 2015 1:09 PM 
To: Snyder, Rick (GOV) 

Cc: Agen, Jarrod (GOV) <AgenJ@michigan.gov> 

Subject: Task Force release 

Good afternoon, Governor. 

Jarrod asked me to send you a copy of the release, updated with input from the task force members. I’ve also 
attached the discussion points the members created during their meeting. 

Please let me know if you ‘d like any changes. Our plan is to release before your MiWeek interview so you can 
reference it. 

Dave 

Gov. Rick Snyder announces Flint Water Task Force to review state, federal 
and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus on steps to 

protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory task force 
charged with reviewing actions regarding water use and testing in Flint and offer recommendations for future 
guidelines to protect the health and safety of all state residents. 

Task force members include experts in public health and medicine, water management, and environmental 
protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of Public Sector Consultants 
and Chris Kolb, of the Michigan Environmental Council. Also serving will be Dr. Matthew Davis of the 
University of Michigan Health System, Eric Rothstein, of the Galardi Rothstein Group and Dr. Lawrence 
Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water Authority is a good first 
step to protecting public health in Flint, but it’s not the last step,” Snyder said. “Bringing in outside experts to 
evaluate our actions and help monitor and advise on potential changes to law, procedures and practices will be 
key to continuing work on the comprehensive action plan and ensuring safe drinking water for all the residents 
in Flint and all of Michigan.” 
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Snyder said the administration will fully cooperate with task force members, saying he wants an unbiased 
report focusing on steps taken in the past and recommendations that could improve practices to ensure all 
residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in public finance, 
environment, and energy policy. Prior to joining the firm, Sikkema served in both the Michigan House and 
Senate, culminating with four years as Senate majority leader. He has also served as both an adjunct and 
visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 environmental, 
public health and faith-based nonprofit groups. Before joining the MEC, Kolb represented Ann Arbor in the 
state House for six years and served six years on the Ann Arbor City Council. He has been president of the 
MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the University of Michigan 
Health System and professor of public policy at the Gerald R. Ford School at the University of Michigan, having 
joined the faculty in 2000. Davis also is a professor of health management and policy at the School of Public 
Health. He previously served as the chief medical executive of the Michigan Department of Community 
Health/Department of Health and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein Group. He served 
as an independent advisor on the creation of the Great Lakes Water Authority. Rothstein also has served as 
Jefferson County, Alabama’s rate consultant and municipal adviser for litigation related to the county’s 
bankruptcy and issuance of $1 .7 billion in sewer warrants and led strategic financial planning for the City of 
Atlanta’s Department of Watershed Management. He has more than 30 years of experience in water, 
wastewater and stormwater utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott Children’s Health 
Center. He received his medical degree from Howard University College of Medicine and has been in practice 
for 36 years. He has served as president of the Genesee County Medical Society and the Michigan Chapter of 
the American Academy of Pediatrics. He has been honored for his humanitarian and advocacy efforts on 
behalf of children from the Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues and 
addressing related health concerns. It will not immediately resolve the city’s problem with lead service lines or 
aging infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined on Oct. 2 in a 
comprehensive action plan, including continued testing, the use of faucet filters and providing residents with 
accurate information about steps to eliminate lead exposure. The Michigan Departments of Environmental 
Quality and Health and Human Services are continuing to provide free water filters, free lead testing through 
the state laboratory for Flint water customers, and hiring additional staff to conduct health exposure monitoring 
for lead in drinking water. 
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From: 

Sent: 

To: 

Subject: 


Agen, Jarrod (GOV) 

Friday, October 02, 2015 10:32 AM 
Wurfel, Sara (GOV) 

Fwd: Flint 


Can you get me answers to these q's? 
Josh already sent updated infographics. 


Begin forwarded message: 

From: "Snyder, Rick (GOV)" 

Date: October 2, 2015 at 7:12:40 AM PDT 


To: "Agen, Jarrod (GOV)" < Agen J @ ml chi gan . go v > 

Cc: "Scott, Allison (GOV)" < scot.tal2@miehigan gov > 

Subject: Flint 

Do we have updated infographs? 

Do we have an answer as to how to reconcile what Genesse County said yesterday with what we 
are saying today? 

Any more info on the timing of fdter availability? 

Best way to talk about discussions with GLWA? 


Thanks 

Rick 


Sent from my iPad 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Agen, Jarrod (GOV) 

Friday, October 02, 201 5 1 0:59 AM 
Snyder, Rick (GOV) 

Scott, Allison (GOV) 

Updated press release with new filter information 

NR 1 51 002 - Flint water action plan DM.docx; ATT00001 .htm 


See updated press release with highlighted info on filters. 


Gov. Rick Snyder: Comprehensive action plan 
will help Flint residents address water concerns 

Collaborative effort with state, federal and city leaders focuses on testing, assistance 


FLINT, Mich. - Flint residents need to have access to safe, clean, water now and long 
into the future, Gov. Rick Snyder said, announcing a comprehensive action plan created 
with state, federal and city leaders to address concerns about drinking water. 

The water leaving Flint’s drinking water system is safe to drink, but some families with 
lead plumbing in their homes or service connections could experience higher levels of 
lead in the water that comes out of their faucets. 

The action plan focuses on increasing water testing, offering additional precautions for 
families with lead plumbing in their homes, and providing long-term solutions to address 
the city’s water infrastructure challenges. The plan was created at Snyder’s direction by 
the Michigan Departments of Environmental Quality (DEQ) and Health and Fluman 
Services (DHHS), the U.S. Environmental Protection Agency, and the city of Flint. 

“We are focused on helping ensure safe, clean, accessible drinking water and 
addressing and mitigating concerns and protecting public health,” Snyder said. “Today’s 
action plan builds upon ongoing work with local, state and federal agencies and our 
partnership with city and community leaders. Together, we are working to ensure that all 
Flint residents have accurate information and know that help is available to address 
potential problems.” 

The city and the state also are working together to gather more data to ensure the water 
that leaves the treatment plant as well as the water that arrives in Flint homes is safe for 
all residents. The plan includes: 

• Testing in Flint public schools immediately to ensure that drinking water is safe, with testing 
also available at no cost to any other school in Flint. 
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• Offering free water testing to Flint residents to assure their drinking water is safe. 

• Providing free water filters to residents. 

• Expanding health exposure testing of individual homes. 

• Accelerating corrosion controls in the Flint drinking water system. 

• Accelerating water system improvements to address replacing lead service lines. 

• Expediting the completion of the Karegnondi Water Authority pipeline. 

• Expanding a Safe Drinking Water Technical Advisory Committee to ensure the best technology, 
practices and science are being followed by adding an expert from the Environmental Protection 
Agency’s Office of Research and Development to the group. 

• Naming Dr. Eden Wells, chief medical executive for the Michigan Department of Health and 
Human Services, as the Flint drinking water public health adviser. 

• Boosting a comprehensive lead education program to make sure residents have detailed 
information about how to protect themselves and their homes. 


Residents can have their water tested by calling 810-787-6537 and pressing 1 , or 
emailing flintvvater@cifvofflinf.com . The DEQ is covering the cost of this testing. 

State leaders have been working closely with state and federal lawmakers to tap 
resources at all levels of government to address concerns. 

State health experts said there has been an increase in elevated childhood blood lead 
levels in some specific communities. Initial analysis of MDHHS data found that blood 
lead levels of children in Flint have followed an expected seasonal trend. While this 
analysis for Flint as a whole remains true, a comprehensive and detailed review 
breaking down data by ZIP codes with the city revealed that MDHFIS data is consistent 
with a study presented recently by Hurley Children’s Hospital. 

“While we cannot conclusively say that the water source change is the sole cause of the 
increase, this analysis supports our efforts as we take active steps to reduce all 
potential lead exposures in Flint,” MDHHS Director Nick Lyon said. “As part of this, we 
are working closely with our public and private partners to provide Flint residents on 
MDHHS assistance programs with free water filters and inform families about the steps 
they can take to reduce all lead exposures in their home.” 

As a part of the action plan, National Sanitation Foundation certified water filters will be 
made available to Flint residents through emergency state funds and coordinated efforts 
with local community agencies and donors. Information about how to obtain the filters 
will soon be available. 

“This action plan offers concrete steps we will take in a local, state and federal 
partnership to ensure all Flint residents have safe water to drink,” DEQ Director Dan 

2 



Wyant said. “The DEQ will work closely with the city to gather further data to ensure the 
water that leaves Flint’s system as well as the water that arrives in Flint homes is safe to 
drink.” 

Additional information is available at www. michiqan.gov/flintwater . 
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Gov. Rick Snyder: Comprehensive action plan 
will help Flint residents address water concerns 

Collaborative effort with state, federal and city leaders focuses on testing, assistance 


FLINT, Mich. - Flint residents need to have access to safe, clean, water now and long into the 
future, Gov. Rick Snyder said, announcing a comprehensive action plan created with state, 
federal and city leaders to address concerns about drinking water. 

The water leaving Flint’s drinking water system is safe to drink, but some families with lead 
plumbing in their homes or service connections could experience higher levels of lead in the 
water that comes out of their faucets. 

The action plan focuses on increasing water testing, offering additional precautions for families 
with lead plumbing in their homes, and providing long-term solutions to address the city’s water 
infrastructure challenges. The plan was created at Snyder’s direction by the Michigan 
Departments of Environmental Quality (DEQ) and Health and Human Services (DHHS), the 
U.S. Environmental Protection Agency, and the city of Flint. 

“We are focused on helping ensure safe, clean, accessible drinking water and addressing and 
mitigating concerns and protecting public health,” Snyder said. “Today’s action plan builds upon 
ongoing work with local, state and federal agencies and our partnership with city and community 
leaders. Together, we are working to ensure that all Flint residents have accurate information 
and know that help is available to address potential problems.” 

The city and the state also are working together to gather more data to ensure the water that 
leaves the treatment plant as well as the water that arrives in Flint homes is safe for all 
residents. The plan includes: 

• Testing in Flint public schools immediately to ensure that drinking water is safe, with 
testing also available at no cost to any other school in Flint. 

• Offering free water testing to Flint residents to assure their drinking water is safe. 

• Providing free water filters to residents. 

• Expanding health exposure testing of individual homes. 

• Accelerating corrosion controls in the Flint drinking water system. 




• Accelerating water system improvements to address replacing lead service lines. 

• Expediting the completion of the Karegnondi Water Authority pipeline. 

• Expanding a Safe Drinking Water Technical Advisory Committee to ensure the best 
technology, practices and science are being followed by adding an expert from the 
Environmental Protection Agency’s Office of Research and Development to the group. 

• Naming Dr. Eden Wells, chief medical executive for the Michigan Department of Health 
and Human Services, as the Flint drinking water public health adviser. 

• Boosting a comprehensive lead education program to make sure residents have detailed 
information about how to protect themselves and their homes. 

Residents can have their water tested by calling 81 0-787-6537 and pressing 1 , or emailing 
flintwater@cityofflint.com . The DEQ is covering the cost of this testing. 

State leaders have been working closely with state and federal lawmakers to tap resources at 
all levels of government to address concerns. 

State health experts said there has been an increase in elevated childhood blood lead levels in 
some specific communities. Initial analysis of MDHHS data found that blood lead levels of 
children in Flint have followed an expected seasonal trend. While this analysis for Flint as a 
whole remains true, a comprehensive and detailed review breaking down data by ZIP codes 
with the city revealed that MDHHS data is consistent with a study presented recently by Hurley 
Children’s Hospital. 

“While we cannot conclusively say that the water source change is the sole cause of the 
increase, this analysis supports our efforts as we take active steps to reduce all potential lead 
exposures in Flint,” MDHHS Director Nick Lyon said. “As part of this, we are working closely 
with our public and private partners to provide Flint residents on MDHHS assistance programs 
with free water filters and inform families about the steps they can take to reduce all lead 
exposures in their home.” 

As a part of the action plan, National Sanitation Foundation certified water filters will be made 
available to Flint residents through emergency state funds and coordinated efforts with local 
community agencies and donors. Information about how to obtain the filters will soon be 
available. 

“This action plan offers concrete steps we will take in a local, state and federal partnership to 
ensure all Flint residents have safe water to drink,” DEQ Director Dan Wyant said. “The DEQ 
will work closely with the city to gather further data to ensure the water that leaves Flint’s system 
as well as the water that arrives in Flint homes is safe to drink.” 

Additional information is available at www.michigan.gov/flintwater . 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Monday, September 28, 2015 6:04 PM 
Clayton, Stacie (GOV) 

FW: Governor's Assistance 


From: Muchmore, Dennis (GOV) 

Sent: Monday, September 28, 2015 6:04:28 PM (UTC-05:00) Eastern Time (US & Canada) 

To: 'Rep. Sheldon Neeley (District 34)' 

Cc: Hollins, Harvey (GOV); Wyant, Dan (DEQ); Lyon, Nick (DCH) 

Subject: RE: Governor's Assistance 

Representative- 

We're setting up a meeting with you, Harvey Hollins, Nick Lyon and Dan Wyant as soon as possible to make sure you are 
in the same ioop on this as we are. The issues you raise in your letter are similar to the same ones we are raising 
internally ourselves. Lead is not an acceptable risk in any event, however lead content pipes are prevalent in older cities 
throughout Michigan and we’ll all have to pool our efforts to work with these pipes now and in the future. Although 
there are some legitimate questions relating to the conclusions reached by the Hurley folks, they are a city institution 
and we would have expected them to report and discuss those concerns with city leadership so that the city could act, 
but that is a different subject. 

Whenever you are available we'll do our best to schedule and come over and meet with you. 


From: Rep. Sheldon Neeley (District 34) fm3iito:SheidonNeeiey@house.mi.gov) 

Sent: Monday, September 28, 2015 5:44 PM 

To: GovernorsOffice Snyder, Rick (GOV) Muchmore, 

Dennis (GOV) < muchmored@michigan.gov >; Posthumus, Dick (GOV) < Posthurnusd@rnichigan.gov > 

Subject: Governor's Assistance 

Please see attached letter. 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, October 14, 2015 3:53 PM 
Clayton, Stacie (GOV) 

FW: Teamwork and cooperation 


From: Muchmore, Dennis (GOV) 

Sent: Wednesday, October 14, 2015 3:52:39 PM (UTC-05:00) Eastern Time (US & Canada) 
To: Hollins, Harvey (GOV) 

Subject: FW: Teamwork and cooperation 

Great, we try to plug him in and now he throws us under the bus. 


From: Rep. Sheldon Neeley (District 34) [rn3iito:SheldonNeeiey@house.mi.gov1 
Sent: Wednesday, Octobei^^^0^^3^^^^^^^ 

To: Snyder, Rick (GOV) 

Cc: Muchmore, Dennis (GOV) < muchmored@michigan.gov >; Lyon, Nick (DHHS) < LyonN2@michigan.gov >; Wells, Eden 
(DHHS) < WellsE3@michigan.gov >; Hollins, Harvey (GOV) < hoiiinsh@michigan.gov >: Wyant, Dan (DEQ) 
< WyanlD@michigan.gov > 

Subject: Teamwork and cooperation 

Honorable Rick Snyder, Governor 
State of Michigan 

Dear Gov. Snyder, 

I'm writing to voice my displeasure with the lack of communication between your office and mine concerning the water 
crisis in the city of Flint. 

Since I have been in a position to represent my community at the Capitol, I have been in constant contact with your 
office to offer advice, help, partnership and solutions. My community elected me to represent them in Lansing, and I 
have been striving to do just that. Several letters have reached your office, and I have been highly vocal about the need 
to come together to fix the water crisis. This has been done with the understanding that we both care about the people 
of Flint, who I represent in the Legislature, and who you represent as governor of this state. 

I have also reached out to Dr. Eden Wells and the Department of Health and Human Services and the Michigan 
Department of Environmental Quality to be proactive in addressing the issue of lead-laced water damaging the minds 
and bodies of Flint's citizens, especially the children. While this crisis could be solved by switching water sources, the 
problems will remain in the health of our future generation. 

I had hoped that this entire problem would have been addressed through partnership, teamwork and cooperation. It is 
unfortunate that hasn't been the case. It is also unfortunate that common courtesy to my office on being kept up to 
speed with any operational changes and financial solutions has not been timely communicated. 

I will continue to keep the lines of communication open as we address the continued problem of health in Flint, and I 
hope you will take the opportunity to join me in conversation to find future solutions. 
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For the Love of the Community, 


Sheldon A. Neeley, State Representative 
34 th District 

CC: Dennis Muchmore 

Nick Lyons 
Dan Wyant 
Dr. Eden Wells 
Harvey Hollins 
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From: Hollins, Harvey (GOV) 

Sent: Thursday, October 15, 2015 10:39 AM 

To: Clayton, Stacie (GOV) 

Subject: FW: Teamwork and cooperation 


From: Muchmore, Dennis (GOV) 

Sent: Thursday, October 15, 2015 10:38:46 AM (UTC-05:00) Eastern Time (US & Canada) 

To: Hollins, Harvey (GOV) 

Subject: RE: Teamwork and cooperation 

Actually it seems like he threw you and me under the bus and frankly i didn't appreciate it. I'm pissed at Ananich also 
and think Phelps is a gadfly, but you and I didn't deserve this from Neely. The first time 1 heard from him was through 
you and he could have called like anyone else. You've been working with him since the beginning, and I know you've 
talked to him multiple times. He has no reason to throw you under the bus. 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 14, 2015 11:17 PM 

To: Muchmore, Dennis (GOV) < muchmored@rnichigan,gov > 

Subject: Re: Teamwork and cooperation 

Chief-1 hear you, but I consider Phelps lawsuit and Ananich's rhetoric to be just as incendiary. Sheldon is frustrated. He 
reached out to DEQ early before all this broke and was blown off. He sent a letter to DHHS and got no response when 
he was told that they would get back with him by Tuesday this week. Ananich has met with the Governor, to my 
knowledge he hasn't on this issue. Ananich has had meetings the each of the Directors at issue a few times, he hasn't 
and his district is the city of Flint. While I do not like his approach with MSP on high speed chases, on this issue he has 
been more reasonable than most. 

On Oct 14, 2015, at 3:52 PM, Muchmore, Dennis (GOV) < m u ch m o re d @ m ichi g a n . g ov > wrote: 


Great, we try to plug him in and now he throws us under the bus. 


From: Rep. Sheldon Neeley (District 34) [mailto:SheldonNeeley@house.mi.gov1 
Sent: Wednesday, October 14, 2015 3:33 PM 
To: Snyder, Rick (GOV) 

Cc: Muchmore, Dennis 

< LyonN2fa3micbig3n.gov >; Wells, Eden (DHHS) < WelisE3@michig3n.gov >: Hollins, Harvey (GOV) 
< honinsh@michigan.gov >; Wyant, Dan (DEQ) < WyantD@michigan.gov > 

Subject: Teamwork and cooperation 

Honorable Rick Snyder, Governor 
State of Michigan 

Dear Gov. Snyder, 

I'm writing to voice my displeasure with the lack of communication between your office and mine 
concerning the water crisis in the city of Flint. 


(GOV) <muchmored@rnichigan.gov>; Lyon, Nick (DHHS) 
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Since I have been in a position to represent my community at the Capitol, I have been in constant 
contact with your office to offer advice, help, partnership and solutions. My community elected me to 
represent them in Lansing, and I have been striving to do just that. Several letters have reached your 
office, and I have been highly vocal about the need to come together to fix the water crisis. This has 
been done with the understanding that we both care about the people of Flint, who I represent in the 
Legislature, and who you represent as governor of this state. 

I have also reached out to Dr. Eden Wells and the Department of Health and Human Services and the 
Michigan Department of Environmental Quality to be proactive in addressing the issue of lead-laced 
water damaging the minds and bodies of Flint's citizens, especially the children. While this crisis could be 
solved by switching water sources, the problems will remain in the health of our future generation. 

I had hoped that this entire problem would have been addressed through partnership, teamwork and 
cooperation. It is unfortunate that hasn't been the case. It is also unfortunate that common courtesy to 
my office on being kept up to speed with any operational changes and financial solutions has not been 
timely communicated. 

I will continue to keep the lines of communication open as we address the continued problem of health 
in Flint, and I hope you will take the opportunity to join me in conversation to find future solutions. 

For the Love of the Community, 

Sheldon A. Neeley, State Representative 
34 th District 

CC: Dennis Muchmore 

Nick Lyons 
Dan Wyant 
Dr. Eden Wells 
Harvey Hollins 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Thursday, October 15, 2015 10:42 AM 
Clayton, Stacie (GOV) 

FW: What's the latest on Flint? 


From: Muchmore, Dennis (GOV) 

Sent: Thursday, October 15, 2015 10:42:03 AM (UTC-05:00) Eastern Time (US & Canada) 
To: Hollins, Harvey (GOV) 

Subject: RE: What's the latest on Flint? 


I've met with both of them once, and I've talked with Ananich more than once on the phone because he called 
me. You've talked to him multiple times, and you're the lead. Don't know what he wants since he's getting to talk with 
you over and over. By the way, did our ministers call you and say "thank you Harvey, we couldn't get anyone else to 
listen to us and you did"? 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 14, 2015 10:22 PM 

To: Muchmore, Dennis (GOV) < my ch mo red @ro iehig an.gov > 

Subject: Re: What's the latest on Flint? 

Sheldon wants to be pulled in the same way that you pulled Ananich in. 

Best, 

Harvey 

On Oct 14, 2015, at 4:06 PM, Muchmore, Dennis (GOV) < iTiuchiTiored@michigan.g ov> wrote: 


Have you talked with Sheldon recently? 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, October 13, 2015 3:44 PM 

To: Muchmore, Dennis (GOV) < muctmiored@frachigan.gov > 

Subject: RE: What's the latest on Flint? 

Not much more than what's in the news. I made a couple of 

• City Council voted to approve their $2 million to use GLWA 

• People are still upset, believing that DEO. is covering up their mistake, 

• Most elected officials are pointing fingers at the state, 

• Bottled water delivery has slowed a tad. 

• Various groups are still delivering water filters, a big filter distribution occurred over the 
weekend. 

• Mayor Walling and his challenger Weaver are debating tonight. 
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From: Muchmore, Dennis (GOV) 

Sent: Tuesday, October 13, 2015 8:41 AM 
To: Hollins, Harvey (GOV) <H Ql ! 1 .0 b. 0T Af'.h 0 .-in .fl? 
Subject: What's the latest on Flint? 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Thursday, October 15, 2015 5:58 PM 
Clayton, Stacie (GOV) 

FW: What's the latest on Flint? 


From: Muchmore, Dennis (GOV) 

Sent: Thursday, October 15, 2015 5:57:32 PM (UTC-05:00) Eastern Time (US & Canada) 
To: Hollins, Harvey (GOV) 

Subject: RE: What's the latest on Flint? 


I got so I believed that the only people that were telling you and I the truth were these ministers. It was Overton, Harris 
and who were the other ones? 


From: Hollins, Harvey (GOV) 

Sent: Thursday, October 15, 2015 4:36 PM 

To: Muchmore, Dennis (GOV) < nuchrnored@michigar=,gov > 

Subject: Re: What's the latest on Flint? 

The ministers did call and said thank you to both you and me. 

Best, 

Harvey 

On Oct 15, 2015, at 10:42 AM, Muchmore, Dennis (GOV) < rnuchrnered@michigan,gov > wrote: 

I've met with both of them once, and I've talked with Ananich more than once on the phone because he 
called me. You've talked to him multiple times, and you're the lead. Don't know what he wants since 
he's getting to talk with you over and over. By the way, did our ministers call you and say "thank, you 
Harvey, we couldn't get anyone else to listen to us and you did"? 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 14, 2015 10:22 PM 

To: Muchmore, Dennis (GOV) < muchmored@michiK a n.fiov > 

Subject: Re: What's the latest on Flint? 

Sheldon wants to be pulled in the same way that you pulled Ananich in. 

Best, 

Harvey 

On Oct 14, 2015, at 4:06 PM, Muchmore, Dennis (GOV) <muehmored@rfiiehi g 3n. g ov> wrote: 
Have you talked with Sheldon recently? 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, October 13, 2015 3:44 PM 
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To: Muchmore, Dennis (GOV) < muchmored@michigarrgov > 

Subject: RE: What's the latest on Flint? 

Not much more than what's in the news, I made a couple of 

• City Council voted to approve their $2 million to use GLWA 

• People are still upset, believing that DEQ is covering up their mistake. 

• Most elected officials are pointing fingers at the state. 

• Bottled water delivery has slowed a tad. 

• Various groups are still delivering water filters., a big filter distribution occurred 
over the weekend. 

• Mayor Walling and his challenger Weaver are debating tonight. 


From: Muchmore, Dennis (GOV) 

Sent: Tuesday, October 13, 2015 8:41 AM 

To: Hollins, Harvey (GOV) <holllnsh@michigan.gov> 

Subject: What's the latest on Flint? 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Monday, January 04, 2016 3:06 PM 
Clayton, Stacie (GOV) 

FW: Additional Steps for Flint 


From: Wisniewski, Wendy (GOV) 

Sent: Monday, January 04, 2016 3:05:30 PM (UTC-05:00) Eastern Time (US & Canada) 

To: Baird, Richard (GOV); Hollins, Harvey (GOV); Agen, Jarrod (GOV) 

Cc: Posthumus, Dick (GOV); Lange, Michelle (GOV); Rospond, Laurie (GOV); Clayton, Stacie (GOV); Manolakoudis, 
Virginia (GOV) 

Subject: FW: Additional Steps for Flint 


From: Stoken, Laura (GOV) 

Sent: Monday, January 04, 2016 3:02 PM 

To: Scott, Allison (GOV) < scott3l2@michigari.gov > 

Cc: Wisniewski, Wendy (GOV) < wisniewskiw@michigan.gov >: Hansen, Rachel (GOV) < hansenr3gQmichigan,goy > 

Subject: FW: Additional Steps for Flint 

Hey Allison, 


The below e-mail came into the Governors public facing e-mail account. 


Forwarding your way. 


Thank you, 
Laura 


From: Rep. Sheldon Neeley (District 34) [ m ailto:SheldonNeeley @ house.mi .g ov1 
Sent: Monday, January 04, 2016 2:24 PM 

To: GovernorsOffice^^^^^^^^^^^^^^^^^^|>; Snyder, Rick (GOV) Muchmore, 

Dennis (GOV) < rnuchrnoredgOmichsgan.gov > 

Subject: Additional Steps for Flint 

Governor Snyder, 

In the interest of being sensitive to the unforeseen problems that will affect children of this Flint Water Crisis, I am 
formally requesting you to forgive the debt balance currently imposed on the Flint Community Schools. I make this 
request because this school district will have the majority burden of addressing issues relating to the lead intrusion into 
the blood of children in this school system. There will be untold problems for years to come that will require an already 
overwhelmed school district to be required to meet the needs of these children who are victims of this disaster. 


Respectfully, 


l 


Sheldon Neeley 
State Representative 
34 th District 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Bedan, Morgan (GOV) 

Wednesday, October 28, 2015 8:32 AM 
Snyder, Rick (GOV) 

Scott, Allison (GOV) 

RE: October 28 Daily Briefing 
RDS Cabinet Meeting Slides.pdf 


Attaching your portion of the presentation with a few notes that DIMS sent down. Please iet rne know if you would like 
it in a different format. 


Morgan 


From: Snyder, Rick (GOV) 

Sent: Wednesday, October 28, 2015 7:25 AM 
To: Bedan, Morgan (GOV) <BedanM 

Cc: Scott, Allison (GOV) <scoUal2 @michigan.gov >: Emmitt, Beth (GOV) <emnxi.^ 

Subject: Re: October 28 Daily Briefing 

Please send me pages 1 and 2 of the attached powerpoint presentation for the Directors meeting in a format where the 
slides are readable on an iPad. They apparently made up slides for me. 

Thanks 

Rick 

Sent from my iPad 


On Oct 27, 2015, at 4:10 PM, Bedan, Morgan (GOV) <BefjsnM wrote: 

Governor, 

Attached is your Daily Briefing for October 28. The briefing contains: 

• October 28th Calendar- Pages 2-6 



Meetings 


For Review 

• Flint Water- Pages 39 -42 
o Updated Action Plan 
o Updated Action Steps 





Please let us know if you have any questions. 


Thank you, 

Morgan 

<Public Safety Briefing Material. pdf> 
<151028 Daily Briefing. pdf> 




Cultural Change in State Government 
* We've come a long way already in reinventing 


state government 

♦ Thank you for your leadership - reinventing 
state government is not easy 

* Where have we been, where are we headed - 
that's what the rest of today is all about 


Governor's general welcome to group, a thanks for all the good work, set tone for the 
meeting (where we have been, where we are headed the next three years, what we will 
leave behind) 
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Remember where we have been 



Governor can remark about the original vision, how it doesn't go away and the 10 points 
remain, but it's time to build upon it, and that both John Bernard and Pat McDonnell are 
going to help us do that 
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Measures of Success 



Governor can talk about how everyone knows that metrics are important and that 
everyone knows how we've been using them to monitor progress to date, but that today's 
sessions and the work that we'll do over the next few months will transform our metrics 
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Reinventing Government 
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Governor can talk about how we have in many ways done so much already to reinvent 
government through process improvement and talk about the work Director Zimmer and 
the Good Government team has already done and that we'll here from Director Zimmer 
later in the meeting 
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Governor can talk about how we have worked to engage employees through the employee 
survey, bureaucracy busters, and good government champions in the agencies, then close 
by delivering message that we've done a lot already, but now it's time to reexamine for the 
future, for the next 3 years, and chart the course that can live on after this administration is 
done. ..then transition to Rich 
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From: 

Sent: 

To: 


Wyant, Dan (DEQ) 

Monday, December 28, 2015 9:49 AM 

Snyder, Rick (GOV); Scott, Allison (GOV); Agen, Jarrod (GOV); Baird, Richard (GOV); 
Muchmore, Dennis (GOV); Hollins, Harvey (GOV); Posthumus, Dick (GOV); Murray, 
David (GOV); Holland, Meegan (GOV); Lyon, Nick (DHHS) 

Cc: Wyant, Dan (DEQ) 

Subject: FW: Auditor General Letter - City of Flint Drinking Water 

Attachments: Auditor General Letter - City of Flint Drinking Water.pdf 

FYI - Please see the attached letter. The Auditor General findings are consistent with the DEQ’s own 
internal review. The Auditor General delivered the letter to Senator Ananich late Wednesday, 
December 23, 2015. 

Please call me if you have any questions. 

Dan Wyant 
Director 

Attachment 


From: MI_Office_of_the_Auditor_General [ mailfoumi auditor generaiPaudaeit'mlchiQan.GQv l 

Sent: Wednesday, December 23, 2015 3:18 PM 
T o : ai ea vj tt@ s enate.m i chiGan.aov : sstudjev@senate,mieh iQ an J aov 

Cc: Hirst, Laura (OAG); Ringler, Doug (OAG); Wyant, Dan (DEQ); Sygo, Jim (DEQ) 

Subject: Auditor General Letter - City of Flint Drinking Water 

Please see the attached letter, which addresses your questions about the City of Flint's drinking water. 
We stand ready to answer any questions that you may have. Thank you. 
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Auditor General 

201. N. Washington Square, Sixth. Floor * Lansing, Michigan 48913 * Phone: (51 7} 334-8050 • www.audgen.michjgan.gov 


December 23, 2015 


The Honorable Jim Ananich 
Senate Minority Leader 
State Capitol, Room S-105 
Lansing, Michigan 

Dear Senator Ananich: 

Enclosed are answers to the questions you posed in your October 20, 201 5 letter to our 
office regarding the audit we are conducting of the Office of Drinking Water and Municipal 
Assistance (ODWMA), Department of Environmental Quality (DEQ), specific to lead 
contamination in the City of Flint's drinking water. Also enclosed are additional questions 
we developed that are relevant to these issues, along with five exhibits: 

• A map showing Flint water samples by zip code. 

• A map showing lead counts of 5 parts per billion or higher. 

• Two charts showing the number of samples by time period and zip code. 

• A time line of the Flint water review. 

We appreciate the opportunity to assist you in answering questions regarding this topic. If 
you have further questions or a request for other services, please do not hesitate to 
contact our office. 


Sincerely, 



Doug Ringler 
Auditor General 


Enclosures 



Q1 : How does ODWMA ensure the data it receives is accurate? 

A: With regard to the United States Environmental Protection Agency (EPA) Lead 
and Copper Rule (LCR) monitoring requirements, DEQ relies on the following key 
controls to ensure the accuracy of test results: 

• State-owned laboratories test water samples. 

• State-owned laboratories send test results directly to DEQ. 

• The City of Flint Water Treatment Plant (Flint WTP) certifies whether 

sample sites are classified as tier 1*. 

The current Flint WTP LCR sampling process includes: 

1 . DEQ informs the Flint WTP of the required water lead and copper 
sample size. 

2. The Flint WTP determines the pool of tier 1 sites for sampling. 

3. The Flint WTP selects the sample. 

4. The Flint WTP sends out sample kits and instructions to residents for 
collecting water samples. 

5. Residents leave samples and signed sampling forms outside their front 
doors. 

6. The Flint WTP employee picks up samples and forms from residents. 

7. The Flint WTP employee reviews sample forms for completeness. 

8. The Flint WTP employee sends samples to the State-owned 
laboratories. 

9. State-owned laboratories test samples and provide results directly to 
DEQ. 

10. DEQ receives water lead and copper sample results, which include 
the following information: date collected, date received, address 
where collected, type of residence (e.g., single family or apartment), 
and sample point (e.g., kitchen sink or bathroom sink). 

1 1 . DEQ tracks, and follows up if necessary, the number of samples 
collected by the Flint WTP to help ensure that the required minimum 
number of samples are collected by the monitoring period deadline. 


Single-family or multiple-family residence with lead service line, lead solder copper piping 
constructed after 1982, or lead plumbing. 
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1 2. The Flint WTP submits lead and copper report to DEQ that certifies 
whether sample sites meet tier 1 criteria. 

13. DEQ prepares the LCR 90th percentile calculation report. 

During our review, we noted two potential improvements for the Flint WTP 
sampling process (see Question 5 of the additional questions answered by the 
OAG regarding tier 1 sample validity): 

• DEQ could verify that the sampling pool was limited to only tier 1 sample 
sites to ensure that the Flint WTP is in compliance with the LCR 

(Title 40, Part 141, section 86(a)(3) of the Code of Federal Regulations 
[ CFR ]). 

• DEQ could independently verify the validity of sample site certifications. 


Q2: What accountability measures are in place for ODWMA staff who fail to follow data 

verification protocols? 

A: DEQ does not provide any direct oversight over the Flint WTP and, therefore, 
does not have any accountability measures over the Flint WTP's LCR data 
verification protocols. DEQ's data verification protocol for lead and copper 
water sampling is limited to verification that the WTP certifies samples 
submitted to the State-owned laboratories for analysis (see steps 7 and 1 2 in 
the Flint WTP LCR sampling process noted in Question 1 above). We did not 
identify any instances in which ODWMA staff failed to verify that submitted 
samples were certified by the Flint WTP. 


Q3: What accountability measures are in place for ODWMA staff who lie or 

misrepresent information to the EPA? 

A: As with all classified employees, ODWMA staff must adhere to the rules and 
regulations established by the Michigan Civil Service Commission. If any 
ODWMA staff were determined to misrepresent information to the EPA, they 
would be subject to Civil Service Rule 2-6, Discipline, which allows an 
appointing authority to discipline an employee for just cause up to and including 
dismissal. We are not aware of any DEQ-established measures that are in 
addition to the Civil Service Rules. 

We gained access to the e-mail accounts of key DEQ management (DEQ 
Director, Deputy Director, ODWMA Chief, and other key ODWMA staff) 
extending back to January 1 , 2013. We did so to identify the key decision 
points and conversations that occurred leading up to and through the situation in 
Flint. Our review was also intended to determine whether State, Flint, or other 
officials attempted to conceal key test results or other information. 

We noted one e-mail exchange between DEQ and the EPA that appears to be a 
significant contributor to the concern that DEQ misrepresented information to 
the EPA. The EPA requested clarification on February 26, 2015 regarding the 
type of optimized corrosion control treatment the Flint WTP was using. DEQ 
responded on February 27, 2015 that the city had an optimized corrosion 
control program in place, but DEQ did not provide any program details. DEQ 
informed us that the Flint WTP corrosion control program included performing 
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lead and copper monitoring for two consecutive six-month periods to determine 
whether corrosion control treatment would be necessary in the future. 

However, it appears the EPA interpreted corrosion control program to mean that 
corrosion control treatment was being performed. 

On April 23, 201 5, the EPA again inquired as to what the Flint WTP was doing 
for corrosion control treatment. DEQ responded on April 24, 2015 that the Flint 
WTP was not practicing corrosion control treatment. 

Based on our review of this and other e-mails, we have no specific reason to 
believe that DEQ willfully misrepresented the information to the EPA. 


Q4: What policies do DEQ and ODWMA have in place to escalate major infractions up 

the chain of command? 

A: We did not note any instances of major infractions (i.e., intentional disregard of 
policies, laws, regulations or specific directions) committed by DEQ staff during 
the course of our review. DEQ does not have a formal policy or procedure in 
place to escalate major infractions performed by ODWMA employees; however, 
our review of DEQ correspondence confirmed the escalation of key issues up the 
chain of command related to the Flint situation. DEQ stated that its informal 
policy is for staff to notify the proper level of management of infractions to 
determine necessary action. 
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Application of the LCR 

Q1 : How did the Flint WTP become the primary water supplier for the City of Flint? 

A: Upon notification of the City of Flint's plans to switch to the Karegnondi Water 
Authority (KWA) in April 2013, the Detroit Water and Sewerage Department 
(DWSD) submitted a letter to the City of Flint stating that it would terminate its 
agreement to provide water services on April 17, 2014. 

According to DEQ management, the Flint WTP attempted to negotiate with the 
DWSD to maintain it as the City of Flint water supplier; however, after 
negotiations were unsuccessful, the City of Flint notified DEQ through a permit 
request of its intent to operate the Flint WTP full time using the Flint River. 
Although the Flint City Council voted in March 2013 in support of moving to the 
KWA pipeline, the vote was silent on the use of the Flint River as a temporary 
drinking water source. 

DEQ informed us that in the 1990s, the City of Flint upgraded the Flint WTP to 
serve as a backup source of water for emergencies. In 2006, the Flint WTP 
began quarterly testing of the treated Flint River water at the Flint WTP to 
ensure water quality standards were met; however, the Flint WTP did not test 
the water's effect on the distribution system at consumer tap locations. 


Q2. Did DEQ consult with the EPA prior to determining how to apply the LCR? 

A: DEQ did not consult with the EPA on how to apply the LCR prior to 

implementing two consecutive six-month monitoring periods of the Flint WTP 
beginning July 1, 2014. Based on past experiences applying the LCR monitoring 
requirements, DEQ believed that it had appropriately applied the LCR 
requirements of a large water system. 


Q3: When Flint switched to the Flint River water source, should corrosion control 

treatment have been maintained? 

A: We believe that corrosion control treatment should have been maintained. 

According to the LCR, a water system can achieve optimized corrosion control if 
it submits results of tap water monitoring for two consecutive six-month 
monitoring periods with acceptable lead levels. However, a water system that 
has optimized corrosion control, and which has treatment in place, should 
continue to operate and maintain optimal corrosion control treatment. 

DEQ staff explained that they did not treat the switch to Flint River water as a 
new system, but as a new source. DEQ further stated that because the Flint 
River was a new water source and there was a change in chemicals needed to 
treat the new source, a corrosion control study was needed to determine the 
impact on the water distribution system. Therefore, it was DEQ's interpretation 
that two rounds of six-month monitoring were still needed to evaluate the water 
quality and determine optimal corrosion control treatment. 
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The Flint water system had optimal corrosion control treatment when the DWSD 
WTP was the water supplier. Based on our review of notes from a July 21 , 
2015 EPA and DEQ conference call on DEQ's implementation of the LCR 
regarding whether the Flint WTP should have continued to maintain corrosion 
control treatment, it appeared that the EPA did not agree with DEQ's 
interpretation of the LCR. Region 5 EPA staff explained that they would talk to 
the EPA headquarters about the interpretation of regulations and believes that 
systems that have been deemed optimized need to "maintain" corrosion control. 
The Region agreed to provide supporting regulatory citations for the language 
about maintaining corrosion control. 

On November 3, 2015, the EPA issued a memorandum stating that the LCR had 
differing possible interpretations; however, the EPA concluded that it is 
important for large water systems to take the steps necessary to ensure that 
appropriate corrosion control treatment is maintained at all times, thus ensuring 
that public health is protected. Based on this clarification, it appears that 
corrosion control treatment should have been maintained. 


Q4: Should DEQ have required the Flint WTP to start pursuing optimized corrosion 

control treatment after the first round of six-month sampling results were above the 
lead action level of 5 parts per billion (ppb)? 

A: Yes. According to DEQ's application of the LCR, within six months after the 
end of the monitoring period in which the water sample results exceeded the 
acceptable lead level, DEQ should have required the Flint WTP to start pursuing 
optimized corrosion control treatment. 

The LCR states that the lead action level is exceeded if the lead level, as 
determined by the 90th percentile calculation, is greater than 15 ppb. If the 
lead action level is exceeded, water systems are required to take additional 
actions including educating the public about lead in drinking water as well as 
commencing lead service line replacement if the water system has already 
installed corrosion control and/or source water treatment. However, for water 
systems that have not yet implemented corrosion control treatment, they can be 
deemed to have optimized corrosion control without installing treatment if they 
can demonstrate lead levels below 5 ppb for two consecutive six-month periods. 

The first round of six-month sampling results was received in late March 2015. 
Because the results were 1 ppb over the lead action level of 5 ppb, DEQ would 
not be able to achieve two consecutive six-month periods below 5 ppb. 
Therefore, DEQ should have notified the Flint WTP to start pursuing optimized 
corrosion control treatment. However, DEQ waited until the second round of 
sampling was completed (June 30, 2015) to assess whether water sample 
results improved. 


Water Samples 

Q5: Did DEQ verify that only tier 1 sample sites were selected by the Flint WTP in the 

two rounds of six-month samples? 

A: DEQ did not verify that only tier 1 sample sites were selected. DEQ relies on 
the Flint WTP's certification of sample sites and does not perform any 
independent verification of those certifications. 
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In a November 19, 2015 Flint Journal article, the Flint WTP indicated that it did 
not have the ability to ensure that all sites were tier 1 . In fact, water samples 
came from the random distribution of 175 testing bottles without regard for 
whether the homes were at risk for high lead levels. DEQ issued a formal 
memorandum on November 9, 201 5 requesting that the Flint WTP verify the 
classification of all prior sample items. The results are due back from the Flint 
WTP on December 30, 201 5. 


Q6: DEQ dropped two water sampling sites from its second six-month sample 

(January 1, 2015 through June 30, 2015). Was this appropriate? 

A: Yes, it was appropriate for DEQ to drop these two water sampling sites. Federal 
regulation 40 CFR 141.86(a) states: 

"... each water system shall complete a materials evaluation 
of its distribution system in order to identify a pool of targeted 
sampling sites that meets the requirements of this section . . . 

All sites from which first draw samples are collected shall be 
selected from this pool . . . Sampling sites may not include 
faucets that have point-of-use or point-of-entry treatment 
devices designed to remove inorganic contaminants." 

This regulation also requires that a water system's targeted sampling pool 
consist of only tier 1 sampling sites if an adequate number is available to meet 
monitoring requirements. 

According to federal regulation 40 CFR 141.86(f), the State may invalidate a 
water sample if it determines that the sample was taken from a site that did not 
meet the site selection criteria. A sample invalidated per this regulation does 
not count toward determining lead or copper 90th percentile levels or toward 
meeting the minimum monitoring requirements. 

DEQ dropped one water sample site from its 90th percentile calculations 
because the site was from a business that does not meet the tier 1 requirements 
of being a single-family or multiple-family residence. The second sample site 
was dropped because the home had a point-of-entry treatment device to filter 
contaminants. Based on the criteria specified above, it appears that DEQ's 
rationale for dropping the samples from these two sites appropriately met the 
requirements for invalidating samples per federal regulation 40 CFR 141.86. 


Q7: Was flushing of the taps the night before drawing a sample an appropriate sample 

methodology? 

A: Yes. The LCR requires that samples be a first draw of water after six hours of 
stagnation. The LCR does not indicate whether or not the water line should be 
flushed prior to collecting the sample. In the sample instructions, DEQ required 
preflushing to ensure that sampled faucets were not stagnant for an excessive 
period of time beyond the targeted six hours (e.g., rarely used faucets or when a 
homeowner has been gone for an extended period of time.) 

The LCR requires six hours of stagnation; however, it does not preclude DEQ 
from instructing residents to flush prior to stagnation. 
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In calendar year 1992, the Flint WTP established a tier 1 sample site pool for LCR 
monitoring. With the change to the Flint River water, the Flint WTP needed to increase the 
pool of sample locations because of additional sampling requirements. The following 
exhibit documents the 2014 and 2015 sample locations for LCR monitoring. Based on the 
data obtained during our review, we could not determine how the locations were selected 
or whether they were properly classified as tier 1 sample sites. 

As noted in Question 5 of the additional questions answered by the OAG, DEQ has 
requested the Flint WTP to verify the tier 1 classification of all prior sample items. 



Source: The OAG prepared this map using data obtained from DEQ and ®OpenStreetMap contributors 

(opendatacommons.org). The sample locations are approximate. 
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This chart expands on Exhibit #1 to show a summary by zip code and time of selection 
within the sampling period. Based on the data obtained during our review, we could not 
determine if the lateness of selection within the monitoring period affected the 
appropriateness of the sample items. 



Source: The OAG prepared this chart using data obtained from DEQ. 
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July 2014 August 2014 September 2014 October 2014 November 2014 December 2014 


Source: The OAG prepared this chart using data obtained from DEQ. 
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March 2013 

Flint City Council voted 7-1 to 
join Karegnondi Water Authority 
(KWA). 


July 2014 

| DEQ begins the first six-month Flint 
j lead/copper monitoring period. 


Mid-March 2014 

City of Flint decides to use the 
Flint River as a water source. 


January 1, 2015 

DEQ begins the second six-month 
Flint lead/copper monitoring period. 


January 12, 2015 


DWSD offers the City of Flint a 
waiver of the $4 million 
reconnection fee to switch back to 
Detroit water. 


January 29, 2015 

City of Flint emergency manager 
Jerry Ambrose declines DWSD 
water source reconnection. 


March 30, 2015 

DEQ notifies the Flint WTP of 
the first six-month lead/copper 
monitoring period. 


May 28, 2015 

Sample results from the 
residence noted with high levels 
on February 26, 2015 show 
lead levels look good after a 
new copper service line 
installation. 


August 17, 2015 

DEQ notifies the Flint WTP of the 
second six-month lead/copper 
monitoring results. 


August 23, 2015 

Virginia Tech researcher notifies 
DEQ that he will begin a study of 
the City of Flint water quality. 


October 1, 2015 


0 Michigan Department of 
Health and Human Services 
confirms results of Hurley 
Medical Center study. 

° City of Flint urges residents 
to not drink water. 


October 8, 2015 | 

| City of Flint develops plan to 
i reconnect to DWSD. 


October 16, 2015 

City of Flint reconnects to DWSD. 


October 19, 2015 

i DEQ Director Dan Wyant states: i 

i "... staff made a mistake while i 

I working with the city of Flint, 
i Simply stated, staff employed a ! 
| federal [corrosion control] protocol i 
I they believed was appropriate, 

I and it was not." ! 


2013 



2014 




2015' • 




April 16, 2013 

City of Flint emergency 
manager Ed Kurtz signs 
agreement to switch from 
Detroit Water and Sewerage 
Department (DWSD) water 
source to KWA. 


April 17, 2013 

DWSD said it will stop selling 
water to the City of Flint in 
April 2014. 


April 25, 2014 

City of Flint switches to Flint 
River water. 


February 3, 201 5 

Governor Snyder awards the City 
of Flint $2 million to find leaks and 
replace wastewater incinerator. 


February 26, 2015 

The EPA discusses a resident's 
water sample testing results with 
DEQ (high levels of lead found in 
water). 


February 27, 2015 

DEQ responded to the EPA saying 
that the Flint WTP has an 
optimized corrosion control 
program. 


| April 24, 2015 

j DEQ indicates no corrosion control 
j (orthophosphate) chemical in 
I place (treatment). 


July 21, 2015 

The EPA and DEQ hold 
conference call on DEQ's 
implementation of the Lead and 
Copper Rule (LCR) and Flint 
issues. 


September 2, 2015 

Virginia Tech researcher claims 
that the corrosiveness of the Flint 
water is causing lead to leach into 
residents' water. 


September 24, 2015 

Hurley Medical Center study 
issued showing high blood lead 
levels in City of Flint children. 


November 3, 2015 

The EPA indicates differing 
possible interpretations of the LCR 
with respect to how the LCR's 
optimal corrosion control 
treatment procedures apply to this 
situation (new water source/new 
water treatment). 


Source: The OAG prepared this time line using data (e-mails, meeting notes, and letters) obtained from DEQ, newspaper and press release articles, the Flintwaterstudy.org, and the Hurley Medical Center survey results, 
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From: 

Sent: Saturday, October 03, 2015 10:41 AM 

To: Rick Snyder; Scott, Allison (GOV); J. Frank Brown 

Subject: Fwd: Flint water background information 

Attachments: Attachment-l.jpeg 

Governor, 

Frank is a good friend who serves on Home Depot's Board. He has been a big fan of what we are doing in 
Michigan and I am very appreciative of his and HD's quick and generous assistance. 

Frank, your exec team was superb. Many many thanks! 

Rich 

Sent from my Verizon Wireless 4G L TE DROID 

Forwarded messag^^^^^^^^^^^^^^ 

From: "Brown, Frank" 

Date: Oct 3, 2015 8:49 AM 
Subject: Fwd: Flint water background information 
To: hairdr@michigan.gov,^fegg| ^ I ^^^B^H 
Cc: 

Hi. Hope this was helpful. Have a good weekend. 

Frank 

Sent from my iPad 
Begin forwarded message: 

From: 

Date: October 3, 2015 at 9:40:29 AM EDT 
To: 


Subject: RE: Flint water background information 

Frank: Just wanted to circle back on the action taken by the Home Depot Team. Our team connected with 
Richard Baird and received direction on the greatest need. As a result, we took the following action; 

1. Donated 10 pallets of water for the Flint schools 

2. Donated 8 pallets for the police and fire departments (we believe they will distribute to families) 

3. We facilitated the purchase of water filters by the Red Cross ($80,000) with our supplier 

In addition we are lowering our pricing on water and filters in the market to assist customers with 
purchase. Our district manager also conducted a training session on how to install/use the filters which will be 
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shared with residents. 


We will stay in contact with Rich and the Mayor's office if additional needs arise. 
Craig 


Original Messag 

From: Brown, Frank 
Sent: Wednesday, September 30, 2015 10:48 AM 
To: Menear, Craig A; Tome, Carol; Crow, Tim 
Subject: Fwd: Flint water background information 

Hi all. See below. My friend Rich is chief of staff for Governor Snyder. If we are interested in trying to help 
with this problem, please let me know and I will make the connection. Thanks a lot. 

Frank 



Sent from my iPad 
Begin forwarded message: 


From: "Baird, Richard (GOV)" 

<bairdr@michigan.gov<mailto:bairdr@michigan.gov><mailto:bairdr@michigan.gov» 
Date: September 30, 2015 at 3:34:15 PM GMT+1 
To: "Frank Brown 



Lx: tiomns, Harvey (LrUv ) 

<hollinsh@michigan.gov<mailto:hollinsh@michigan.gov><mailto:hollinsh@michigan.gov» 
Subject: FW: Flint water background information 


Frank: 


We have a situation in Flint, Michigan that is beginning to get national attention and could be an opportunity for 
Home Depot. 18 months ago, Flint switched its water supply from Detroit Water (the distance and pumping 
costs of going uphill made it quite expensive) to the Flint River as a temporary answer, until they could finish 
the construction to get their water from Lake Huron (Karagondi Water System). The corrosive attributes of the 
River water have exacerbated the lead deposit leaching into homeowner pipes and there is concern around lead 
poisoning, especially for infants. 

The corporate community is rallying to address the problem. Meijer donated 1500 water filters to low income 
residents and GM is about to announce a donation of between 5,000 and 10,000 filters. I do not yet know where 
GM is getting the filters from, but I was thinking that Home Depot might want to join the effort with a donation, 
supply chain discounting assistance, or some combination of activity that could help Flint residents. Harvey 
Hollins is our point person for this effort, since he is the Director of Urban Initiatives for Governor Snyder. I 
have copied him here. 

If you could get this into the hands of the right people and see if there is interest in speaking with Harvey, I 
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would be very appreciative. Thanks and take care. 
Regards, 

Rich 


From: Murray, David (GOV) 

Sent: Wednesday, September 30, 2015 9:35 AM 
To: Baird, Richard (GOV) 

Subject: Flint water background information 

Hi Rich, 

These are two documents that I think are helpful addressing the questions about lead and Flint water overall, 
prepared by DEQ and DF1HS. These were intended for internal use, so please ask our partners to not share them 
beyond the people on their teams making the decisions. 

Please let me know if you need anything else. 

Dave 

Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

MurrayDl@michigan.gov<mailto:MurrayDl@michigan.gov><mailto:MurrayDl@michigan.gov> 

T witter : @michigandmurray 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for the exclusive use of the addressee only. If you are not the addressee, you are hereby notified that any 
dissemination of this communication is strictly prohibited. If you have received this communication in error, 
please erase all copies of the message and its attachments and notify us immediately at 
help@generalatlantic.com<mailto:help@generalatlantic.com>. Thank You. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the 
addressee. Access to this Email by anyone else is unauthorized. If you are not the intended recipient, any 
disclosure, copying, distribution or any action taken or omitted to be taken in reliance on it, is prohibited and 
may be unlawful. When addressed to our clients any opinions or advice contained in this Email are subject to 
the terms and conditions expressed in any applicable governing The Home Depot terms of business or client 
engagement letter. The Home Depot disclaims all responsibility and liability for the accuracy and content of this 
attachment and for any damages or losses arising from any inaccuracies, errors, viruses, e.g., worms, trojan 
horses, etc., or other items of a destructive nature, which may be contained in this attachment and shall not be 
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liable for direct, indirect, consequential or special damages in connection with this e-mail message or its 
attachment. 

[cid:A2F234B4-A10A-4824-B5Bl-lED79504A765] 
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Stoken, Laura (GOV) 

Tuesday, October IB, 2015 1:04 PM 
Scott, Allison (GOV) 

Hansen, Rachel (GOV) 

FW: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


Hey Allison, 


From: 

Sent: 

To: 

Cc: 

Subject: 


This came into the Governor's public facing e-mail. 


Thanks, 
Lauf a 


From: Wurfel, Sara (GOV) 

Sent: Tuesday, October 13, 2015 11:49 AM 
To: Kelly Rossman-McKinney 

Cc: Michelle Zdrodowski < michelie.zdrodowski@detroitkf2.org >; connersp@michigan.gov: Muchmore, Dennis (GOV) 
< muchrnored@michigan.gov >: Walsh, John (GOV) < Waishj@rnicbig3n.gov >; McPhee, Karen (GOV) 
< McPheeKl@rnichigan.gov >: Murray, David (GOV) < MurrayPl@michigan,gov >; Khouri, Nick (TREASURY) 

< Khouri N@michigan.gov >; Baird, Richard (GOV) < bairdr@michigan.gov >; Stanton, Terry A. (Treasury) 
< St3ntonT@rnichigan.gov >: Saxton, Thomas (Treasury) < SaxtonT@michigan.gov >: Snyder, Rick (GOV) 

; Darnell Earley < darnell.eariev@detroitkl2.org > 

Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 

Calling you now, Michelle. 

Thanks much, 

SW 

Sara Wurfel 

Press Secretary | Executive Office of Governor Rick Snyder 
Sent from my iPhone 

On Oct 13, 2015, at 1 1:37 AM, Kelly Rossman-McKinney 
Works for me! 

Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski < michelle.zdrodowski@detroltkl2.org > 

wrote: 


wrote: 


All, 
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Mr. Earley asked me to share with you his response to the below media 
inquiry. It was as follows: 


"The decision to separate from DWSD and go with the Karegnondi Water 
Authority, including the decision to pump Flint river water in the interim, were 
both a part of a long-term plan that was approved by Flint's Mayor, and 
confirmed by a City Council vote of 7-1 in March of 2013 - a full seven months 
before I began my term as Emergency Manager. That vote was supported and 
signed into emergency order by then Emergency Manager Edward Kurtz on 
March 29, 2013. It was my responsibility to implement the previously accepted 
and approved plan as the contract with DWSD expired in April 2014 during my 
term as EM. It did not fall to me to second guess or to invalidate the actions that 
were taken prior to my appointment. An even bigger concern that everyone 
should be focused on moving forward is what is done in the long-term to replace 
the crumbling water distribution system that exits throughout Flint and Genesee 
County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 
Detroit Public Schools 
3011 W. Grand Boulevard, 14th Floor 
Detroit, Ml 48202 
313.873.3238, office 
mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 
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To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 
Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 


Re: The State Democratic Party just issued a letter to the Governor to fire Mr. 
Earley due to his decision the switch the water system. As soon as he's done 
writing, he will issue it online but wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Scott, Allison (GOV) 

Friday, April 26, 2013 10:29 AM 
Snyder, Rick (GOV) 

Muchmore, Dennis (GOV); Roberts, John (DTMB) 
FW: DWSD's responses to Flint's Questions 
DWSD KWA Background.pdf 


From: Matthew Schenk r na ; I to :sc.hen k@d vvsd .oral 

Sent: Friday, April 26, 2013 10:25 AM 
To: ekurtz; hcroft@cityofflint.com 

Cc: orrk; Dillon, Andy (Treasury); jfausone; Nicolette Bateson; Sue McCormick; Scott, Allison (GOV); William Wolfson; 
Stibitz, Brom (Treasury) 

Subject: Fwd: DWSD's responses to Flint's Questions 
Mr. Croft and Mr. Kurtz, 

Attached is the back-up data that we believe is responsive to your request below. Please keep in mind that the 
information provided was developed in order to provide Flint with an "apples to apples" comparison of rates 
between the DWSD and KWA scenarios based upon current rate assumptions under the contract in place 
through April 2014. 

As always, please feel free to call with any questions. 

Matt 


From: "Howard Croft" < hcroft@cityofflint.com > 
To: "Sue McCormick" <mccomti ck@:d w sd . or g > 
Cc: "Ed Kurtz" < ekurtz@ci tyoffl int . eom > 

Sent: Thursday, April 25, 2013 2:24:32 PM 
Subject: DWSD's responses to Flint's Questions 

Good Afternoon Ms. McCormick, 


We appreciate your response to our additional questions, Mr. Kurtz 
would like to know if you could provide a quick summary to the 
following inquiry. 

On page two, in paragraph one, it is stated that "the total Water 
Utility Costs through 2042 are only $3,215.04 million, or $908.85 
million less than the KWA scenario." 

We are curious what formula DWSD used to calculate the $908.85 
million dollars less than KWA? 
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We are meeting this afternoon to review your responses and any 
additional information on this issue would be greatly appreciated. 


Thank you. 


Director Infrastructure & Development 

City of Flint 

1101 S. Saginaw Street 

Flint, MI 48502 

PH# 810.766.7346 Ext.2043 


Matthew Schenk 
Chief Operating Officer/ 
Chief Compliance Officer 
DWSD 

City of Detroit 
Dave Bing, Mayor 
(313) 224-4707 


Matthew Schenk 
Chief Operating Officer/ 
Chief Compliance Officer 
DWSD 

City of Detroit 
Dave Bing, Mayor 
(313) 224-4707 
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DWSD / KWA Executive Summary Outline 


Premise and Approach 

• Review most recent audited financial statements to establish baseline water revenues 
from Flint and Genesee County (GCDC), and how such revenues are applied. 

• Estimate how baseline will be impacted under two scenarios 

o Continued purchase of treated water from DWSD 

o Construction of new KWA raw water supply system and treated water supply 
system for Genesee County and construction of modifications to Flint Water 
Treatment Plant 

• Compare estimated short, mid, and long term financial projections for each scenario 
Assumptions - common to both scenarios 

• Current application of revenues is most accurately depicted by published audited 
financial statements for most recently fiscal years 

o FY ended December 31, 201 1 for Genesee County Drain Commission (GCDC) 
o FY ended June 30, 2012 for City of Flint 

• Most recently audited figures for Flint / Genesse County operating expenses, capital 
expenses, etc. are representative - inflate at 4.51%, consistent with TYJT report 

Assumptions - DWSD Scenario 

• DWSD water rate schedule 

o DWSD rate structure to Flint / Genesee County is amended to reflect 4/24/2013 
DWSD proposal, adjusted to reflect immediate reservation of 60 mgd capacity 
o DWSD rate escalation (for commodity and standby elements) at 4.7%, consistent 
with TYJT Report 

Assumptions - KWA Scenario 

• KWA scenario begins in FY 2017, at which time purchased water from DWSD would 
cease 

• Other than normal rate adjustments DWSD does not amend rate stmcture to Flint / 
GCDC 

• KWA scenario costs 

o KWA Raw Water Pipeline and Appurtenances Construction = $357.58 million, 
consistent with TYJT report 

o Flint Water Treatment Plant Construction Improvements = $7.1 million, 
consistent with TYJT report 

o GCDC Water Treatment Plant Construction Improvements = $110 million, 
consistent with 2009 KWA Preliminary Engineering Report 
o All construction costs are financed in terms set forth in the TYJT Report 

■ 3 years of capitalized interest 

■ Fully funded bond reserve account 

■ Bond issuance expenses at 2.25% 

o In addition, revenues are assumed to need to generate 1.20x coverage of annual 
debt service 

o Flint Water Treatment Plant Operating costs = $8.27 million starting in 2017, 
consistent with TYJT report 

o GCDC Water Treatment Plant Operating costs = $1.82 million starting in 2017, 
consistent with unit costs from the 2009 KWA Preliminary Engineering Report 
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SUMMARY OF TOTAL PROJECTED WATER COSTS TO FLINT/GCDC - DWSD SCENARIO ($ millions) 
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PRELIMINARY 


Baseline Figures and Assumptions - DWSD Scenario 


DWSD Water Rate Stmcture 


Fixed 

Standbv 

Commodity 

2014 

738,006 

0 

13.01 

2015 

665,100 

289,900 

3.78 


Total Water Service Costs for Flint / Genesee County Drain Commission 

Costs of Current Facilities / Operations 


Most Recently Audited FY 


Estimated Escalation 


Estimated FY 2013 Baseline 


Flint 


GCDC 


Combined 


Flint 


GCDC 


Flint 


GCDC 


Combined 


Purchased Water 

8,303,710 

12,947,738 

21,251,448 



9,253, 700 

14,429,000 

23,682,700 

Flint WTP 

3,239,400 

0 

3,300,000 

4.51% 

4.51% 

3,538,200 

0 

3,538,200 

Other Operating Costs 

12,361,400 

5,831,540 

18,132,344 

4.51% 

4.51% 

13,501,500 

6,369,400 

19,804,800 

Capital and Other 

7.998.426 

2.918.625 

10.917.051 

4.51% 

4.51% 

8.736.200 

3.187.800 

11.924.000 

Total 

31,902,936 

21,697,903 

53,600,843 



35,029,600 

23,986,200 

58,949,700 


Costs of Future Facilities / Operations 
Redundant Line - Imlay to Baxter Potter 


Cost of Redundant Line 
Issuance Expenses, etc. 
Required Financing 
Finance Rate 
Finance Term 
Annual Payment 
Debt Svc Coverage 
Annual Revenue Requirement 


94,680,000 

2,177,600 

96,857,600 

5% 

25 

6,872,300 

125% 

8,590,400 Start in FY 2017 
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WORKSHEET - PROJECTED WATER COSTS TO FLINT - DWSD SCENARIO 


DWSD Purchased Water Costs 




Water Purchases 

Purchased |_ 

Water Rate Structure 

Purchased 

Total DWSD 



Avg Dav Max Day 

Water 

Fixed 

Standby Commodity 

Water Costs 

Costs 



mgd 

mgd 

Mcf 

$/mo 

$/mo 

$Mcf 

$ 

$ 

Escalation: 



L 

0.00% | 

4.70% 

4.70% 



1 

2013 

25.0 

60.0 

1,219,800 

707,000 

0 

12.46 

23,682,700 

23,682,700 

2 

2014 

25.0 

60.0 

1,219,800 

738,006 


13.01 

24,725,700 

24,725,700 

3 

2015 

25.0 

60.0 

1,219,800 

665,100 

289,900 

3.78 

16,070,800 

16,070,800 

4 

2016 

25.0 

60.0 

1,219,800 

665,100 

303,500 

3.96 

16,453,600 

16,453,600 

5 

2017 

25.0 

60.0 

1,219,800 

665,100 

317,800 

4.15 

16,857,000 

16,857,000 

6 

2018 

27.0 

60.0 

1,317,400 

665,100 

359,400 

4.35 

18,024,700 

18,024,700 

7 

2019 

27.0 

60.0 

1,317,400 

665,100 

376,300 

4.55 

18,491,000 

18,491,000 

8 

2020 

27.0 

60.0 

1,317,400 

665,100 

394,000 

4.76 

18,980,000 

18,980,000 

9 

2021 

27.0 

60.0 

1,317,400 

665,100 

412,500 

4.98 

19,491,900 

19,491,900 

10 

2022 

27.0 

60.0 

1,317,400 

665,100 

431,900 

5.21 

20,027,700 

20,027,700 

11 

2023 

29.0 

60.0 

1,415,000 

665,100 

485,700 

5.45 

21,521,400 

21,521,400 

12 

2024 

29.0 

60.0 

1,415,000 

665,100 

508,500 

5.71 

22,162,900 

22,162,900 

13 

2025 

29.0 

60.0 

1,415,000 

665,100 

532,400 

5.98 

22,831,700 

22,831,700 

14 

2026 

29.0 

60.0 

1,415,000 

665,100 

557,400 

6.26 

23,527,900 

23,527,900 

15 

2027 

29.0 

60.0 

1,415,000 

665,100 

583,600 

6.55 

24,252,700 

24,252,700 

16 

2028 

31.0 

60.0 

1,512,600 

665,100 

653,200 

6.86 

26,196,000 

26,196,000 

17 

2029 

31.0 

60.0 

1,512,600 

665,100 

683,900 

7.18 

27,048,500 

27,048,500 

18 

2030 

31.0 

60.0 

1,512,600 

665,100 

716,000 

7.52 

27,948,000 

27,948,000 

19 

2031 

31.0 

60.0 

1,512,600 

665,100 

749,700 

7.87 

28,881,800 

28,881,800 

20 

2032 

33.0 

60.0 

1,610,200 

665,100 

835,600 

8.24 

31,276,400 

31,276,400 

21 

2033 

33.0 

60.0 

1,610,200 

665,100 

874,900 

8.63 

32,376,000 

32,376,000 

22 

2034 

33.0 

60.0 

1,610,200 

665,100 

916,000 

9.04 

33,529,400 

33,529,400 

23 

2035 

33.0 

60.0 

1,610,200 

665,100 

959,100 

9.46 

34,722,900 

34,722,900 

24 

2036 

33.0 

60.0 

1,610,200 

665,100 

1,004,200 

9.90 

35,972,600 

35,972,600 

25 

2037 

33.0 

60.0 

1,610,200 

665,100 

1,051,400 

10.37 

37,295,800 

37,295,800 

26 

2038 

35.0 

60.0 

1,707,800 

665,100 

1,167,500 

10.86 

40,537,900 

40,537,900 

27 

2039 

35.0 

60.0 

1,707,800 

665,100 

1,222,400 

11.37 

42,067,700 

42,067,700 

28 

2040 

35.0 

60.0 

1,707,800 

665,100 

1,279,900 

11.90 

43,662,800 

43,662,800 

29 

2041 

35.0 

60.0 

1,707,800 

665,100 

1,340,100 

12.46 

45,341,600 

45,341,600 

30 

2042 

35.0 

60.0 

1,707,800 

665,100 

1,403,100 

13.05 

47,105,200 

47,105,200 

TOTAL 



44,011,600 

20,067,806 

20,409,900 


841,064,300 

841,064,300 
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WORKSHEET - PROJECTED WATER COSTS TO FLINT - DWSD SCENARIO 


Flint /Gen Co WTP Costs 






Direct Capital Recovery 



Flint Other 

Flint WTP 

Total Flint 

Gen Co 

Total Op 

Total Flint/Gen 




Flint 

Gen Co 


Total 


Water Costs 

Op Costs 

Op Costs 

Op Costs 

Costs 

Co Costs 




$ 

$ 


$ 


$ 

$ 

$ 

$ 

$ 

$ 

Escalation: 


4.51% 

4.51% 




4.51% 

4.51% 


4.51% 



1 

2013 

8 

,736,100 

3,187,800 


11,923 

,900 

13 , 501,500 

3 , 538,200 

17,039,700 

6 , 369,400 

23,409,100 

35,333,000 

2 

2014 

9 

,130,100 

3,331,600 


12,461 

,700 

14,110,400 

3,697,800 

17,808,200 

6,656,700 

24,464,900 

36,926,600 

3 

2015 

9 

,541,900 

3,481,900 


13,023 

,800 

14,746,800 

3,864,600 

18,611,400 

6,956,900 

25,568,300 

38,592,100 

4 

2016 

9 

,972,200 

3,638,900 


13,611 

,100 

15,411,900 

4,038,900 

19,450,800 

7,270,700 

26,721,500 

40,332,600 

5 

2017 

10 

,421,900 

3,803,000 

8 , 590,400 

22,815 

,300 

16,107,000 

4,221,100 

20,328,100 

7,598,600 

27,926,700 

50,742,000 

6 

2018 

10 

,891,900 

3,974,500 

8,590,400 

23,456 

,800 

16,833,400 

4,411,500 

21,244,900 

7,941,300 

29,186,200 

52,643,000 

7 

2019 

11 

,383,100 

4,153,700 

8,590,400 

24,127 

,200 

17,592,600 

4,610,500 

22,203,100 

8,299,500 

30,502,600 

54,629,800 

8 

2020 

11 

,896,500 

4,341,000 

8,590,400 

24,827 

,900 

18,386,000 

4,818,400 

23,204,400 

8,673,800 

31,878,200 

56,706,100 

9 

2021 

12 

,433,000 

4,536,800 

8,590,400 

25,560 

,200 

19,215,200 

5,035,700 

24,250,900 

9,065,000 

33,315,900 

58,876,100 

10 

2022 

12 

,993,700 

4,741,400 

8,590,400 

26,325 

,500 

20,081,800 

5,262,800 

25,344,600 

9,473,800 

34,818,400 

61,143,900 

11 

2023 

13 

,579,700 

4,955,200 

8,590,400 

27,125 

,300 

20,987,500 

5,500,200 

26,487,700 

9,901,100 

36,388,800 

63,514,100 

12 

2024 

14 

,192,100 

5,178,700 

8,590,400 

27,961 

,200 

21,934,000 

5,748,300 

27,682,300 

10,347,600 

38,029,900 

65,991,100 

13 

2025 

14 

,832,200 

5,412,300 

8,590,400 

28,834 

,900 

22,923,200 

6,007,500 

28,930,700 

10,814,300 

39,745,000 

68,579,900 

14 

2026 

15 

,501,100 

5,656,400 

8,590,400 

29,747 

,900 

23,957,000 

6,278,400 

30,235,400 

11,302,000 

41,537,400 

71,285,300 

15 

2027 

16 

,200,200 

5,911,500 

8,590,400 

30,702 

,100 

25,037,500 

6,561,600 

31,599,100 

11,811,700 

43,410,800 

74,112,900 

16 

2028 

16 

,930,800 

6,178,100 

8,590,400 

31,699 

,300 

26,166,700 

6,857,500 

33,024,200 

12,344,400 

45,368,600 

77,067,900 

17 

2029 

17 

,694,400 

6,456,700 

8,590,400 

32,741 

,500 

27,346,800 

7,166,800 

34,513,600 

12,901,100 

47,414,700 

80,156,200 

18 

2030 

18 

,492,400 

6,747,900 

8,590,400 

33,830 

,700 

28,580,100 

7,490,000 

36,070,100 

13,482,900 

49,553,000 

83,383,700 

19 

2031 

19 

,326,400 

7,052,200 

8,590,400 

34,969 

,000 

29,869,100 

7,827,800 

37,696,900 

14,091,000 

51,787,900 

86,756,900 

20 

2032 

20 

,198,000 

7,370,300 

8,590,400 

36,158 

,700 

31,216,200 

8,180,800 

39,397,000 

14,726,500 

54,123,500 

90,282,200 

21 

2033 

21 

,108,900 

7,702,700 

8,590,400 

37,402 

,000 

32,624,100 

8,549,800 

41,173,900 

15,390,700 

56,564,600 

93,966,600 

22 

2034 

22 

,060,900 

8,050,100 

8,590,400 

38,701 

,400 

34,095,400 

8,935,400 

43,030,800 

16,084,800 

59,115,600 

97,817,000 

23 

2035 

23 

,055,800 

8,413,200 

8,590,400 

40,059 

,400 

35,633,100 

9,338,400 

44,971,500 

16,810,200 

61,781,700 

101,841,100 

24 

2036 

24 

,095,600 

8,792,600 

8,590,400 

41,478 

,600 

37,240,200 

9,759,600 

46,999,800 

17,568,300 

64,568,100 

106,046,700 

25 

2037 

25 

,182,300 

9,189,100 

8,590,400 

42,961 

,800 

38,919,700 

10,199,800 

49,119,500 

18,360,600 

67,480,100 

110,441,900 

26 

2038 

26 

,318,000 

9,603,500 

8,590,400 

44,511 

,900 

40,675,000 

10,659,800 

51,334,800 

19,188,700 

70,523,500 

115,035,400 

27 

2039 

27 

,504,900 

10,036,600 

8,590,400 

46,131 

,900 

42,509,400 

11,140,600 

53,650,000 

20,054,100 

73,704,100 

119,836,000 

28 

2040 

28 

,745,400 

10,489,300 

8,590,400 

47,825 

,100 

44,426,600 

11,643,000 

56,069,600 

20,958,500 

77,028,100 

124,853,200 

29 

2041 

30 

,041,800 

10,962,400 

8,590,400 

49,594 

,600 

46,430,200 

12,168,100 

58,598,300 

21,903,700 

80,502,000 

130,096,600 

30 

2042 

31 

,396,700 

11,456,800 


42,853 

,500 

48,524,200 

12,716,900 

61,241,100 

22,891,600 

84,132,700 

126,986,200 

TOTAL 

533, 

,858,000 

194,806,200 

214,760,000 

943,424. 

,200 

825,082,600 

216,229,800 

1,041,312,400 

389,239,500 

1,430,551,900 

2,373,976,100 


tFg 
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GRAND 

TOTAL 

COSTS 

$ 

59 . 015.700 

61 , 652,300 
54 , 662,900 

56 . 786.200 

67 . 599.000 

70 . 667.700 
73 , 120,800 
75 , 686,100 

78 . 368.000 

81 . 171.600 
85 , 035,500 

88 . 154.000 

91 . 411.600 

94 . 813.200 

98 . 365.600 
103 , 263,900 

107 . 204.700 

111 . 331.700 

115 . 638.700 

121 . 558.600 

126 . 342.600 

131 . 346.400 

136 . 564.000 

142 . 019.300 

147 . 737.700 

155 . 573.300 

161 . 903.700 

168 . 516.000 

175 , 438,200 

174 . 091.400 


3,215,040,400 
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Baseline Figures and Assumptions - KWA Scenario 

| DWSD Water Rate Structure 
Fixed Standby Commodity 

2014 738,006 #N/A 13.01 Service ceases after 2016 

Total Water Service Costs for Flint / Genesee County Drain Commission 

Costs of Current Facilities / Operations 

Same as DWSD scenario 

Costs of Future Facilities / Operations 


Financing Costs for New Projects 

Project Cost 

Bond Sizing Factor 

Additional Bond Proceeds Needed 

Bond Sale Size 

Bond Issuance Expenses - % 

Bond Issuance Expenses 
Finance Rate 
Finance Term 
Bond Reserve Size - % 

Bond Reserve Size 
Capitalized Interest term - years 
Capitalized Interest 
Net Bond Proceeds 
Annual Debt Service Payment 
Debt Service Coverage Requirement 
Annual Debt Service Coverage 
Replacement? 

Total Capital Financing Revenue Req't 
Operating Cost Estimate Starting in FY 2017 


Flint WTP 

GCDCWTP 

KWA 

Improvements 

and Other 

Svstem (a) 

7,100,000 

110,038,554 

357,578,060 

37 . 65 % 

37 . 65 % 

37 . 65 % 

2,670.000 

41,430,000 

134,630,000 

9,800,000 

151,500,000 

492,200,000 

2.25% 

2.25% 

2 25% 

220,500 

3,408,800 

11,074,500 

5.00% 

5.00% 

5.00% 

25 

25 

25 

10.00% 

10.00% 

1000% 

980,000 

15,150,000 

49,220,000 

\ 

1,470,000 

0= 

22,725,000 

3 

73,830,000 

7,129,500 

110,216,200 

358,075,500 

695,300 

10,749,300 

34,922,800 

120.00% 

120.00% 

120.00% 

139,100 

2,149,900 

6,984,600 

144,900 

2,251,600 

(b) 

979,300 

15,150,800 

41,907,400 

8,270,000 

1,819,900 

(c) 


(a) excludes raw water reservoir 

(b) assume no annual replacement required for pipeline 

(c) $1.30 per Mcf inflated to 2017 


PRELIMINARY 
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WORKSHEET - PROJECTED WATER COSTS TO FLINT - KWA SCENARIO 


DWSD Alternative - DWSD Costs 




Water Purchases 

| Purchased 

Water Rate Structure 

j Total DWSD 

Direct Capital Recoven' 



Avg Dav 

Max Dav 

Water 

Fixed 

Commoditv 

Costs 

Flint 

Gen Co 

Flint New 

Gen Co New 

Total 



mgd 

mgd 

Mcf 

$/mo 

$/Mcf 

$ 

$ 

$ 

$ 

$ 

$ 

Escalation: 




4.70% 

4.70% 


4.51% 

4.51% 




1 

2013 

25.0 

40.0 

1,219,800 

707,000 

12.46 

23,682,700 

8,736,100 

3,187,800 



11,923,900 

2 

2014 

25.0 

40.0 

1,219,800 

738,006 

13.01 

24,725,700 

9,130,100 

3,331,600 



12,461,700 

3 

2015 

25.0 

40.0 

1,219,800 

772,692 

13.62 

25,886,000 

9,541,900 

3,481,900 



13,023,800 

4 

2016 

25.0 

40.0 

1,219,800 

809,009 

14.26 

27,102,500 

9,972,200 

3,638,900 



13,611,100 

5 

2017 

25.0 

60.0 




0 

10,421,900 

3,803,000 

979,300 

15,150,800 

30,355,000 

6 

2018 

27.0 

60.0 




0 

10,891,900 

3,974,500 

979,300 

15,150,800 

30,996,500 

7 

2019 

27.0 

60.0 




0 

11,383,100 

4,153,700 

979,300 

15,150,800 

31,666,900 

8 

2020 

27.0 

60.0 




0 

11,896,500 

4,341,000 

979,300 

15,150,800 

32,367,600 

9 

2021 

27.0 

60.0 




0 

12,433,000 

4,536,800 

979,300 

15,150,800 

33,099,900 

10 

2022 

27.0 

60.0 




0 

12,993,700 

4,741,400 

979,300 

15,150,800 

33,865,200 

11 

2023 

29.0 

60.0 




0 

13,579,700 

4,955,200 

979,300 

15,150,800 

34,665,000 

12 

2024 

29.0 

60.0 




0 

14,192,100 

5,178,700 

979,300 

15,150,800 

35,500,900 

13 

2025 

29.0 

60.0 




0 

14,832,200 

5,412,300 

979,300 

15,150,800 

36,374,600 

14 

2026 

29.0 

60.0 




0 

15,501,100 

5,656,400 

979,300 

15,150,800 

37,287,600 

15 

2027 

29.0 

60.0 




0 

16,200,200 

5,911,500 

979,300 

15,150,800 

38,241,800 

16 

2028 

31.0 

60.0 




0 

16,930,800 

6,178,100 

979,300 

15,150,800 

39,239,000 

17 

2029 

31.0 

60.0 




0 

17,694,400 

6,456,700 

979,300 

15,150,800 

40,281,200 

18 

2030 

31.0 

60.0 




0 

18,492,400 

6,747,900 

979,300 

15,150,800 

41,370,400 

19 

2031 

31.0 

60.0 




0 

19,326,400 

7,052,200 

979,300 

15,150,800 

42,508,700 

20 

2032 

33.0 

60.0 




0 

20,198,000 

7,370,300 

979,300 

15,150,800 

43,698,400 

21 

2033 

33.0 

60.0 




0 

21,108,900 

7,702,700 

979,300 

15,150,800 

44,941,700 

22 

2034 

33.0 

60.0 




0 

22,060,900 

8,050,100 

979,300 

15,150,800 

46,241,100 

23 

2035 

33.0 

60.0 




0 

23,055,800 

8,413,200 

979,300 

15,150,800 

47,599,100 

24 

2036 

33.0 

60.0 




0 

24,095,600 

8,792,600 

979,300 

15,150,800 

49,018,300 

25 

2037 

33.0 

60.0 




0 

25,182,300 

9,189,100 

979,300 

15,150,800 

50,501,500 

26 

2038 

35.0 

60.0 




0 

26,318,000 

9,603,500 

979,300 

15,150,800 

52,051,600 

27 

2039 

35.0 

60.0 




0 

27,504,900 

10,036,600 

979,300 

15,150,800 

53,671,600 

28 

2040 

35.0 

60.0 




0 

28,745,400 

10,489,300 

979,300 

15,150,800 

55,364,800 

29 

2041 

35.0 

60.0 




0 

30,041,800 

10,962,400 

979,300 

15,150,800 

57,134,300 

30 

2042 

35.0 

60.0 




0 

31,396,700 

11,456,800 



42,853,500 


TOTAL 



4,879,200 

3,026,707 


101,396,900 

533,858,000 

194,806,200 

24,482,500 

378,770,000 

1,131,916,700 
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PRELIMINARY 


WORKSHEET - PROJECTED WATER COSTS TO FLINT - KWA SCENARIO 


Flint / Gen Co WTP Costs 




Flint Other 

Flint WTP 

Total Flint 

Gen Co 

Gen Co 

Total Op 

Total Flint/Gen 



Water Costs 

On Costs 

On Costs WTP On Cosh 

On Costs 

Costs 

Co Costs 



$ 

$ 

$ 

$ 

$ 

$ 

S 

Escalation: 

4.51% 

4.51% 


4.51% 

4.51% 



1 

2013 

13,501,500 

3,538,200 

17,039,700 


6,369,400 

23,409,100 

35,333,000 

2 

2014 

14,110,400 

3,697,800 

17,808,200 


6,656,700 

24,464,900 

36,926,600 

3 

2015 

14,746,800 

3,864,600 

18,611,400 


6,956,900 

25,568,300 

38,592,100 

4 

2016 

15,411,900 

4,038,900 

19,450,800 


7,270,700 

26,721,500 

40,332,600 

5 

2017 

16,107,000 

8,270,000 

24,377,000 

1,819,900 

7,598,600 

33,795,500 

64,150,500 

6 

2018 

16,833,400 

8,643,000 

25,476,400 

1,902,000 

7,941,300 

35,319,700 

66,316,200 

7 

2019 

17,592,600 

9,032,800 

26,625,400 

1,987,800 

8,299,500 

36,912,700 

68,579,600 

8 

2020 

18,386,000 

9,440,200 

27,826,200 

2,077,400 

8,673,800 

38,577,400 

70,945,000 

9 

2021 

19,215,200 

9,866,000 

29,081,200 

2,171,100 

9,065,000 

40,317,300 

73,417,200 

10 

2022 

20,081,800 

10,311,000 

30,392,800 

2,269,000 

9,473,800 

42,135,600 

76,000,800 

11 

2023 

20,987,500 

10,776,000 

31,763,500 

2,371,300 

9,901,100 

44,035,900 

78,700,900 

12 

2024 

21,934,000 

11,262,000 

33,196,000 

2,478,200 

10,347,600 

46,021,800 

81,522,700 

13 

2025 

22,923,200 

11,769,900 

34,693,100 

2,590,000 

10,814,300 

48,097,400 

84,472,000 

14 

2026 

23,957,000 

12,300,700 

36,257,700 

2,706,800 

11,302,000 

50,266,500 

87,554,100 

15 

2027 

25,037,500 

12,855,500 

37,893,000 

2,828,900 

11,811,700 

52,533,600 

90,775,400 

16 

2028 

26,166,700 

13,435,300 

39,602,000 

2,956,500 

12,344,400 

54,902,900 

94,141,900 

17 

2029 

27,346,800 

14,041,200 

41,388,000 

3,089,800 

12,901,100 

57,378,900 

97,660,100 

18 

2030 

28,580,100 

14,674,500 

43,254,600 

3,229,100 

13,482,900 

59,966,600 

101,337,000 

19 

2031 

29,869,100 

15,336,300 

45,205,400 

3,374,700 

14,091,000 

62,671,100 

105,179,800 

20 

2032 

31,216,200 

16,028,000 

47,244,200 

3,526,900 

14,726,500 

65,497,600 

109,196,000 

21 

2033 

32,624,100 

16,750,900 

49,375,000 

3,686,000 

15,390,700 

68,451,700 

113,393,400 

22 

2034 

34,095,400 

17,506,400 

51,601,800 

3,852,200 

16,084,800 

71,538,800 

117,779,900 

23 

2035 

35,633,100 

18,295,900 

53,929,000 

4,025,900 

16,810,200 

74,765,100 

122,364,200 

24 

2036 

37,240,200 

19,121,000 

56,361,200 

4,207,500 

17,568,300 

78,137,000 

127,155,300 

25 

2037 

38,919,700 

19,983,400 

58,903,100 

4,397,300 

18,360,600 

81,661,000 

132,162,500 

26 

2038 

40,675,000 

20,884,700 

61,559,700 

4,595,600 

19,188,700 

85,344,000 

137,395,600 

27 

2039 

42,509,400 

21,826,600 

64,336,000 

4,802,900 

20,054,100 

89,193,000 

142,864,600 

28 

2040 

44,426,600 

22,811,000 

67,237,600 

5,019,500 

20,958,500 

93,215,600 

148,580,400 

29 

2041 

46,430,200 

23,839,800 

70,270,000 

5,245,900 

21,903,700 

97,419,600 

154,553,900 

30 

2042 

48,524,200 

24,915,000 

73,439,200 

5,482,500 

22,891,600 

101,813,300 

144,666,800 

TOTAL 

825,082,600 

409,116,600 

1,234,199,200 

86,694,700 

389,239,500 

1,710,133,400 

2,842,050,100 
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WORKSHEET - PROJECTED WATER COSTS TO FLINT - KWA SCENARIO 


KWA Costs 




Debt 

Covg/Other 

Water 

Non-Revenue 

Water 

Unit Op 

Operating 

Total KWA 



Service 

Capital Costs 

Sales 

Water 

Production 

Costs 

Costs 

Costs 



$ 

$ 

Mcf 

Mcf 

Mcf 

$/Mcf 

$ 

S 

Escalation: 




5.00% 


5.00% 



1 

2013 




0 

0 


0 

0 

2 

2014 




0 

0 


0 

0 

3 

2015 




0 

0 


0 

0 

4 

2016 




0 

0 


0 

0 

5 

2017 

34 , 922,800 

6 , 984,600 

1,219,800 

64,200 

1,284,000 

1.58 

2,028,700 

43,936,100 

6 

2018 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

1.66 

2,301,900 

44,209,300 

7 

2019 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

1.74 

2,412,900 

44,320,300 

8 

2020 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

1.83 

2,537,700 

44,445,100 

9 

2021 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

1.92 

2,662,500 

44,569,900 

10 

2022 

34,922,800 

6,984,600 

1,317,400 

69,300 

1,386,700 

2.02 

2,801,100 

44,708,500 

11 

2023 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.12 

3,157,700 

45,065,100 

12 

2024 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.23 

3,321,600 

45,229,000 

13 

2025 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.34 

3,485,400 

45,392,800 

14 

2026 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.46 

3,664,200 

45,571,600 

15 

2027 

34,922,800 

6,984,600 

1,415,000 

74,500 

1,489,500 

2.58 

3,842,900 

45,750,300 

16 

2028 

34,922,800 

6,984,600 

1,512,600 

79,600 

1,592,200 

2.11 

4,314,900 

46,222,300 

17 

2029 

34,922,800 

6,984,600 

1,512,600 

79,600 

1,592,200 

2.85 

4,537,800 

46,445,200 

18 

2030 

34,922,800 

6,984,600 

1,512,600 

79,600 

1,592,200 

2.99 

4,760,700 

46,668,100 

19 

2031 

34,922,800 

6,984,600 

1,512,600 

79,600 

1,592,200 

3.14 

4,999,500 

46,906,900 

20 

2032 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

3.30 

5,593,200 

47,500,600 

21 

2033 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

3.47 

5,881,300 

47,788,700 

22 

2034 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

3.64 

6,169,400 

48,076,800 

23 

2035 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

3.82 

6,474,500 

48,381,900 

24 

2036 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

4.01 

6,796,500 

48,703,900 

25 

2037 

34,922,800 

6,984,600 

1,610,200 

84,700 

1,694,900 

4.21 

7,135,500 

49,042,900 

26 

2038 

34,922,800 

6,984,600 

1,707,800 

89,900 

1,797,700 

4.42 

7,945,800 

49,853,200 

27 

2039 

34,922,800 

6,984,600 

1,707,800 

89,900 

1,797,700 

4.64 

8,341,300 

50,248,700 

28 

2040 

34,922,800 

6,984,600 

1,707,800 

89,900 

1,797,700 

4.87 

8,754,800 

50,662,200 

29 

2041 

34,922,800 

6,984,600 

1,707,800 

89,900 

1,797,700 

5.11 

9,186,200 

51,093,600 

30 

2042 



1,707,800 

89,900 

1,797,700 

5.37 

9,653,600 

9,653,600 


TOTAL 

873,070,000 

174,615,000 

39,132,400 

2,059,300 

41,191,700 


132,761,600 

1,180,446,600 
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GRAND 

TOTAL 

COSTS 

$ 

59 , 015,700 

61 , 652,300 

64 . 478.100 

67 . 435.100 

108 , 086,600 

110 . 525.500 
112 , 899,900 

115 . 390.100 

117 . 987.100 

120 . 709.300 
123 , 766,000 

126 . 751.700 

129 . 864.800 

133 . 125.700 

136 . 525.700 

140 . 364.200 

144 . 105.300 

148 . 005.100 

152 . 086.700 

156 . 696.600 

161 . 182.100 

165 . 856.700 

170 , 746,100 

175 . 859.200 

181 . 205.400 

187 . 248.800 

193 . 113.300 

199 . 242.600 

205 . 647.500 

154 . 320.400 


4,123,893,600 
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From: Baird, Richard (GOV) 

Sent: Tuesday, October IB, 2015 11:46 AM 

To: Wurfei, Sara (GOV); Murray, David (GOV); Workman, Wayne (TREASURY) 

Subject: Fwd: Re: Media Cali: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


Is this okay with you folks? I think Darnell is feeling unfairly maligned. 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: Kelly Rossman-McKinney < krossman@.taiSCQttrossnian . com > 

Date: Oct 13, 2015 11:37 AM 

Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 
To: Michelle Zdrodowski < michelle.zdrodowski@detroitkl2.org > 

Cc: connersp@michigan.gov. "Muchrnore. Dennis (GOV)" <m u ch mored @ mi ch iga n g o v>. 11 Walsh. John 
(GOV)" <Walsh J @m ich iga n. g o v>, "McPhee. Karen (GOV)" <McPheeKl @m ich iga n.g o v>. "Murray. David 
(GOV)" < MunavD 1 @nnchi gan. gov >. "Khouri. Nick (TREASURY)" <KhouriN@michigan. gov >. "Baird. 
Richard (GOV)" <balrdr @ ,mich i ga n. g o v>. 11 Stanton. Terry A. (Treasury)" < StantonT @mi chigan . go v> . " Saxton, 
Thomas (Treasury)" < SaxtonT@,mi chi gan . uov >. " Wurfek Sara (GOV)" < Wurfei s@.michigan. gov > " Snyder, 
Rick (GOV)" 

Works for me! 

Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski <michel ie. zdrodowski @ detroitk 1 2 . org> wrote: 

All, 


)arnell Earley < dame 8 1 . earl ey @ detr oi Ik 1 2 , or g > 


Mr. Earley asked me to share with you his response to the below media inquiry. It was as 
follows: 


"The decision to separate from DWSD and go with the Karegnondi Water Authority, including 
the decision to pump Flint river water in the interim, were both a part of a long-term plan that 
was approved by Flint's Mayor, and confirmed by a City Council vote of 7-1 in March of 2013 - a 
full seven months before I began my term as Emergency Manager. That vote was supported 
and signed into emergency order by then Emergency Manager Edward Kurtz on March 29, 

2013. It was my responsibility to implement the previously accepted and approved plan as the 
contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger 
concern that everyone should be focused on moving forward is what is done in the long-term to 
replace the crumbling water distribution system that exits throughout Flint and Genesee 
County." 


l 


Please let him know if you have any questions. 
Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 
Detroit Public Schools 
3011 W. Grand Boulevard, 14th Floor 
Detroit, Ml 48202 
313.873.3238, office 
mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 



Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his 
decision the switch the water system. As soon as he's done writing, he will issue it online but 
wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
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Office of Communications 


Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: 

Sent: 

To: 

Subject: 


Workman, Wayne (TREASURY) 

Tuesday, October IS, 2015 12:29 PM 

Baird, Richard (GOV); Wurfel, Sara (GOV); Murray, David (GOV) 

RE: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


The only change might be to add that DWSD terminating Flint from their system caused Flint to go to the river, Just saw 
Darnel! at HOB. 

Wayne L. Workman 
Deputy State Treasurer 
Michigan Department of Treasury 


From: Baird, Richard (GOV) 

Sent: Tuesday, October 13, 2015 11:46 AM 

To: Wurfel, Sara (GOV) < W'urfels@michigan.gov >; Murray, David (GOV) < MurrayDl@michig; 
(TREASURY) < WorkrrianW@michigan.gov > 

Subject: Fwd: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 


>; Workman, Wayne 


Is this okay with you folks? I think Darnell is feeling unfairly maligned. 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: Kelly Rossman-McKinney < krossman@truscott.rossman com > 

Date: Oct 13, 2015 11:37 AM 

Subject: Re: Media Call: Ron Fonger - Flint Journal (Deadline ASAP)-D. Earley Response 
T o : Michelle Zdrodowski <?nichelle. zdrodowskl @ detroUkI2.org> 

Cc: cornier sp@michigan. g o v, “ Muchmore. Dennis (GOV)" < muchmored@michigan. gov >. "Walsh. John 
(GOV)" < Wal sh J @michi gan, gov >. "McPhee. Karen (GOV)" < McPheeK 1 @michigan. gov >. "Murray. David 
(GOV)" <MunayD 1 @ mich i g an.g o v>, "Khouri, Nick (TREASURY)" <KhouriN @m ichigan. gov>. "Baird. 
Richard (GOV)" < bairdr@michigan.gov >. "Stanton. Terry A. (Treasury)" < StantonT@.michigan. goy >, " Saxton. 
Thomas (Treasury)" < SaxtonT@michigan.gov > < "Wurfel. Sara (GOV)" < W urfels@.rmchigan, gov >. " Snyder. 
Rick (GOV)" ^^^^^^^^^^^^^^^^Darnell Earley <darnell . earle y @ detroitk 1 2 . o rg > 

Works for me! 

Sent from my iPhone 

On Oct 13, 2015, at 1 1:24 AM, Michelle Zdrodowski <michelle.zdrodowski@detroitkl2.org> wrote: 


Mr. Earley asked me to share with you his response to the below media inquiry. It was as 
follows: 


l 


"The decision to separate from DWSD and go with the Karegnondi Water Authority, including 
the decision to pump Flint river water in the interim, were both a part of a long-term plan that 
was approved by Flint's Mayor, and confirmed by a City Council vote of 7-1 in March of 2013 - a 
full seven months before I began my term as Emergency Manager. That vote was supported 
and signed into emergency order by then Emergency Manager Edward Kurtz on March 29, 

2013. It was my responsibility to implement the previously accepted and approved plan as the 
contract with DWSD expired in April 2014 during my term as EM. It did not fall to me to second 
guess or to invalidate the actions that were taken prior to my appointment. An even bigger 
concern that everyone should be focused on moving forward is what is done in the long-term to 
replace the crumbling water distribution system that exits throughout Flint and Genesee 
County." 

Please let him know if you have any questions. 

Thanks. 

Michelle Z. 


Michelle A. Zdrodowski 

Executive Director of Communications 

Detroit Public Schools 

3011 W. Grand Boulevard, 14th Floor 

Detroit, Ml 48202 

313.873.3238, office 

^^^^^■mobile 


From: Debbie Frazier 

Sent: Tuesday, October 13, 2015 10:27 AM 

To: Michelle Zdrodowski; Chrystal Wilson; Da'Stanza Murphy 

Subject: Media Call: Ron Fonger - Flint Journal (Deadline ASAP) 


Ron Fonger - Flint Journal 




Re: The State Democratic Party just issued a letter to the Governor to fire Mr. Earley due to his 
decision the switch the water system. As soon as he's done writing, he will issue it online but 
wants to include a statement for Mr. Earley. 


Debbie Frazier 

Office Manager 
Detroit Public Schools 
Office of Communications 
Fisher Building, 14th Floor 
3011 West Grand Boulevard 
Detroit, MI 48202 
(313) 873-3494 desk 
(313) 873-6269 fax 
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From: 

Wurfel, Sara (GOV) 

Sent: 

Monday, October 19, 2015 12:08 PM 

To: 

Snyder, Rick (GOV) 

Cc: 

Scott, Allison (GOV) 

Subject: 

Fwd: DRAFT DEQ Statement on leadership change And KEY MESSAGES-- Need review 
ASAP 


Per quick convo earlier. Here's more to follow up from Dan's update yesterday. 

Thanks much 
SW 

Sent from my iPhone 
Begin forwarded message: 

From: "Wyant, Dan (DEQ)" < WyantD@michigan.gov > 

Date: October 19, 2015 at 9:07:39 AM EDT 

To: "Wurfel, Brad (DEQ)" < WurfelB@rnichigan.gov > 

Cc: "Wurfel, Sara (GOV)" < Wurfels@michigan.gov >, "Murray, David (GOV)" < Murr3yDl@michigan.gov >, 
"Agen, Jarrod (GOV)" < Agenj@michigan.gov >, "Muchmore, Dennis (GOV)" 

< muchmored@michigan.gov >, "Tommasulo, Karen (DEQ)" < TommasuloK@rnichigan.gov >, "Krisztian, 
George (DEQ)" < kriszti3ng@michig3n.gov >, "Sygo, Jim (DEQ)" < Sygoi@michigan.gov >, "Eisner, Jennifer 
(DHHS)" < EisnerJ@michig3n.g0v > 

Subject: Re: DRAFT DEQ Statement on leadership change And KEY MESSAGES- Need review ASAP 

I'm good with this. 

Sent from my iPhone 

On Oct 19, 2015, at 8:35 AM, Wurfel, Brad (DEQ) < WurfeiB@michigan.gov > wrote: 

This is going out to media as soon as I’ve got green light from folks in the 
“to” line. Everyone else is also welcome to share thoughts as well. 

Thanks for fast review, 
b 

Brad Wurfel 

Communications Director 

Michigan Department of Environmental Quality 

517-284-6713 

cell 

DEQ Director Dan Wyant today made the following statement as he 
announced DEQ Chief Deputy Jim Sygo will immediately assume the 
role of interim chief of the department's Office of Drinking Water and 
Municipal Assistance: 
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"It recently has become clear that our drinking water program staff made a 
mistake while working with the City of Flint. Simply stated, staff employed 
a federal protocol they believed was appropriate, and it was not. The 
water testing steps followed would have been correct for a city less than 
50,000 people, but not for a city of nearly 100,000. 

As details of the situation emerge, I am convinced our program staff 
believed they were doing their job right. As the state recognized there 
could be a health threat to Flint residents, we took appropriate steps. We 
are now embarked on an unprecedented effort to safeguard Flint residents 
and families with near-term, intermediate and long-term actions to protect 
and educate city residents. 

The issue in DEQ is experience and protocol with respect to corrosion 
control. The Governor has called for an independent, third-party after- 
action review. I have taken the step of changing leadership in the division. 
We are working with our federal partners and committed to being part of 
the U.S. EPA's effort to strengthen its Lead and Copper rule. 

All who brought this issue to the department deserve credit for bringing it 
forward. Lead is a serious issue, particularly for young people, and we 
take it seriously. The Governor's plan incorporates the suggestions 
outlined by the EPA and researchers at Virginia Tech. 

We will learn from this. We will make necessary changes to see to it that 
our program becomes a national leader in public health protection.” 

KEY MESSAGES: 


1 . It is increasingly clear through internal review at DEQ that staff 
overseeing drinking water mistakenly applied the wrong federal protocol 
when the city of Flint switched to the Flint River. 

2. Today's announcement of new leadership in that division aligns with the 
states goal: make sure the public health is protected in Flint and 
elsewhere in the state, and ensure we learn from this so it never happens 
again. 

3. The governor's action plan continues to protect kids and families in 
Flint, with the switch back to Detroit water last week, free water filtration 
for all city residents, and inspection of all Flint schools for lead exposure. 

4. Flint families who are concerned are encouraged to take advantage of 
free home water testing through the city and blood lead level testing for 
children. 
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From: 

Sent: 

To: 

Cc: 


Subject: 

Attachments: 


Dayne Walling <dwalling@cityofflint.com> 

Monday, September 14, 2015 4:17 PM 
GovernorsOffice; Snyder, Rick (GOV) 

Joshua Freeman; senjananich@senate.mi.gov; Hollins, Harvey (GOV); Muchmore, 

Dennis (GOV); Phil Phelps; SheldonNeeley@house.mi.gov; Hedman, Susan; Natasha 

Henderson 

Flint Water Request 

Flint Mayor Water Request.pdf 


Dear Governor, 

I am renewing my call for additional funding to address Flint's water challenges. While significant progress has 
been made, with the fiscal stress and pending lawsuits against the City, there is a gap in the funds necessary to 
meet the adopted capital improvement plan and to respond to new needs with lead pipes. Attached is a letter of 
request. I thank you in advance for your willingness to review. 

Sincerely, 

Mayor Walling 


Dayne Walling 

Mayor, City of Flint 

City Hall, 1101 S. Saginaw St. 

Flint, MI 48502 
810-766-7346 
mayor@cityofflint.com 
www.cityofflint.com 

follow me on twitter at http ://twitter, com/mayonvali i n g 


l 




Mayor 


September 14.2015 

The 'Honorable Riek Snyder 
Governor, State Of Michigan 
FT). Box 30013 
Lansing* Ml 48909 

REi Call for Additional Support for Flint Water Improvement Flan 
Dear Governor Snyder. 

On behalf of the Flint community, I am writing with a renewed request; for additional support to 
address Flint’s Water challenges to ensure that water is affordable and secure for everyone in Flint 
especially our vxthterable populations . I ain asking for tm additional $30 million in fluids, for . Flint’s 
infrastructure and a new healthy homes imitative , 

Significant progress lias been made throughout this year to increase water safety and quality and l. 
thank you for the involvement of your office, the Michigan Department of Environmental Quality, 
and the Michigan Department of Treasury. A majority of items in the Water Improvement Plan 
me completed or undonyay. Most importantly i. Flint is now? in compliance with the Safe Prinking 
Water Act due in large part to the installation of the new carbon filter. The infrastructure sy stems 
are being made more secure and efficient through the State grants. Now the C-ify is committed to 
following. the recommendation of the Michigan Department of Environmental .Qualify to optimise 
the treatment process, reduce corrosion and ferthef mlnintese risks from load. 

The need to accelerate the City’s capital improvement investments remains and bos been further 
increased by the continued financial stress and legal issues. Previously I requested support for 
replacement or forgiveness of payment to the Drinking Water Revolving Loan Fund due to Flint’s 
status as a distressed community and the gap in funding in the adopted capital improvement: plan, 
I understand that the existing federal law does not allow the Bsiakiag 'Watef 1 Revolving 

Loans that Flint is carrying, to "be forgiven in retrospect but the need still exists. Flint owes 
approximately $2fi Million. One sol ution is for the State to grant a new $20 Million that is designed 
as forgivable from the state. Another solution is to proMde 
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The Honorable Rick Snyder 
September 14. 20.1 S 
Page 2 


equivalent ftinding through ail expansion of the giant program to Michigan’s Financially 
Di stressed Cities, V i I lages and T ownships with a s upplemental budget amendment in cooperation 
with tire State Legislature. 

The eommmiity’s heightened concern, about lead leeching into the waterfront old service lines and 
home, plumbing also needs to be addressed. We know that lead is an environmental coBtmniimnt 
•and there have been many programs In place over: the years to address sources in paint and pipes. 
Flint needs a newt healthy homes Initiative speeifieally focused: on lead in water with $10 Million, 
to start the process of replacing service lines for the most vulnerable households. Regardless of the 
source and treatment of Flint’ $ water, this long term threat of lead in pipes needs to be removed in 
the interest of public health. 

My approach continues to he ro work with, you and your appointed officials. State Senator Ananich, 
State: Representatives Phelps and Neeley, Congressman Krldee, community groups, businesses, 
churches, foundations, the Flint City Council, and ail of the City of Flint and State and Federal 
government personnel. We need every available expert and resource to address Flint’s water 
problems, 

Flint’s safety is my top priority. Just as the City and State have worked together on public safety, 
we need additional support for fixing die water problems. We need S3 0 Million in new? funds to 
repair and update the city-wide mfrasimeture and to assist: ho usdiolds in becoming lead-free. The 
entire Flint community deserves sustainable, safe, secure and affordable water now and into tire 
future. Thank you for the consideration Governor and I look forward to Mure discussions. 


Sincerely, 

> w \ f\ 

/ \ rf / i 

k \ / | / 

i,~s //A 


Dayne Walling 
Mayor, City of Flint 

CC: Flint City Council President. Joshua Freeman; Congressman Dan Kildee; State Senator Jim 
Ananich; State Representative Sheldon Neeley; State Representative Phi! Phelps; EPA Regional 
Administrator Dr. Susan Hedman; Chief of Staff Dennis Muehraore 



Payne WaftSfcg 
Mayor 


January 18, 2G15 

The Honorable Rick Snyder 
Governor; State of Michigan 
foO; Box 30033 
Lansing,, Ml 4BSQQ 

RS; flint: Water improvement ffism 


Dear Governor -Snyder:. 


On behalf of the Flinf.commumty, { am 'writing to convey serious: concerns about water quality .and to 
request yoursupport: for my proposed flint Water Improvement Plan, Access to safe- and dean vaster is 
a basic human right, and, tborefere, jsoilcy and budget decisions need to ensure that wafer is. affordable 
and secure for everyone in Flint and ail across: Michigan It is essential there Is eiiy*-$tate and Federal 
cooperation :fo address the .challenges here and to meet the needs -of vulnerable populations. 


The Flint Water Improvement Plan is focused in five areas; safety, quality; access; investment and 
education. The plan puts safety and quality first because this is fundamental, lx is designed to be & 
sustainable solution! for the City of Flint and the community as we move towards a new permanent 
water supply from take Huron through the Kpregnondi Water Authority, My plan offers, new ideas and 
also builds on successful models of utility, energy and assistance programs at the State and Federal 
levels. 


S a f ety & Qualit y 

* llD0%:;Safef.y is the standard 

.* City of Flint .reports testing data to the public to assure. safety and expands testing sites and 
frequency 

v. Bring on experienced river water treatment operational management in the City of Flint; 
Access 

v Announce an amnesty program for Flint wafer service turn-ons and reduce the. turn-on fee- 

* Develop a revised affordable payment plan policy fed encourage customers to return 

» Design Federal and State partnership to establish new Dffnkibg vyater.Ftnergency Assistance 
Furvd for the elderly and vulnerable families 
Investment 

*. Accelerate water system Improvements eutiined. jh the City of Flint .Capita; improvement fflan 
through Federal and State Investment 

o State approves. City of Flint's Distressed Cities Fuad, applications 


Cffvssf Flint > ifot 3. Sssyinnw $CmH: ■ FlhO. Miclsfous 485P2 
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o federal and State support far replacement or fSfg htemss of payment to foie Drinking 
Water Revolving Loan- fund due to Flint's; status as a distressed <:ommijn?tv 
■P federal, and State: grants for Infrastructure improvements in alignment with the flint 
Master Plan 

« City Water Department Implements budgeted FV-.X5 projec&dncludln^' leak •letecfte.n, valve 
repai rs, new pipes -and meter replacements 

education 

* Develop a community .p^^'mNpvv1dttMnlversit|®i to provide household and business 
customers with information on testing and conservation 

* Ongoing p5irtnershlp ; wltb Michigan Department' of Human Services, /.United Way. Salvation Army 
•and community organizations to provide information, and water assistance with the Keep the 
water flowing- fond and support services. 

* Expand youth energy initiative to assist households with conservation and efficiency (piloted, in 
summer 2014 with.North.wes.terh High -School students,. fcoWofks and Consumers Energy) 


it is afeo critical to restore the public confidence in flint Water, The impte.niehtstion.6f this .pIan must fee 
aeccropanie&by extensive community engagement inciudlng local, elected' officials. My objective isito 
work with you and your appointed Officials, State Senator Ananich,. State Representatives . Phelps and 
Neeley., congressman glides, community groups, feosihesse-S;.-d)urches,-'?0undattons, the Flint City 
Council, and all of the City of Flint and government personnel 

it Is imperative that we communicate better and provide residents . more information, I understand 
representatives from the Michigan Department of Environmental Quality-will be Joining a public forum 
this week at City Hall This engagement going forward is vital so thank you for supporting their efforts, ! 
thfnkthis issue of tramspateoey Is important for communMes-d.li across the States I recommend a; review 
of the applicable laws and policies and, at s minimum, ;a new requirement that water testing data he 
reported publicly m less than:. quarterly fay law in all Michigan communities Id flint's population 
category. 


Thank you. for the consideration governor. There is nothing more important ih Flint right now than fixing 
th:e water problems. We roust work together to Identify funds to repair and update the. w'sfnr treatment 
fadiittes and city-wide infrastructure end to help those persons without access to dean water so that 
the entire Flint community has. sustainable,. safe.,. secure and affordable water now and- into the future, 
This is an Important issue for the state of our Stste of Michigan and l urge you to work with us -to. 
implement solutions. 


.Smcdrei^ 


E* ■ > ... y .' .x. 


Dayne Walling, Mayor 
City of Flint 




CC: Flint City Council' President Jqshua Freeman; Congressman Dan Kildee; State Senator Jim Ananich; 
State Representative Sheldon Neeley; State Representative Phil Phelps; Flint. Emergency Manager Jerry 
Ambrose 



From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Monday, September 14, 2015 5:59 PM 
Muchmore, Dennis (GOV) 

Re: Flint Water Request 


Chief, Dayne will not have a cake walk to get reelect end. While the need is real, the timing of this request is 
suspect. 

Best, 

Harvey 

On Sep 14, 2015, at 5:07 PM, Muchmore, Dennis (GOV) <mu chmored @michi gan. go v> wrote: 

Great, we have a lot of money laying around... 


From: Dayne Walling f m a i ito : d wa 1 1 i ng @ cityoffl i nt. coml 

Sent: Monday, Septe mber 14, 2015 4:17 PM 

To: GovernorsOffice 


I; Snyder, Rick (GO V) 


Cc: Joshua Freeman < ifreeman@cityoffiinLcom >; senjananich@senate.mi.gov: Hollins, Harvey (GOV) 
< hollinsh@michigan.gov >; Muchmore, Dennis (GOV) < rriuchmored@rnichigan.gov >; Phil Phelps 

>; SheldonNeeiey@house.rnl.gov; Hedman, Susan 


< Hedman.susan@epa.gov >: Natasha Henderson < nhenderson@citvoffiint.com > 

Subject: Flint Water Request 


Dear Governor, 

I am renewing my call for additional funding to address Flint's water challenges. While 
significant progress has been made, with the fiscal stress and pending lawsuits against the City, 
there is a gap in the funds necessary to meet the adopted capital improvement plan and to 
respond to new needs with lead pipes. Attached is a letter of request. I thank you in advance for 
your willingness to review. 

Sincerely, 

Mayor Walling 


Dayne Walling 

Mayor, City of Flint 

City Hall, 1101 S. Saginaw St. 

Flint, MI 48502 
810-766-7346 
mayor@.cityofflint.com 
ww w . ci t v offllnt. com 

follow me on twitter at hit p ://twit ter . com/m ayorwa Sling 

<Flint Mayor Water Request. pdf> 
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From: 

Lyon, Nick (DCH) 

Sent: 

Monday, September 28, 2015 8:00 PM 

To: 

Muchmore, Dennis (GOV) 

Cc: 

Hollins, Harvey (GOV); Wyant, Dan (DEQ); Lasher, Geralyn (DCH); Eden Wells; Hertel 


Elizabeth (DCH) 

Subject: 

Re: Governor's Assistance 


Could one of you send me the letter? Thank you. 

On Sep 28, 2015, at 6:04 PM, Muchmore, Dennis (GOV) < rnuchrnored@michigan.gov> wrote: 

Representative- 

We're setting up a meeting with you, Harvey Hollins, Mick Lyon and Dan Wyant as soon as possible to 
make sure you are in the same loop on this as we are. The issues you raise in your letter are similar to 
the same ones we are raising internally ourselves. Lead is not an acceptable risk in any event, however 
lead content pipes are prevalent, in older cities throughout Michigan and well all have to pool our 
efforts to work 'with these pipes now and in the future. Although there are some legitimate questions 
relating to the conclusions reached by the Hurley folks, they are a city institution and we would have 
expected them to report and discuss those concerns with city leadership so that the city could act, but 
that is a different subject. 


Whenever you are available we'll do our best to schedule and come over and meet with you. 


From: Rep. Sheldon Neeley (District 34) [mailto:ShejdonNeeiev@house.mi.gov1 
Sent: Monday, September 28, 2015 5:44 PM 

To: GovernorsOffice Snyder, Rick (GOV) 

Muchmore, Dennis (GOV) <muchmored@rnichlgan,gov>; Posthumus, 
Dick (GOV) <Posthumusd@michi g an. g ov> 

Subject: Governor's Assistance 

Please see attached letter. 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, October 14, 2015 11:17 PM 
Muchmore, Dennis (GOV) 

Re: Teamwork and cooperation 


Chief— I hear you, but I consider Phelps lawsuit and Ananich's rhetoric to be just as incendiary. Sheldon is frustrated. He 
reached out to DEQ early before all this broke and was blown off. He sent a letter to DHHS and got no response when 
he was told that they would get back with him by Tuesday this week. Ananich has met with the Governor, to my 
knowledge he hasn't on this issue. Ananich has had meetings the each of the Directors at issue a few times, he hasn't 
and his district is the city of Flint. While I do not like his approach with MSP on high speed chases, on this issue he has 
been more reasonable than most. 

On Oct 14, 2015, at 3:52 PM, Muchmore, Dennis (GOV) < muchmofed@michigan.gov > wrote: 

Great, we try to plug him in and now he throws us under the bus. 


From: Rep. Sheldon Neeley (District 34) [maijfo:SheldonNeeiey@house.rni.gov1 
Sent: Wednesday, October 14, 2015 3:33 PM 
Rick (GOV) 

Cc: Muchmore, Dennis (GOV) <imudtmored @ michi g an.gov>; Lyon, Nick (DHHS) 
<L yo nN2 @ michig a n .go v>; Wells, Eden (DHHS) <WeiisE3 @ rniebig3n.gov>; Hollins, Harvey (GOV) 
<hoHinsh@michi ga n. g ov>; Wyant, Dan (DEQ) <W ya ntD @ rnichig3n.gov> 

Subject: Teamwork and cooperation 

Honorable Rick Snyder, Governor 
State of Michigan 

Dear Gov. Snyder, 

I'm writing to voice my displeasure with the lack of communication between your office and mine 
concerning the water crisis in the city of Flint. 

Since I have been in a position to represent my community at the Capitol, I have been in constant 
contact with your office to offer advice, help, partnership and solutions. My community elected me to 
represent them in Lansing, and I have been striving to do just that. Several letters have reached your 
office, and I have been highly vocal about the need to come together to fix the water crisis. This has 
been done with the understanding that we both care about the people of Flint, who I represent in the 
Legislature, and who you represent as governor of this state. 

I have also reached out to Dr. Eden Wells and the Department of Health and Human Services and the 
Michigan Department of Environmental Quality to be proactive in addressing the issue of lead-laced 
water damaging the minds and bodies of Flint's citizens, especially the children. While this crisis could be 
solved by switching water sources, the problems will remain in the health of our future generation. 

I had hoped that this entire problem would have been addressed through partnership, teamwork and 
cooperation. It is unfortunate that hasn't been the case. It is also unfortunate that common courtesy to 
my office on being kept up to speed with any operational changes and financial solutions has not been 
timely communicated. 
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I will continue to keep the lines of communication open as we address the continued problem of health 
in Flint, and I hope you will take the opportunity to join me in conversation to find future solutions. 


For the Love of the Community, 

Sheldon A. Neeley, State Representative 
34 lh District 

CC: Dennis Muchmore 

Nick Lyons 
Dan Wyant 
Dr. Eden Wells 
Harvey Hollins 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Rep. Sheldon Neeley (District 34) <SheldonNeeley@house.mi.gov> 
Thursday, November 12, 2015 10:42 AM 
Snyder, Rick (GOV) 

Muchmore, Dennis (GOV); Hollins, Harvey (GOV) 

City of Flint Restoration 
Letter to Governor.pdf 


Please review the attached letter. 
Thank you. 

Sheldon 
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MICHIGAN LEGISLATIVE BLACK CAUCUS 

P.o. Box 300361 LANSING, MI 489091 PH: (517) 373-50671 www.michiganlbc.org 


November 12, 2015 

The Honorable Rick Snyder 
Governor, State of Michigan 
George W. Romney Building 


OFFICERS 


SEN. VIRGIL K. SMITH. 
Chairperson 


REp. DAVID E. RUTLEDGE 
Exec. Vice Chair 


REp. SHELDON A. NEELEY 
1 st Vice Chair 


REp. LATANYA GARRETT 
2ni Vice Chair 


REp. HARVEY SANTANA 
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REp. VANESSA GUERRA 
Treasurer 

SEN. VINCENT GREGORY 
Historian 

REp. LESLIE LOVE 
Chaplain 

REp. SHERRY GAy-DAGNOGO 
Sergeant-at-ArmsIParliamentarian 


MEMBERS 
SEN. MORRIS W. HOOD III 
SEN. BERT C. JOHNSON 
SEN. COLEMAN A. YOUNG II 
REp. BRIAN BANKS 
REp. WENDELL L. BYRD 
REp. STEPHANIE L. CHANG 
REp. BRED DURHAL III 
REp. ERIKA GEISS 
REp. SAM SINGH 
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The Michigan Legislative Black Caucus (MLBC) voted Tuesday to 
ask that you eliminate the Regional Transition Advisory Board 
(RTAB) that oversees the city of Flint's finances and operations, 
and prevents the elected city government from exercising local 
control. 


The RTAB's continued existence denies Flint residents and their 
duly elected representatives the local control needed to establish 
and enforce good public policy, and continue to manage the city's 
finances in a responsible manner. The democratic process is 
suppressed when elected officials have to constantly seek state 
approval to implement the programs and policies requested by 
the constituents. 


We recognize that the RTAB serves at your pleasure. 
Unfortunately, we do not see an end in sight. 


Consequently, we are asking that you issue an Order that 
eliminates the RTAB within the next six months, and allow for an 
orderly transition of authority back to the locally elected city 
officials. 


Sincerely, 

Rep. Sheldon A, Neeley 
1 st Vice Chairman, 
MLBC 


cc: MLBC Officers & Members 


REp. ALBERTA TINSLEy- TALAB I. 



From: 

Sent: 

To: 

Subject: 


Rep. Sheldon Neeley (District 34) <SheldonNeeley@house.mi.gov> 
Monday, January 04, 2016 2:24 PM 

GovernorsOffice; Snyder, Rick (GOV); Muchmore, Dennis (GOV) 
Additional Steps for Flint 


Governor Snyder, 

In the interest of being sensitive to the unforeseen problems that will affect children of this Flint Water Crisis, I am 
formally requesting you to forgive the debt balance currently imposed on the Flint Community Schools. I make this 
request because this school district will have the majority burden of addressing issues relating to the lead intrusion into 
the blood of children in this school system. There will be untold problems for years to come that will require an already 
overwhelmed school district to be required to meet the needs of these children who are victims of this disaster. 


Respectfully, 

Sheldon Neeley 
State Representative 
34 lh District 
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From: 

Dayne Walling <dwalling@cityofflint.com> 

Sent: 

Friday, October 02, 2015 10:05 AM 

To: 

Snyder, Rick (GOV) 

Cc: 

Muchmore, Dennis (GOV); GovernorsOffice 

Subject: 

Flint Water Followups Early Next Week 


Dear Governor, 

Thank you for your continued efforts to address the problems with Flint's water and systems. The situation is 
taking on greater and greater urgency even as we work to respond. I appreciate your willingness to keep all 
options on the table including Flint returning to Detroit water. I believe this is a necessary step given all of the 
complications of this past year and what we are still facing. 

I spoke with Chief of Staff Muchmore yesterday afternoon. I am requesting that you work with the State 
Legislature to identify the new funds and financing mechanism that are needed for the switch. That is one 
essential aspect and we are working on the others and appreciate your team's support on those as well. I would 
ask for a time for us to talk about this early next week as we are also hoping to meet with DWSD in that 
timeframe. 

Thank you again for the focus and initiatives being put forward today. 

Sincerely, 

Mayor Walling 


Dayne Walling 

Mayor, City of Flint 

City Hall, 1101 S. Saginaw St. 

Flint, MI 48502 
810-766-7346 
mavor@cityofflint . com 
www.cityofflint.com 

follow me on twitter at htt p ://twitter. com / ma yo rwalling 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Muchmore, Dennis (GOV) 

Monday, January 19, 2015 10:13 AM 

Saxton, Tom (SaxtonT@michigan.gov); Walsh, John (GOV); Hollins, Harvey (GOV) 
FW: Flint Water 

Mayor Governor Letter Flint Water Jan 18 2015.PDF 


Now what ? 


From: Dayne Walling [mailto:dvvallina@dtyofyiint.coml 

Sent: Sunday, January 18, 2015 4:16 PM 
To: GovernorsOffice; Snyder, Rick (GOV) 

Cc: Joshua Freeman; seni8nanich©senate.rni.QQv; Hollins, Harvey (GOV); Muchmore, Dennis (GOV); Gerald Ambrose 
Subject: Flint Water 

Dear Governor, 


There is nothing more important in Flint right now than fixing the water problems. Attached is a letter outlining 
a plan with my request for your support. I urge you to work with all of us in the Flint community to implement 
solutions. 

Sincerely, 

Mayor Walling 


Dayne Walling 

Mayor, City of Flint 

City Hall, 1101 S. Saginaw St. 

Flint, MI 48502 
810-766-7346 
mayor @cityoffl hit . com 
vvww. city offii nt . com 

follow me on twitter at http :/7twitter. com/mayorwalling 
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Mayor 

January IS, 20:15 

The Honorable Rick Snyder 
Governor, State of Michigan 
P.O. Box 30013 
Lansing, Mi 48909 

Flint Water Improvement Rian 

Dear Governor Snyder: 

On behalf of the Flint community, i am writing to convey serious concerns about water quality and to 
request your support for my proposed FlintWaterimprovement Plan. Access to sate and ciesn water is 
a baste human right, and, therefore, policy and budget decisions need to ensure that water is affordable 
and secure for everyone in Flint: and all across Michigan ft is essential there Is City, State 3nd Federal 
cooperation to address the challenges here and to meet the needs of vulnerable populations. 

Thefliht Water Improvement Wan fs : focused in fve areas: safety, quality, access, invest mentand : 
education. The plan puts safety and quality first because this is fundamental. It is designed to be a 
sustainable solution for the City of flint and the community as we move towards a new permanent 
water suppiy from take Huron through the haregnondi Water 1 Authority. My plan offers new ideas and 
also builds on successful models of utility, energy and assistance programs at the State and Federal 
levels. 

Safety & Quality 

* i£X)% Safety is the standard 

* City of Flint reports testing data to the public re assure safety and expands testing sites and 
frequency 

* Ssing on experiertced river water treatment operational management irrthe: Cityof Flint 
Access 

* Announce an amnesty program for Flint water service turn-ons and reduce the turn-on fee 

* Develop a revised affordable payment plan policy to encourage customers to return 

* Design Federal and State partnership to establish new Drinking Water Emergency Assistance 
Fund for the elderly and ; vulnerable families 

Investment 

« Accelerate water system improvements outlined in the City of Flint Capital Improvement Plan 
through Federal and State investments 

o State approves City of Flint's Distressed Cities fund applications 


Cuy M Flint • fKH S„ Saginaw Street ■< Flint, Michigan 485(12 
v^v>v.eity»llfmtx<>m ' 766-7346 * FaxrfRW} 766-7218 



o federal and State support for replacement or forgiveness of payment to the Drinking 
Water Revolving loan Fund due to Flint's status as a distressed community 
a Federal and State grants for infrastructure improvements in alignment with the Flint 
Master Plan 

* City Water Department implements budgeted FY1S projects inci udlng leak detection, valve 
repairs, new pipes and meter replacements 

Education 

» Develop a community partnership with universities to provide household and business 
customers with information on testing and conservation 

* Ongoirsg partnership with Michigan Department of Human Services, United Way, Salvation Army 
and community organizations to provide Information and water assistance with the Keep the 
Water Flowing Fund and support services 

® Expand youth energy initiative to assist households with consenratfarr and efficiency' (piloted in 
summer 2014 with Northwestern High School students, EcoWorks and Consumers Energy) 

If is also critical to restore the public confidence in Flint Water, The smpiementat Ion of this pi an m ust be 
accompanied by: extensive community engagement including local elected officials. My objective is to 
work with you and your appointed officials. State Senator Ananich, State Representatives Phelps and 
Neeley, Congressman Ktidee, communitygrou ps, businesses, churches, found3t!ons, the Flint City 
Council, and ail of the City of Flint and government personnel. 

it is imperative that we communicate better and provide residents more information. I understand 
representatives from the M ichigan Depa rtment of Environme ntai Quality will be joining a public fo rum 
this week at City Hall. This engagement going forward is vital so thank you for supporting their efforts. I 
think thts issue of transparency is important for comrmjnfties alt across the State, i recommend a review 
of the appiicabie laws and policies and, at a minimum, a new requirement that water testing data he 
reported publicly no less than quarterly by law in all Michigan communities in FliMks population 
category. 

Thank you for the consideration Governor. Thereis nothing more important ih Flint rightnow than fixing 
the water problems. We must work together to identify funds to repair and update the water treatment 
facilities and city-wide i nfrastructure and to help those persons without access to dean waterso that 
the entire Flint community has sustainable, safe, secure and affordable water now and into the future. 
This is an important Issue for the state of our State of Michigan and purge you to work with us to 
implement solutions. 



Dayne Wailing, Mayor 
City of Flint 


CC: Film City Council President Joshua Freeman; Congressman Dan Kiidee; State Senator Jim Ananich; 
State Representative Sheldon Neeley; State Representative Phil Phelps; Flint Emergency Manager Jerry 
Ambrose 



From: 

Sent: 

To: 

Subject: 


Muchmore, Dennis (GOV) 

Tuesday, September 15, 2015 5:11 PM 
Hollins, Harvey (GOV) 

RE: Flint Water Request 


No kidding., , so is the timing of the legislative support.. .of course it doesn't heip when the cierk fails to file an appeal of 
the court order in time... 


From: Hollins, Harvey (GOV) 

Sent: Monday, September 14, 2015 5:59 PM 

To: Muchmore, Dennis (GOV) <muehmored @ micbig 3 n .go v> 

Subject: Re: Flint Water Request 

Chief, Dayne will not have a cake walk to get reelect end. While the need is real, the timing of this request is 
suspect. 

Best, 

Harvey 

On Sep 14, 2015, at 5:07 PM, Muchmore, Dennis (GOV) <mucdimored @r nichig a n.gov> wrote: 


Great, we have a lot of money laying around... 


From: Dayne Walling fmailto:dwalling@dtyoffiintcorril 

Sent: Monday, September 14, 2015 4:17 PM 

To: GovernorsOffice WKKKKKKKKKKKKKKKKKKKKKKB', Snyder, Rick (GOV) 

Cc: Joshua Freeman < jfreeman@eityoffjint.CQrn >; senjananich@senate.mi.gov: Hollins, Harvey (GOV) 
< hQHinsh@michigan.gov >: Muchmore, Dennis (GOV) < muchmored@michigan.gov >: Phil Phelps 
< philphelps@house.mi.goy >; SheldonNeeley@house.mj.gov: Hedman, Susan 
< Hedrnan.susan@epa.gov >: Natasha Henderson < nhenderson@citvQfflint.com > 

Subject: Flint Water Request 

Dear Governor, 

I am renewing my call for additional funding to address Flint's water challenges. While 
significant progress has been made, with the fiscal stress and pending lawsuits against the City, 
there is a gap in the funds necessary to meet the adopted capital improvement plan and to 
respond to new needs with lead pipes. Attached is a letter of request. I thank you in advance for 
your willingness to review. 

Sincerely, 

Mayor Walling 


Dayne Walling 

Mayor, City of Flint 

City Hall, 1101 S. Saginaw St. 
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Flint, MI 48502 
810-766-7346 

rnA y or @ cit yo ffiint.com 
w w w. cit v offlint. com 

follow me on twitter at http:/7twit.terxom/ma;vorvvajling 

<Flint Mayor Water Request. pdf> 
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From: 

Muchmore, Dennis (GOV) 

Sent: 

Monday, September 28, 2015 6:04 PM 

To: 

'Rep. Sheldon Neeley (District 34)' 

Cc: 

Hollins, Harvey (GOV); Wyant, Dan (DEQ); Lyon, Nick (DCH) 

Subject: 

RE: Governor's Assistance 


Representative- 


We're setting up a meeting with you, Harvey Hollins, Nick Lyon and Dan Wyant as soon as possible to make sure you are 
in the same loop on this as we are. The issues you raise in your Setter are similar to the same ones we are raising 
internally ourselves. Lead is not an acceptable risk in any event, however lead content pipes are prevalent in cider cities 
throughout Michigan and we’ll all have to pool our efforts to work with these pipes now and in the future. Although 
there are some legitimate questions relating to the conclusions reached by the Hurley folks, they are a city institution 
and we would have expected them to report and discuss those concerns with dtv leadership so that the city could act, 
but that is a different subject. 

Whenever you are available we'll do our best to schedule and come over and meet with you. 


From: Rep. Sheldon Neeley (District 34) [mailto:SheldonNeeSev@house.mi.KOv1 
Sent: Monday, September 28, 2015 5:44 PM 

To: GovernorsOffice Snyder, Rick (GOV) 

Dennis (GOV) < muchmored@michigan.gov >; Posthumus, Dick (GOV) < Posthurnusd(S> rnichigan.gov > 

Subject: Governor's Assistance 

Please see attached letter. 


Muchmore, 
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From: 

Sent: 

To: 

Subject: 


Larry Reynolds < notifications@ohm.basecamphq.com> 
Tuesday, November 03, 2015 12:38 PM 
Baird, Richard (GOV) 

[Flint Water Advisory Task Force] notes to timeline 


Flint Water 



Larry Reynolds posted a new message: 


Friday, Sept 11. Dr. Mona Flanna -Attisha contacted Dr. Lawrence Reynolds 
with concerns about children’s blood levels in light of Mark Edwards, 

PhD findings. Dr. Mona convened the Hurley Medical Center Research Team. 
Dr. Reynolds contacted the MDCFI Childhood Lead Prevention Program by 
phone and left data request for Flint EBLLs. Dr. Reynolds also 
contacted MDEQ staffer who stated MDEQ was waiting for a letter from 
MDCH .REGARDING HEALTH ISSUES AND ACTION. 


Wednesday .September 15-DHHS graph for 0-16 yoa children with Flint 
mailing addresses and ELLs to Dr. Reynolds was discussed with two GCHD 
Board of Health (GCBOH )members (chair Kay Doer and member Dr. Laura 
Carravallah )and management staff Maj^V«lasak---Dirss?tsf--;-©rv--G«ry 
J o h n so n Medical Director , and John Henry - Environmental Hygiene- in 
an informal meeting. The GCBOH chair read the mission of the GCHD aloud. 

GCHD Director’s response was that staff and resources to access MCIR 
data registry for lead levels were not available. A new software had 
been installed and the PDF format required manual extraction for a 
report to get ELLs .ages, and addresses. Also, he said it was the City 
of Flint Department of Public Works’s responsibility to issue a health 
advisory , not the GCHD. 


Monday .September 21- Greater Flint Health Coalition VIEWED 
PRESENTATION BY Dr. Mona H-A and passed a resolution to requesting a 
health advisory for the city of Flint. At noon , members of the GFHC 
met with the mayor-Walling , administrator-Henderson , and the DPW 
director-Crump , requesting action on the resolutions , the HMC research 
, and the Virginia Tech research. The response by the administrator was 


l 




Flint could not change water sources because of cost .Also, the water 
leaving the plant meets MDEQ standards 


Tuesday .September 22- Genesee County Medical Society (GCMS ) passed a 
resolution for the same. 

Thursday , September 24-In the absence of a response by the City 
Administration or the Genesee County Health Department, a press 
conference was called by HMC and GFHC members to advise the community 
of a health emergency with a presentation of the HMC research by Dr. 

Mona H-A , followed by remarks by the GCHD Director , Mark Valacak. The 

city administrator attended. The state continued to dispute the 

findings. 


This message was sent to Chris Kolb, Dana Puiver, Deborah Higgins, Eric Rothstein, Ken Sikkema, Larry Reynolds, Matthew Davis, 
Michele VanSIckie, Rich Baird, and Tracey Poteat. 

Stop receiving emails when comments are posted to this message. Prefer plain text emails? 

Delivered by Basecamp 
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From: 

Sent: 

To: 

Subject: 


Madhu Anderson <notifications@ohm.basecamphq.com> 
Wednesday, November 04, 2015 12:20 PM 
Baird, Richard (GOV) 

[Flint Water Review] Article Regarding EPA Task Force Review 


Flint Water 



Madhu Anderson posted a new message: 


The EPA Safe Drinking Water Water Task Force will be meeting in Flint on November 10. DEQ is a 
member of that Task Force as well. 


This message was sent to Chris Kolb, Eric: Rothstein, Ken Sikkerna, Larry Reynolds, Madhu Anderson, Matthew Davis, and Rich 
Baird 

Stop receiving emails when comments are posted to this message Prefer olein text emails? 

Delivered by Qasecamp 
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From: Larry Reynolds <notifications@ohm.basecamphq.com> 

Sent: Wednesday, November 04, 2015 3:29 PM 

To: Baird, Richard (GOV) 

Subject: [Flint Water Advisory Task Force] Al Sharpton group wants new Flint court for possible lead 

poison victims | MLive.com 




This message was sent to Chris Kolb, Dana Pulver, Deborah Higgins, Erie Rothstein, Ken Sikkema, Larry Reynolds, Matthew Davis, Michele 
VanSickle, Rich Baird, and Tracey Poteat. 


; when comments are posted to this message. Prefer plain text emails? 


Delivered by E ia s ec a mp 






From: 

Sent: 

To: 

Subject: 


Madhu Anderson <notifications@ohm.basecamphq.com> 
Wednesday, November 04, 2015 3:33 PM 
Baird, Richard (GOV) 

Re: [Flint Water Review] Article Regarding EPA Task Force Review 


Flint Water 



Madhu Anderson commented on the message: 


EPA (Office of Water) issued this memorandum yesterday to its Regional Water Division 
Directors. This guidance memo prospectively clarifies how the EPA will interpret the Lead and Copper 
Rule corrosion control requirements in a situation such as what happened in Flint, when they made a 
switch from purchased water to a new source. 



This comment was sent to Chris Kolb, Eric Rothstein, Ken Sikkema, Larry Reynolds, Madhu Anderson, Matthew Davis, and Rich 
Baird. 

Stop receiving emails when comments are posted to this message. Prefer plain text emails? 

Delivered by Basecamp 
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From: Larry Reynolds <notifications@ohm. basecamphq.com> 

Sent: Thursday, November 05, 2015 9:26 AM 

To: Baird, Richard (GOV) 

Subject: [Flint Water Advisory Task Force] Listeniing session 


Company: Flint Water 

[x] SsSf.. Larry Reynolds posted a new message: 


As of today we have 37 invitees . Location -Mott CHC Auditorium .Can 
you give possible dates after 530p .preferably before Thanksgiving ? I 
cannot do 11/12 , 11/19, or 12/1 


This message was sent to Chris Kolb, Dana Puiver, Deborah Higgins, Erie Rothstein, Ken Sikkema, Larry Reynolds, Matthew Davis, 
Michele VanSIckle, Rich Baird, and Tracey Potent 

Stop receiving emails when comments are posted to this message. Prefer plain text emails? 


Delivered by Basecamp 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Ken Sikkema [ksikkema@pscinc.com] 

Thursday, November 12, 2015 10:05 AM 
Baird, Richard (GOV) 

Julie Metty Bennett 
Meeting Logistical Support 

Proposed Services Memo_Flint water task force_1 1-09-1 5. docx 


Rich: 

Please see attached... thanks 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@pscinc.com 
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public; sector 

CONSULTANTS 


Memorandum 


To: Rich Baird, Transformation Manager, Office of the Governor 

From: Julie Metty Bennett, Senior Vice President, Public Sector Consultants 

Date: November 10, 2015 

Subject: Professional Services for the Flint Water Task Force 

COMMENTS: 

Per the phone conversation between Rich Baird and Ken Sikkema on November 6, 2015, this 
memo will formalize the work PSC will perform for the Office of the Governor. 

Public Sector Consultants (PSC) will provide meeting space and note taking services for the Flint 
Water Task Force. PSC services will be provided at the rate of $400 per meeting. Invoices will be 
sent directly to Rich Baird. 

We look forward to working with you on this project. 


Public Sector Consultants Inc. 

230 N. Washington Sq., Suite 300 
Lansing, Ml 48933 
(517) 484-4954 
(517) 484-6549 Fax 
www.pscinc.com 



Letter of Agreement 

I have read the memo for Professional Services for the Flint Water Task Force submitted by Pub- 
lic Sector Consultants Inc. on November 10, 2015. I agree that the Office of the Governor will 
pay for the products and services described in this document for a flat fee of $400 per meeting of 
the Flint Water Task Force; this amount shall be payable monthly. PSC will provide a monthly 
invoice for the fee, with a summary of services performed. The project will begin on receipt of 
this signed agreement. This price shall remain in effect for 60 days. 

This agreement may be amended only by written permission from both parties and becomes 
effective upon their authorized signatures. 

The Office of the Governor owns the final product and supportive work, but may not release to 
the public excerpted or modified portions of the final product without the approval of PSC. When 
PSC assures interviewees of confidentiality and/or anonymity, PSC will not attribute comments, 
opinions, or perceptions to specific individuals. 

Services and/or products not included in this agreement shall be provided by Public Sector 
Consultants Inc. to the Office of the Governor on a time-and-materials basis at rates mutually 
agreed on. 

Please sign and return one copy to Public Sector Consultants Inc., 230 N. Washington Sq., Suite 
300, Lansing, MI 48933. Please retain one copy for your files. 


Office of the Governor 


Richard Baird 


Title 


PoNPublic Sector Consultants Inc. 
Julie Metty Bennett 


/ 


Senior Vice President 
Title 


November 10, 2015 

Date Date 


Public Sector Consultants Inc. 

230 N. Washington Sq., Suite 300 
Lansing, Ml 48933 
(517) 484-4954 
(517) 484-6549 Fax 
www.pscinc.com 



From: 

Sent: 

To: 

Subject: 


Adamczyk, Lynne (GOV) 

Wednesday, November 18, 2015 3:10 PM 
Baird, Richard (GOV) 

RE: Don Cummings Meeting 


FYI - Nick has an opportunity to speak at the GR Chamber at 1:30 that day, so Maureen asked if 11:30 - 12:30 would be 
OK. You have Flint Water Task Force until 11:30, so I told her you may be a little late. 


From: Baird, Richard (GOV) 

Sent: Wednesday, November 18, 2015 2:31 PM 

To: Adamczyk, Lynne (GOV) < adafflezykS@fflichig3n.,gov > 

Subject: RE: Don Cummings Meeting 


I'm ok with Clara's. I may be getting Troppo'ed out... 


From: Adamczyk, Lynne (GOV) 

Sent: Wednesday, November 18, 2015 11:47 AM 
To: Baird, Richard (GOV) 

Subject: Don Cummings Meeting 

Rich, 

We are looking at 12/02 for a lunch meeting, noon - 1 PM, in Lansing. Do you have a restaurant preference? Nick's 
Admin suggested Clara's possibly, farther from downtown. I know you like Troppo's. 

Lynne Adamczyk 

Executive Assistant 

Office of Governor Rick Snyder 

517-373-3400 (o) 

adaniczvkl@rnicliigan.gov 
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From: 

Sent: 

To: 

Subject: 


Bedan, Morgan (GOV) 

Monday, November 23, 2015 10:07 AM 
Baird, Richard (GOV) 

Flint After Action Cali Tomorrow 


Beth asked that I reach out to you to see if 4:30 or 4:45 worked for the call you discussed in Senior Staff. Please let me 
know who else will be on the call. 

Thank you! 
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From: 

Sent: 

To: 

Subject: 


Bedan, Morgan (GOV) 

Monday, November 23, 2015 2:44 PM 
Baird, Richard (GOV) 

RE: Flint After Action Call Tomorrow 


Thank you -- do we need any briefing material? 

From: Baird, Richard (GOV) 

Sent: Monday, November 23, 2015 2:35 PM 
To: Bedan, Morgan (GOV) 

Subject: Re: Flint After Action Call Tomorrow 

They are getting back to me. Likely Ken Sikkema and Chris Kolb and Eric Rothstein. 

Sent from my Verizon Wireless 4G LTE DROID 

On Nov 23, 2015 10:06 AM, "Bedan, Morgan (GOV)" <BcdanM@.michigan. gov> wrote: 

Beth asked that I reach out to you to see if 4:30 or 4:45 worked for the call you discussed in Senior Staff. 
Please let me know who else will be on the call. 


Thank you! 


l 



From: 

Sent: 

To: 

Cc: 

Subject: 


Bedan, Morgan (GOV) 

Tuesday, November 24, 2015 9:59 AM 



Baird, Richard (GOV) 

Flint After Action Conference Call with Governor - Today at 4:30 PM 


Importance: 


High 


Good morning, 

The Governor asked that we schedule a conference call with the Flint Water Task Force members this afternoon at 4:30 
PM. Below is the call in number, please confirm your participation on the call. 


Thank you, 

Morgan Bedan 

Deputy Director of Scheduling 
Executive Office of Governor Rick Snyder 
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From: Ken Sikkema <ksikkema@pscinc.com> 

Sent: Tuesday, November 24, 2015 11:26 AM 

To: Bedan, Morgan (GOV) 

Cc: mattdav@med.umich.edu; chris@environmentalcouncil.org; erothste@grg-ltd.com; 

reynolds@mottchc.org; higginsd@mottchc.org; Baird, Richard (GOV) 

Subject: Re: Flint After Action Conference Call with Governor - Today at 4:30 PM 


I will be on... thank you. 

Ken 

On Tue, Nov 24, 2015 at 9:59 AM, Bedan, Morgan (GOV) <BedanM @ mi chi ga n . go v> wrote: 
Good morning, 


The Governor asked that we schedule a conference call with the Flint Water Task Force members this afternoon 
at 4:30 PM. Below is the call in number, please confirm your participation on the call. 




Thank you, 


Morgan Bedan 


Deputy Director of Scheduling 
Executive Office of Governor Rick Snyder 

517 - 373-0504 
bedan m@ mi eh i gan . go v 
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Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema @p scinc.com 



From: 

Sent: 

To: 

Subject: 


Ken Sikkema < ksikkema@pscinc.com > 

Tuesday, November 24, 2015 12:46 PM 

Chris Kolb; Eric Rothstein; Matt Davis; Lawrence Reynolds; Baird, Richard (GOV) 
Conference Call With Governor 


All: 

As you know, we have a conference call with the Governor at 4:30pm today... 

In a phone conversation with Rich Baird earlier today, he mentioned that he has heard the Task Force has 4 
initial items of concern: 

1. The lack of unfettered access to individuals with whom we need to meet. 

2. The lack of one individual or entity who has the responsibility to coordinate and marshal resources to respond 
to the ongoing situation in Flint. 

3. The proposed letter requesting the deployment of the resources of the Office of Emergency Preparedness and 
Response for additional testing of blood lead levels in Flint children. 

4. The apparent culture of "technical compliance" as a regulatory approach in the Safe Drinking Water Division 
at DEQ. 

Given the limited time we have with the Governor, I suggest we focus on the first 3 and leave the last one for 
another day. Although my take-away from our meeting with the DEQ is consistent with #4 above, I would 
characterize it as an initial impression and one that needs to be explored a bit further. 

Everyone should feel free to weigh in where they want, but Eric, I hope you will emphasize #1, Matt #3, and 
Chris— you or I— #2. 

Just my suggestion as a way to organize our conversation a bit... open to other thoughts as we proceed. 

Ken 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@.pscinc. coin 
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From: 

Sent: 

To: 

Subject: 


Eric Rothstein 

Wednesday, November 25, 2015 10:24 AM 

Ken Sikkema; Baird, Richard (GOV); Chris Kolb; Laurence Reynolds; Matthew M. Davis 
Flint Water Staff to Interview 


Ken, 

This may be redundant but just in case, my thoughts on staff interviewees include: 

M. Glasgow 
B Wright 
H. Croat 

AND 

W. Green from LAN Engineering 

Have a great holiday. We are back in Chicago on Friday and I'm working on weekend so don't hesitate to call/ e-mail. 
Sent from my iPhone 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Ken Sikkema <ksikkema@pscinc.com> 
Wednesday, November 25, 2015 10:30 AM 
Saxton, Thomas (Treasury) 

Baird, Richard (GOV) 

Flint Water Advisory Task Force Interviews in Fllint 
Flint Water Advisory Task Force Letter.pdf 


Tom: 

Just got off the phone with Rich Baird regarding our desire to interview individuals in Flint who had/have 
responsibility for various aspects of managing the Flint Treatment Plant or responsibility in the Department of 
Public Works. The attached letter lists the initial list prepared by Eric Rothstein, It is essential that we have 
unfettered and unrestricted access to these individuals. 

Thank you for your assistance. 

Ken 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@pscinc.com 
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Flint Water Advisory Task Force 


November 12, 2015 


Ms. Karen Weaver, Mayor 

Ms. Natasha Henderson, City Administrator 

City Hall 

1101 S. Saginaw St. 

Flint, MS 48502 


Dear Mayor Weaver and Administrator Henderson: 

As you are aware. Governor Snyder has appointed a Flint Water Advisory Task Force to review what 
led to the problem of high lead levels in drinking water, review the related regulatory framework, 
and make appropriate recommendations to prevent reoccurrence in Flint or elsewhere in Michigan. 
Members of the Task Force are Dr. Lawrence Reynolds, Dr. Matthew Davis, Eric Rothstein, Chris 
Koib, and Ken Sikkema. 

As part of our review, we would like to talk with appropriate individuals who are or were 
responsible for Flint Water Treatment Plant operations and capital planning during the past few 
years. We think these discussions are important for us to understand how the source water 
conversion was planned and implemented, how challenges in treating water from the Flint River 
were managed, and how water quality in the distribution system was monitored and addressed. 

individuals we would like to meet with include (1) Howard Croft, (2) DPW Staff - Daugherty 
Johnson, Brent Wright, Mike Glasgow and (3} Warren Green with the LAN engineering firm. We are 
requesting your assistance in securing the availability of these individuais in the afternoon of 
Monday, November 23 or anytime on Tuesday, November 24. if preferable, we can contact these 
individuals directly for scheduling purposes and would request your assistance in ensuring this 
scheduling is appropriately prioritized. 

Please feel free to contact us through email or by telephone. Thank you for your assistance and 
cooperation in this important matter. 


Sincerely, 




Xsfy 

>/ . < k 




Chris Koitr' 
chris@environmentaicouncil.org 
517-487-9539 



Ken Sikkema 

ksikkema@pscinc.com 

517-484-4954 


Cc: 


Dr. Lawrence Reynolds 
Dr, Matthew Davis 
Eric Rothstein 



From: Ken Sikkema 

Sent: Wednesday, November 25, 2015 10:35 AM 

To: Eric Rothstein 

Cc: Baird, Richard (GOV); Chris Kolb; Laurence Reynolds; Matthew M. Davis 

Subject: Re: Flint Water Staff to Interview 

Eric, et al: 

Just got off phone with Rich Baird... Treasury will contact City Administrator Henderson and insist that we— 
you— have unfettered, unrestricted, and unsupervised access to any individual with whom we wish to meet.. 

I just sent email to Tom Saxton at Treasury and attached our original letter to Henderson, which identifies those 
individuals... I think it lists all of the ones you mentioned above... I'm guessing you want the ability to call them 
directly? 

Ken 

On Wed, Nov 25, 2015 at 10:23 AM, Eric Rothstein^^^^^^^^^^^^^Jwrote: 

Ken, 

This may be redundant but just in case, my thoughts on staff interviewees include: 

M. Glasgow 
B Wright 
H. Croat 

AND 

W. Green from LAN Engineering 

Have a great holiday. We are back in Chicago on Friday and I'm working on weekend so don't hesitate to call/ 
e-mail. 

Sent from my iPhone 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 
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From: Chris Kolb MS MW OWIWMttS PW B IW M 

Sent: Wednesday, November 25, 2015 10:42 AM 

To: Ken Sikkema; Eric Rothstein; Baird, Richard (GOV); Matt Davis; Lawrence Reynolds 

Subject: Fwd: Request from the Flint Water Advisory Task Force 

Attachments: Flint Water Advisory Task Force Letter.pdf 

Here is what I just got from Natasha Henderson; 

Forwarded 

From: Natasha Henderson 

Date: Wed, Nov 25, 2015 at 10:35 AM 

Subject: Fwd: Request from the Flint Water Advisory Task Force 
To: Michael Glasgow^^H^HHH^^^^^^^H, Brent 

Cc: Chris Kolb "Workman, Wayne (TREASURY)" 

< WorkmanW@michigan. gov> . "Saxton, Thomas (Treasury)" <saxtont @ michi ga n. g o v> 


Hello Mike, 

Please schedule a meeting with yourself and Brent to speak with the Advisory Task Force. I will not be present 
for the meetings, and the meetings will be one on one. The Task Force is evaluating the water situation so this 
will not be very formal. 

Hope you have a Happy Thanksgiving! 

Thanks, 

Natasha L. Henderson, City Administrator 
1101 S. Saginaw St. 

Flint, MI 

Email: 

Phone: (81 0) 237-2057 
www. citvoffi int . com 


Forwarded message — 

From: "Chris Kolb" 

Date: Nov 19, 2015 11:18 AM 


Subject: Request from th 
To: "Natasha Henderson 
Cc: 


IV4; 1 13 KTi ra rm vm Ik W m 9M it!9 


Natasha, 

Attached is a letter we sent to your and the Mayor's attention last Friday. I wondered if you had had a chance to 
help with our request. We have several members who are available next Monday and Tuesday to meet with the 
requested individuals in Flint. 


l 





Thank you for your assistance in this matter. 
Sincerely, 


Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 

5 11,487,9539 (office) 
517.487.9541 ( fax) 

¥1- j SA j cell) 


Sign up for our Electronic Newsletter! 


www. environmentalcouncil.org 
www. twitter, com/eko lb 
www.twitter.com/michenvcouncil 


Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 

517.487.9539 (office) 
517.487.9541 (fax) 
cell - ) 


Sign up for our Electronic Newsletter! 


www. en vironmentalcouncil . org 
www. twitter, com/cko lb 
www, twitter, com/michenvcouncil 
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Flint Water Advisory Task Force 


November 12, 2015 


Ms. Karen Weaver, Mayor 

Ms. Natasha Henderson, City Administrator 

City Hall 

1101 S. Saginaw St. 

Flint, MS 48502 


Dear Mayor Weaver and Administrator Henderson: 

As you are aware. Governor Snyder has appointed a Flint Water Advisory Task Force to review what 
led to the problem of high lead levels in drinking water, review the related regulatory framework, 
and make appropriate recommendations to prevent reoccurrence in Flint or elsewhere in Michigan. 
Members of the Task Force are Dr. Lawrence Reynolds, Dr. Matthew Davis, Eric Rothstein, Chris 
Koib, and Ken Sikkema. 

As part of our review, we would like to talk with appropriate individuals who are or were 
responsible for Flint Water Treatment Plant operations and capital planning during the past few 
years. We think these discussions are important for us to understand how the source water 
conversion was planned and implemented, how challenges in treating water from the Flint River 
were managed, and how water quality in the distribution system was monitored and addressed. 

individuals we would like to meet with include (1) Howard Croft, (2) DPW Staff - Daugherty 
Johnson, Brent Wright, Mike Glasgow and (3} Warren Green with the LAN engineering firm. We are 
requesting your assistance in securing the availability of these individuais in the afternoon of 
Monday, November 23 or anytime on Tuesday, November 24. if preferable, we can contact these 
individuals directly for scheduling purposes and would request your assistance in ensuring this 
scheduling is appropriately prioritized. 

Please feel free to contact us through email or by telephone. Thank you for your assistance and 
cooperation in this important matter. 


Sincerely,^ 

. .j&f 




/ 


Chris KoiP" 

chris@environmentalcouncii.org 
517-487-9539 






'Sr: 





Ken Sikkema 

ksikkema@pscinc.com 

517-484-4954 


Cc: 


Dr. Lawrence Reynolds 
Dr, Matthew Davis 
Eric Rothstein 



From: Ken Sikkema <ksikkema@pscinc.com> 

Sent: Wednesday, November 25, 2015 10:53 AM 

To: Chris Kolb 

Cc: Eric Rothstein; Baird, Richard (GOV); Matt Davis; Lawrence Reynolds 

Subject: Re: Request from the Flint Water Advisory Task Force 

Eric: 

It appears you have been unleashed... 

Ken 

On Wed, Nov 25, 2015 at 10:41 AM, Chris Kolb < chris@envi ronmentalcounci I . org > wrote: 
Here is what I just got from Natasha Henderson: 

Forwarded message 

From: Natasha Henderson <nhenderson @ cii y off1int.com> 

Date: Wed, Nov 25, 2015 at 10:35 AM 

Subject: Fwd: Request from the Flint Water Advisory Task Force 

To: Michael Glasgow <mg l asg o vv @ cit yo fflint.cotn>. Brent Wright <bwrigh t@,ci t voffl int . com> 
Cc: Chris Kolb < chri s@environtnentalcounci 1 . org >, "Workman, Wayne (TREASURY)" 
< WorkmanW@michigan.aov >. "Saxton, Thomas (Treasury)" < saxt.ont@rnichl gan, gov > 


Hello Mike, 

Please schedule a meeting with yourself and Brent to speak with the Advisory Task Force. I will not be present 
for the meetings, and the meetings will be one on one. The Task Force is evaluating the water situation so this 
will not be very formal. 

Hope you have a Happy Thanksgiving! 

Thanks, 

Natasha L. Henderson, City Administrator 
1 101 S. Saginaw St. 

Flint, MI 

Email : nhenderson@citvoffliiit.com 
Phone: ( 810 ) 237 - 2057 ~ 
www, cityofflint. com 

Forwarded message 

From: "Chris Kolb" <cliris @e nvironnieiitalcouncil.o rg > 

Date: Nov 19, 2015 11:18 AM 

Subject: Request from the Flint Water Advisory Task Force 
To: "Natasha Henderson" < nhenderson@citvotflint com > 


l 



Cc: 


Natasha, 

Attached is a letter we sent to your and the Mayor's attention last Friday. I wondered if you had had a chance to 
help with our request. We have several members who are available next Monday and Tuesday to meet with the 
requested individuals in Flint. 

Thank you for your assistance in this matter. 

Sincerely, 

Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 

517.487.9539 (office) 

5 j 7 487 9541 (fax) 



Sign up for our Electronic Newsletter! 


www.environmentalcounci 1 erg 
www.twitter.com/ckolb 

twitter.com/michenvcouncil 


Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 

517.487.9539 (office) 

517.487.9541 (fax) 
^■H^H(cell) 

Sign up for our Electronic Newsletter! 


www . enviromnentalcounci i . org 

www.twitter.com/ckolb 

www. twitter . com/mi ehen vcouneil 
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Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

kstkkema@pscinc. com 



From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Saxton, Thomas (Treasury) 

Wednesday, November 25, 2015 1:05 PM 
Ken Sikkema 

Baird, Richard (GOV); Workman, Wayne (TREASURY) 
RE: Flint Water Advisory Task Force Interviews in Fllint 
Fwd: Request from the Flint Water Advisory Task Force 


Ken, 

Wayne and I spoke to Natasha this morning. She is on vacation. We delivered the message quite dearly and she should 
understand now that the Task Force is to have open access to key City individuals. Further, we indicated she does not 
need to be nor should she be present during those conversations. (See attached.) I did not have your list at the time of 
the conversation with her; my understanding is one of the individuals may no longer he engaged with the City. The 
bottom line is, if you still are having trouble reaching or talking to people, just let us know and we will follow up. 


From: Ken Sikkema [maiito:ksikkema@pscinc.cornl 

Sent: Wednesday, November 25, 2015 10:30 AM 

To: Saxton, Thomas (Treasury) < SaxtonT@michigan.gov > 

Cc: Baird, Richard (GOV) < bairdr@rniehigan.gov > 

Subject: Flint Water Advisory Task Force Interviews in Fllint 

Tom: 

Just got off the phone with Rich Baird regarding our desire to interview individuals in Flint who had/have 
responsibility for various aspects of managing the Flint Treatment Plant or responsibility in the Department of 
Public Works. The attached letter lists the initial list prepared by Eric Rothstein, It is essential that we have 
unfettered and unrestricted access to these individuals. 

Thank you for your assistance. 

Ken 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksik.kema @ pscinc.corn 


l 



From: Natasha Henderson <nhenderson@cityofflint.com> 

Sent: Wednesday, November 25, 2015 10:35 AM 

Subject: Fwd: Request from the Flint Water Advisory Task Force 

Attachments: Flint Water Advisory Task Force Letter.pdf 


Hello Mike, 

Please schedule a meeting with yourself and Brent to speak with the Advisory Task Force. I will not be present 
for the meetings, and the meetings will be one on one. The Task Force is evaluating the water situation so this 
will not be very formal. 

Hope you have a Happy Thanksgiving! 

Thanks, 

Natasha L. Henderson, City Administrator 
1101 S. Saginaw St. 

Flint, MI 

Email: nhender son@cityofflint . com 

Phone: (810) 237-2057’ 

wvvw.citvofflint.com 

Forwarded message - 

From: "Chris Kolb" < chris@enviromnentaicounci 1 .org > 

Date: Nov 19, 2015 11:18 AM 

Subject: Request from the Flint Water Advisory Task Force 
To: "Natasha Henderson" < i.dienderson@cit.yofflint.com > 

Cc: 

Natasha, 

Attached is a letter we sent to your and the Mayor's attention last Friday. I wondered if you had had a chance to 
help with our request. We have several members who are available next Monday and Tuesday to meet with the 
requested individuals in Flint. 

Thank you for your assistance in this matter. 

Sincerely, 

Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 

517.487.9539 (office) 

517,487,9541 (fax) 

lH3ppg^^ (cell) 

l 


Sign up for our Electronic Newsletter! 


wwvv.env i ronm entalc-ouncil.org 

vvwvv.tvvitter.com/ckolb 

www. twitter, com/mi chen vcouncil 
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Flint Water Advisory Task Force 


November 12, 2015 


Ms. Karen Weaver, Mayor 

Ms. Natasha Henderson, City Administrator 

City Hall 

1101 S. Saginaw St. 

Flint, MS 48502 


Dear Mayor Weaver and Administrator Henderson: 

As you are aware. Governor Snyder has appointed a Flint Water Advisory Task Force to review what 
led to the problem of high lead levels in drinking water, review the related regulatory framework, 
and make appropriate recommendations to prevent reoccurrence in Flint or elsewhere in Michigan. 
Members of the Task Force are Dr. Lawrence Reynolds, Dr. Matthew Davis, Eric Rothstein, Chris 
Koib, and Ken Sikkema. 

As part of our review, we would like to talk with appropriate individuals who are or were 
responsible for Flint Water Treatment Plant operations and capital planning during the past few 
years. We think these discussions are important for us to understand how the source water 
conversion was planned and implemented, how challenges in treating water from the Flint River 
were managed, and how water quality in the distribution system was monitored and addressed. 

individuals we would like to meet with include (1) Howard Croft, (2) DPW Staff - Daugherty 
Johnson, Brent Wright, Mike Glasgow and (3} Warren Green with the LAN engineering firm. We are 
requesting your assistance in securing the availability of these individuais in the afternoon of 
Monday, November 23 or anytime on Tuesday, November 24. if preferable, we can contact these 
individuals directly for scheduling purposes and would request your assistance in ensuring this 
scheduling is appropriately prioritized. 

Please feel free to contact us through email or by telephone. Thank you for your assistance and 
cooperation in this important matter. 


Sincerely, 




Xsfy 

>/ . < k 




Chris Koitr' 
chris@environmentaicouncil.org 
517-487-9539 



Ken Sikkema 

ksikkema@pscinc.com 

517-484-4954 


Cc: 


Dr. Lawrence Reynolds 
Dr, Matthew Davis 
Eric Rothstein 



From: 

Sent: 

To: 

Cc: 

Subject: 


Saxton, Thomas (Treasury) 

Wednesday, November 25, 2015 1:08 PM 
Ken Sikkema; Baird, Richard (GOV) 

Workman, Wayne (TREASURY) 

FW: Request from the Flint Water Advisory Task Force 


I just sent you an email... this should supplement/update what ! sent 

From: Michael Glasgow [maiito:mgiasgow@citvoffiint.corrtl 

Sent: Wednesday, November 25, 2015 1:05 PM 
To: Chris Kolb < chris@envi ronmentaicoundl.org > 

Cc: Natasha Henderson < nhenderson@dtyofflint.com >; Brent Wright < bwright{a)dtvofflint.corn >: Workman, Wayne 
(TREASURY) < WorkmanW@michigan.gov >; Saxton, Thomas (Treasury) < SaxtonT@miebigan.gov > 

Subject: Re: Request from the Flint Water Advisory Task Force 

Chris, 

I can make myself available Monday afternoon or later Tuesday afternoon to meet. I believe Brent will be 
available at these times as well. If these times are not convenient for you, let me know what works best for you 
and we will try to adjust our schedules accordingly. 

Sincerely, 

On Wed, Nov 25, 2015 at 10:35 AM, Natasha Henderson < n hend er son @ citvoffl i n t . com > wrote: 


Hello Mike, 

Please schedule a meeting with yourself and Brent to speak with the Advisory Task Force. I will not be present 
for the meetings, and the meetings will be one on one. The Task Force is evaluating the water situation so this 
will not be very formal. 

Hope you have a Happy Thanksgiving! 

Thanks, 

Natasha L. Henderson, City Administrator 
1101 S. Saginaw St. 

Flint, MI 

Email: nhend er son@citvoffl int.com 

Phone: (810) 237-2057 

www.cityofflint.com 

Forwarded message 

From: "Chris Kolb" < chri s@en vironm en fcal council . org > 

Date: Nov 19, 2015 11:18 AM 

Subject: Request from the Flint Water Advisory Task Force 


l 



To: "Natasha Henderson" <nhenderson(2jcityofflinteom> 

Cc: 

Natasha, 

Attached is a letter we sent to your and the Mayor's attention last Friday. I wondered if you had had a chance 
to help with our request. We have several members who are available next Monday and Tuesday to meet with 
the requested individuals in Flint. 

Thank you for your assistance in this matter. 

Sincerely, 

Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 

.5.1.7=487.9539 (office) 

517.487.9541 (fax) 
cell) 


Sign up for our Electronic Newsletter! 


www. environmentalcouncil.org 
www . t witter . com/cko lb 
www. twitter . com/michenvcout tci 1 


Mike Glasgow 
Utilities Administrator 
City of Flint 
1 101 S. Saginaw St. 
Flint, MI 48502 
(810)766-7135 ext. 2602 
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From: 

Sent: 

To: 

Subject: 


Etue, Kriste (MSP) 

Thursday, November 26, 2015 10:57 AM 
Baird, Richard (GOV) 

Fwd: Flint 


First before anything... Happy Thanksgiving! (I count my blessings every day and know that I'm thankful for 
having you in my life.) 

Second... Any news on Flint water situation. I have Capt. Kelenske watching this closely. Note his email 
below. 


Sent from my iPhone 
Begin forwarded message: 

From: "Kelenske, Chris (MSP)" < Ke lens keC ((pm i chi gan , gov > 

Date: November 25, 2015 at 9:36:44 PM EST 
To: "Etue, Kriste (MSP)" < EtueK@michigan. gov> 

Cc: "Gorski, Gary (MSP)" < G orskiG @mi c hi gan . gov > 

Subject: Flint 

Col 

Thus far we have heard nothing reference to Flint putting an emergency declaration in place. Below is a link to 
a show called Current State. The new mayor mentions they need a disaster declaration. 

http://wkar.org/post/new-flint-mayor-disaster-dec[aration-key-solving-water-crisis#strean)/0 


Sent from my iPhone 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


chris@dewitt-communications.com 
Thursday, December 03, 2015 3:26 PM 
Baird, Richard (GOV) 

Flint proposal 

FWATF proposal 12-3-1 5. docx 


See attached. 

Thanks 

Chris De Witt 

De Witt Communications 

P.O. Box 4952 

East Lansing, MI 48826 

517-339-1700 off i ce 
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De Witt Communications 


December 3, 2015 


TO: Rich Baird 

FR: Chris De Witt 

RE: Flint Water Advisory Task Force 

Thank you for requesting a proposal from De Witt Communications to provide communication 
consulting services for the Flint Water Advisory Task Force (FWATF). 

De Witt Communications will provide services outlined below in the "Scope of Work". Consultant wi 
devote such business efforts and time as is reasonably required to fulfill the outlined services. It is 
anticipated that the Consultant will devote a minimum of 60 hours per month to this project. 

Scope of Work 

De Witt Communications proposes to assist the FWATF in the following: 

1. Development and coordinating of overall strategic messaging 

2. Serve as media contact and spokesperson 

3. Assist in the writing and distribution of documents such as reports and press releases 

4. Attend meetings, conferences and interviews 

5. Coordinate media information distribution 

6. Media Training as needed 

7. Editorial Board meeting coordination 

8. Assist with Community Forums 

9. Develop and maintain media contact information 

10. Press conference preparation and implementation 

Other items may be added to the "Scope of Work" if all parties agree. 

Retainer information: 

Project time frame: December 2015 - February 15, 2016 

Project retainer: $25,000 

Payment Schedule: To be determined 

Mailing address: De Witt Communications, P.O. Box 4952 East Lansing, Ml 48826 


Email address: chris@dewitt-communications.com 



Phone: 517-339-1700 (office) 


(cell) 


If you have any questions on any of the above items, please contact me. 

Again, thank you for this opportunity to assist the Flint Water Advisory Task Force. 


From: 

Sent: 

To: 

Subject: 


Lyon, Nick (DHHS) 

Friday, December 04, 2015 10:29 AM 
Baird, Richard (GOV) 

FW: Cali with Matt Davis 


From: Moran, Susan (DHHS) 

Sent: Thursday, December 03, 2015 4:42 PM 

To: Lyon, Nick (DHHS) < LyonN2@rnich-Ran.RQv >; Becker, Timothy (DHHS) < beckettl@rnidtiRan.Roy >; Lasher, Geralyn 

(DHHS) < jashera@michigan.gov > 

Cc: Grijalva, Nancy (DHHS) < GrijaivaN@michigan.gov >; Wells, Eden (DHHS) < WejlsE3@mich-aan,goy >; Dykema, Linda D. 
(DHHS) < DykernaL@michjRari.Rov > 

Subject: Call with Matt Davis 

We had a great call with Matt, overall seemed very supportive of our recent efforts and intends to modify the letter to 
the Governor based on actions taken by MDHHS. 

Highlights from our discussion: 

• VERY PLEASED with today's release of information regarding lead testing 

• Matt supportive of our ICS-like structure (with project managed by Division of Environmental Health) - very 
much in line with centralized coordination and communication 

• Agrees with our proposal to use Medicaid population denominator as proxy for measuring progress in 
accelerating lead testing efforts 

• VERY pleased with the efforts to partner with, engage Medicaid Health Plans in the public health response 

• Had some suggestions for using MCIR as a tool to link children and their school districts to determine potential 
lead exposure 

• Agrees there is lack of consensus among community providers about testing infants, but Eden/Sue/Matt agree 
that there must be a risk assessment for lead exposure from water, infants are at highest risk for adverse effects. 

Please let me know if you have questions. 
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Ken Sikkema < ksikkema@pscinc.com > 
Friday, December 04, 2015 11:41 AM 
Baird, Richard (GOV) 

Draft Letter 

KRS version of Snyder Letter.docx 


FYI 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@.pscinc. com 


From: 

Sent: 

To: 

Subject: 

Attachments: 


l 



Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with several members of 
the Michigan Department of Health and Fluman Services (MDFIFIS) to discuss elements of the 10-point 
Action Plan designed to address various issues related to the recent occurrence of elevated levels of 
lead in the Flint water supply. This discussion was held at our request as part of our task to make 
recommendations to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing 
mitigation efforts. We also met with staff of the Michigan Department of Environmental Quality (MDEQ) 
on that same day, but at a separate meeting. 

Subsequent to those meetings, on Tuesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself and several members of the Administration to discuss the 
progress to date on the 10-point Action Plan, as well as several other related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Health Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing, given the potential for disruption of the lining of lead service lines. We will continue to 
assess state efforts and make recommendations regarding specific steps that we believe are warranted. 

One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger framework which measures results and the impact of these efforts. We believe this 
larger framework should address the following: 

1. The need for MDFIFIS and MDEQ— and, possibly, other state agencies--to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— independent of any one particular state 
agency— be established to provide effective coordination of ongoing activities and reporting on the 
status of mitigation measures. For this, we also believe a readily understood "dashboard" should be 
developed that reports on the goals, timelines and assignments. This will enable members of the Flint 
community, public health providers, and state agencies to know about the status of the Flint water crisis 
mitigation program, as well as promote coordination and accountability. The Task Force is prepared to 
assist in the development of that dashboard. 

We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 
independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 



We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours, 


Flint Water Advisory Task Force 



From: 

Sent: 

To: 

Subject: 


Manolakoudis, Virginia (GOV) 

Monday, December 07, 2015 4:26 PM 
Baird, Richard (GOV) 

RE: Flint Water Advisory Task Force Recommendation 


Hi Rich, 

I faxed a copy of this document, to both Dan Wyant and Nick Lyon. Did you also say to email the document as an 
attachment? 


Thanks! 

Virginia 


From: Baird, Richard (GOV) 

Sent: Monday, December 07, 2015 3:49 PM 

To: Manolakoudis, Virginia (GOV) <ManolakoudisV @ michi g3 n. g ov> 
Subject: FW: Flint Water Advisory Task Force Recommendation 


From: Ken Sikkema 
Sent: Monday, December 07, 2015 3:31 PM 
To: Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 
Subject: Flint Water Advisory Task Force Recommendation 


Dear Governor Snyder: 

We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 

We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 

Respectfully, 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 


Murray, David (GOV) 

Monday, December 07, 2015 4:47 PM 
Baird, Richard (GOV) 

RE: Flint Water Advisory Task Force Recommendation 


Hi Rich, 


From: 

Sent: 

To: 

Subject: 


Do you know i f this is something that the task force is considering releasing to the public? ! think it 'would be more 
appropriate coming from them than us, and would reinforce that the task force is an independent body. 


Darin said Sen. Ananich asked if the task force was releasing a report today. I'm guessing he meant this letter. 


Thanks! 


Dave 


From: Baird, Richard (GOV) 

Sent: Monday, December 07, 2015 4:05 PM 

To: Holland, Meegan (GOV) < HoHandM2@michigan.gov >; Murray, David (GOV) < M u rray P 1 @ m I ch igan.gov > 

Subject: FW: Flint Water Advisory Task Force Recommendation 


fyi 


From: Ken Sikkema 

Sent: Monday, December 07, 2015 3:31 PM 
To: Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 
Subject: Flint Water Advisory Task Force Recommendation 


Dear Governor Snyder: 

We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 

We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 

Respectfully, 

Ken Sikkema 


l 



Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 



From: 

Sent: 

To: 

Subject: 


Chris De Witt <chris@dewitt-communications.com> 

Wednesday, December 09, 2015 11:05 AM 

Ken Sikkema; Chris Kolb; reynolds@mottchc.org; mattdav@med.umich.edu; 
erothste@grg-ltd.com; Baird, Richard (GOV) 

50 years later: Ghosts of corruption still linger along old path of failed Flint water 
pipeline | MLive.com 


http:/y%^vw.miive.con\/news/flint/index. ssf)':20 12/11 /ghosts of corruption still jin .html 


Chris De Witt 

De Witt Communications 

P.O. Box 4952 

East Lansing. MI 48826 

517-339-1 700 office 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Reynolds, Lawrence <LawrenceR@mottchc.org> 

Wednesday, December 09, 2015 4:06 PM 
Anderson, Madhu (DEQ) 

Chris Kolb; ksikkema@pscinc.com; mattda v@med.umich.edu; e rothste@grg-ltd.com; 
Wyant, Dan (DEQ); Baird, Richard (GOV); B@^SS£3EEitR 
RE: Requested Emails 


Thank you. 


From: Anderson, Madhu (DEQ) rrnailto:AndersonM30(a)michiqan.oovl 

Sent: Wednesday, December 09, 2015 3:57 PM 
To: Reynolds, Lawrence 

Cc: Chris Kolb; Ken Sikkema (teiktemaJ)DSdn^om); matfcd3v@med.uinich.edu : erothste@qrg-ltd,com : Wyant, Dan 
(DEQ); Baird, Richard (GOV); 

Subject: Requested Emails 

Dr. Lawrence, I have attached to this correspondence all emails and replies exchanged between Mike Glasgow and Flint Water 
Department/Staff with Michigan DEQ staff between the dates of April 13 and April 30, 2014, as requested. 

I apologize for the length of time it has taken to get these to you, Please let me know if we can provide any other information. 


Madhu R. Anderson 

Deputy Director, Economic and Strategic initiatives 
« 51 7 28-4 6702 
i3 andersonm30(a |nTO 
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From: 

Sent: 

To: 

Subject: 


Murray, David (GOV) 

Thursday, December 10, 2015 12:07 PM 
Baird, Richard (GOV) 

RE: Updated draft of Flint Water Task Force response 


Got: it. Will make that change. 


From: Baird, Richard (GOV) 

Sent: Thursday, December 10, 2015 12:07 PM 
To: Murray, David (GOV) < Murr3y01@michigari.gov > 

Subject: Re: Updated draft of Flint Water Task Force response 

...will continue to engage with your task force and provide support and direction to Harvey to ensure.,. 

Dave I don't want this to look like we are assisting Harvey rather we are providing leadership direction 

Sent from my Verizon Wireless 4G L IE DROID 

On Dec 10, 2015 11:49 AM, "Murray, David (GOV)" < MurrayD 1 @michigan. gov > wrote: 

Good morning, team. Here’s a new draft of the Flint Task Force response letter incorporating suggestions from 
Rich. Please let me know if there additional changes I should make, or if you think there are points that need to 
be included. 

Our goals is to have a letter that can be shared later today. 

Thank you! 


Dave 


Flint Water Advisory Task Force Members, 

Thank you for your correspondence on Dec. 7, and, most importantly, for your hard work to promote public 
health and protect our residents as we move forward. Your efforts are both respected and appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in Flint as they relate to 
reducing lead exposure. I am pleased to see the progress since October, and recognize there is more work that 
must be done to ensure that this progress continues. 

At the state level, there has been a confluence of efforts between Michigan Departments of Environmental 
Quality and Health and Human Services to coordinate with the Genesee County Health Department, local 
schools, and our partners in the non-profit community. 


l 



These partners are making progress, and we know we can always strive to improve practices and 
communication for continual improvement. 


You make a solid suggestion about establishing a person who is independent of any one of the involved state 
agencies or organizations to serve as the point person to coordinate the ongoing work. I am recommending that 
Harvey Hollins, director of the Office of Urban Initiatives, carry out this effort. Harvey is well-versed in the 
issue and the challenges faced by our cities and will be effective in this role. He will be assisted by senior 
members of our executive team to ensure you will have the continued support and cooperation that you need. 
We also have retained Chris DeWitt, a veteran communications specialist, to strengthen community outreach 
efforts to make sure residents have access to the information they need. 

I also support your suggestion of a dashboard to make information about our work and progress more 
accessible to the Flint community. These are critical measures that can be used as we look the challenges and 
progress in Flint, but also can be a part of efforts moving forward in other areas of our state. It’s important that 
people have confidence that we are working to address any problems and will take the necessary actions to 
improve interaction among city, state and federal agencies. We also will continue to work with the medical 
community to consider how we can work together on wraparound needs of children who might experience 
health problems. 

People in Flint and across our state deserve safe, clean water. I want them to be confident that the water 
coming out of their tap is safe for their families. And I want them to trust that their government - at all levels - 
is working effectively to protect them. 

I thank you again for investing your time and expertise to this vitally important effort. 

Regards, 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Murray, David (GOV) 

Friday, December 11, 2015 11:42 AM 
Baird, Richard (GOV) 

FW: Flint EBL Report Press Release 

Flint Blood Testing Report December 11. pdf; Flint EBL Data Press Release Dec. ll.docx 


Rich, here's an update on the Flint blood lead testing. Latest totals are 39 people with elevated levels out of 1,836 
tested. If my math Is right, that's about 2.1 percent. 

Dave Murray 

Press Secretary | Executive Office of Governor Rick Snyder 
IViijrravDl^rnicfiiaari.Rov 
517-335-6397, office 
mobile 

Twitter:@michigandmurray 



From: Eisner, Jennifer (DHHS) 

Sent: Friday, December 11, 2015 11:32 AM 

To: Murray, David (GOV) < M is r r a y D 1 @ m i e h i ga n . go v > ; Brown, Jessica (GOV) < Bro wn J 53 @ mich iga rs .go v >: Kennedy, 
Jordan (GOV) < Kennedyj4@michigari.gov > 

Cc: Lasher, Geralyn (DHHS) < lasherg@tmchiRan.gov >; Minicuci, Angela (DHHS) < fvl i n i c u ci A mich ia a n . ro v > ; Wurfel, Brad 

(DEQ) < WurfelB@michigan.gov >; Tommasulo, Karen (DEQ) < Tomm3suloK@mlddgan.Roy > 

Subject: Flint EBL Report Press Release 

Team Gov: 

Attached please find the second blood lead level summary report for Flint and the corresponding press release. With it 
being Friday, we would like to get this out as soon as possible - ideally at or before 1 p.m. 

Please let me know if you have any concerns. 

Best, 

Jennifer Eisner 
Public Information Officer 

Michigan Department of Health and Human Services 
Office: 517-241-2112 or Kisned^micbjg^n.gpy 

Celhl^^HH 
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Executive Summary 

This report is generated by MDHHS to track 

Blood Lead Level test results in Flint, 

Michigan. 

• Counts on this report include both 
capillary and venous blood test s. People 
who have had multiple tests are counted 
only once per year. 

• Since 10/1/2015, an additional 1,836 
people have been tested in Flint 

• Continued testing efforts 

by Genesee County Health Department, 
MDHHS and focal medical personnel 
have identified 27 children with blood 
lead levels greater than or equal to 
5pg/dl. (micrograms per deciliter) since 
10/1/2015. 

• 2.4 perce nt of the ch i Id ren y o u nge r th a n 
6 years old tested since 10/1/2015 have 
had blood lead levels greater than or 
equal to 5pg/dL 

• Additional testing is ongoing. Counts 
will vary as new results are added. 
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Deduplicated by year, retains test during the time period. *Data for Q4 2015 are incomplete 


* Data for Quarter 4 of 2015 are incomplete and subject to change 





* Data for Quarter 4 of 2015 are incomplete and subject to change 





































































































Adults 18 Years and Older 

Total Number of People of All Ages Tested 


Michigan 

Genesee 

County 

Flint 

48501-48507 

Michigan 

Genesee 

County 

Flint 

48501-48507 

Total tested for lead 
1/1/2010 to 12/31/2010: 

13,853 

602 

195 

184,424 

8,401 

4,218 


1,462 

42 

18 

11,878 

365 

260 


13,259 

542 

139 

178,404 

8,247 

2,726 

dumber of test results >5p.g/dL 
1/1/2011 to 12/31/11: 

1,369 

44 

16 

9,412 

314 

211 


13,059 

556 

155 

174,661 

8,950 

3,907 

Number of test results >5|ig/dL 
1/1/2012 to 12/31/12: 

1,415 

33 

11 

8,597 

256 

150 

Total tested for lead 
1/1/2013 to 12/31/2013: 

12,199 

498 

136 

171,909 

8,725 

3,779 

Number of test results >Spg/dL 
1/1/2013 to 12/31/13: 

1,499 

54 

16 

7,488 

219 

115 

Total tested for lead 
1/1/2014 to 12/31/2014: 

12,684 

441 

112 

166,975 

8,044 

3,585 

Number of test results >5p.g/dl 
l/l/2014to 12/31/14: 

1,422 

44 

12 

6,756 

228 

139 

—BUS— 

12,509 

1,022 

639 

151,592 

8,552 

4,451 

Number of test results >Sgig/dt 
1/1/2015 to 11/13/2015: 

1,279 

41 

18 

6,027 

207 

132 


2,513 

648 

lbs 

26,702 

2,695 

1,836 

Number of test results >Sgig/ d L 
20/1/2015 to 11/13/2015: 

262 

17 

12 

1,165 

54 

39 


* Data for Quarter 4 of 2015 are incomplete and subject to change 






































































































RICK SNYDER 
GOVERNOR 


State of Michigan 

DEPARTMENT OF HEALTH AND HUMAN SERVICES 

Lansing 


nick LYON 

DIRECTOR 


FOR IMMEDIATE RELEASE CONTACT: Jennifer Eisner 

December 11, 2015 (517)241-2112 

MDHHS releases latest round of Flint blood lead level data 

LANSING, Mich. - The Michigan Department of Health and Human Services today issued its 
newest summary report on lead testing in Flint. According to preliminary data, 39 of 1,836 adults 
and children tested had elevated blood lead levels since Oct. 1. 

“As testing continues, our focus remains on helping families reduce all potential exposures to 
lead,” said Dr. Eden Wells, MDHHS chief medical executive. “We are working closely with the 
Genesee County Health Department to provide information and offer tools in the community, 
and encourage families to explore the resources that are available to them.” 

Both capillary and venous blood tests are included in the report, and people who have had 
multiple tests are counted only once. Tests and their results cover the time since the state action 
plan was put in place on Oct. 2, and capture the number of elevated blood lead levels greater than 
5 micrograms per deciliter. 

MDHHS is working closely with local partners to offer resources and distribute important lead 
testing and prevention information. Additional state funding has allowed for Genesee County 
Health Department (GCHD) nurses to work with families when an elevated blood lead level is 
detected. These families can also choose to have the nurse coordinate an environmental health 
investigation in their home to identify lead exposures, which could be lead from paint, soil, 
plumbing, and other sources. 

To support these efforts, the state is coordinating with its Medicaid health plans and provider 
communities on enhanced screening and testing. In addition to mandated testing at ages one and 
two for the Medicaid population, MDHHS has recommended blood lead testing for any child 
younger than six years of age in Flint who has not previously been tested. The state, in 
coordination with GCHD, developed and issued a Health Alert Network (HAN) notification for 
local providers to help ensure consistent messaging and protocols among primary care providers. 

Free water filters and replacement cartridges are still available to Flint residents. For a full list of 
locations and hours of distribution, or to view the full blood lead level report, visit 
www.michigan.gov/flintwater . The summary will be updated as more data becomes available. 

To help residents properly install water filters, and to demonstrate how to replace the original 
when it expires, MDHHS has created an instructional video on its YouTube channel . For this and 
other updates, visit www~.michigan.gov/flintwater . 


### 





From: 

Manolakoudis, Virginia (GOV) 

Sent: 

Friday, December 11, 2015 1:47 PM 

To: 

Chris Kolb; Ken Sikkema; ‘Laurence Reynolds' 

Cc: 

Baird, Richard (GOV) 

Subject: 

Confirming: Dr. Mona and Flint Water Mtg 12/14 11am 


Good Afternoon, 

Just double checking that you are attending Rich's meeting with Dr. Mona and Flint Water on Monday, December 14 th at 
11:00am in the Governor's Conference Room, 2 nd Floor Romney Building. 

We will see you on Monday! 

Thanks! 

Virginia Manolakoudis 

Executive Assistant to Richard Baird 
Executive Office of Governor Rick Snyder 

M a n o lake u d I s' V @ m i c h i & n , gov 

(517) 241-5621 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Hansen, Rachel (GOV) 

Tuesday, December 15, 2015 2:51 PM 
Baird, Richard (GOV) 

Manolakoudis, Virginia (GOV) 

Flint Task Force Letter 
15.12.15 Flint Task Force Letter.pdf 


Attached. I'll be bringing it to Virginia in a moment 
Sincerely, 

Rachel Hansen 

Administrative Assistant to the Governor 
Office of Governor Rick Snyder 
517-373-2340 

Hansenr3@michigan.gov 



RICK SNYDER 
G0VBRNOR 


pit n 




S tate of Michigan 
EXECUTIVE OFFICE 


X.ANS?N ! <T 


BRIAN GALLEY 
LT, GOVERNOR 


December 15, 2015 


Dear Flint Wafer Advisory Task Feme; Members! 

Thabk you for your correspondence on Dec, 7, and, most importantiy, for your hard 
work to promote: pybiio health and: protect our residents as we move ferward, Tour 
efforts are both respected and appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in 
Flint as they relate to reducing lead exposure. I am pleased to see the progress since 
October, and recognize there is more work that must be done to ensure that this 
progress continues, 

At tha state level, there has been a confluence of efforts between Departments of 
Environmental Quality and the Department of Health and Human Services to coordinate 
with the Genesee Qouniy Health Department, iocal schools, and our partners in the 
nchrproit txtmmurtfty: 

These partners are making progress, and we know we must always strive to improve 
practices and communication for Continual improvement 

You make a solid recommendation to establish a person whois independent of any one 
of the involved state agencies to serve as the point person to coordinate the ongoing 
work. J am recommending that Harvey Hollins, director of the Office of Urban Initiatives, 
carry out this effort. Harvey is well-versed in the issues and the challenges faced by our 
cities and will be effective in this role. Senior members of our executive foam will 
continue to; engage with your task force and provide direction and support to Harvey to 
ensure you will hive continued support and cooperation, We also have retained Chris 
DeWitt, a veteran communications specialist, tostrengf hen comrourilfy outreach efforts 
to make sure; residents have access to the information they need, 

1 also support your auggesf on of a daslpoprii to make information about our work and 
progress more accessible to the Flint community. These are critical measuresthat can 
be used as we look the challenges and progress in Flint, but also; can fee a part of efforts 
moving: fb ward in other areas of our state. it’s important that people have confidence 
that we are working to address any problems and will take the necessary actions to 
improve interaction among city, state and federal agencies. We also will continue to 
work with the medical community to consider how we can work together on wraparound 
needs of childrini who might experience health problems. 


GLOHGL W. HOMNEY BUILDING «: 111 SOUTH CAPIIOI. AVENUE «: l.ANSWG, MICHIGAN 48SQ9 

www.michidan.gov 


December 15, 20 IS 
Pag&i 


People in Flint and across our state deserve safe, clean water, i fqfee 

conceit that the water coming out if their tap is safe fir their families. Anil t want them 
to trust that their government;- at all levels;- is working effectively to protect them. 

I thank you again for investing your time and expertise in this; vitally important effort. 

Sincerely, 



Rick Snyder 

Governor 





From: 

Sent: 

To: 

Cc: 

Subject: 


Chris Kolb 
Thursday, 

Lyon, Nick (DHHS) 



Ken Sikkema; Baird, Richard (GOV) 


Re: FOIA Response 


Nick, 

Thanks for the quick response and making sure this gets completed. 

Thanks again, 

Chris 

On Thu, Dec 17, 2015 at 4:24 PM, Lyon, Nick (DHHS) ^^^^^^^^^^|wrote: 
Ken/Chris 


The Detroit Free Press printed a column yesterday on the Flint water situation. I wanted to provide some clarity 
from my perspective. The AG’s Office had sent us what we call litigation holds. See the attached files. 


We do have a FOIA from Mr. Edwards that predates the initial hold. We had received the FOIA request and 
had indicated we had approved it to Mr. Edwards, and would begin compiling the information and forward 
pending payment. After the approval we received the first litigation hold notice from the AG’s Office. Because 
of the hold for potential litigation, we felt it was prudent to vet the FOIA request with the AG’s Office. We did 
notify Mr. Edwards of this. I don’t believe that there will be an issue with his request and we will continue to 
be open and transparent with the public. We do have to redact personally information, such as personal health 
information or information that could be used to identify an individual (such as address or social security), but 
that should be expected. 


Once the FOIA is complete (either tomorrow or early next week) we will send to Mr. Edwards. I will forward 
a copy to you two as well. 



l 


Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 

517.487.9539 (office) 
517.487.9541 (fax) 

(cell) 



Sign up for our Electronic Newsletter! 


www. environmentalcouncil.org 

wvvw . t witter . com/eko lb 

www . twitter . com/m iehenv counci 1 
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From: 

Ken Sikkema < ksikkema@pscinc.com > 

Sent: 

Thursday, December 17, 2015 5:24 PM 

To: 

Lyon, Nick (DHHS) 

Cc: 

Chris Kolb; Baird, Richard (GOV) 

Subject: 

Re: FOIA Response 


Ok... thank you... 


Ken 

On Thursday, December 17, 2015, Lyon, Nick (DHHS) <LyonN2@michigan, gov > wrote: 
Ken/Chris 


The Detroit Free Press printed a column yesterday on the Flint water situation. I wanted to provide some clarity 
from my perspective. The AG’s Office had sent us what we call litigation holds. See the attached files. 


We do have a FOIA from Mr. Edwards that predates the initial hold. We had received the FOIA request and 
had indicated we had approved it to Mr. Edwards, and would begin compiling the information and forward 
pending payment. After the approval we received the first litigation hold notice from the AG’s Office. Because 
of the hold for potential litigation, we felt it was prudent to vet the FOIA request with the AG’s Office. We did 
notify Mr. Edwards of this. I don’t believe that there will be an issue with his request and we will continue to 
be open and transparent with the public. We do have to redact personally information, such as personal health 
information or information that could be used to identify an individual (such as address or social security), but 
that should be expected. 


Once the FOIA is complete (either tomorrow or early next week) we will send to Mr. Edwards. I will forward 
a copy to you two as well. 


Nick 


Ken Sikkema 
Senior Policy Fellow 
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Public Sector Consultants 
PH: 517-484-4954 

kS'ikk.em a@,p scinc . com 
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From: 

Ken Sikkema < ksikkema@pscinc.com > 

Sent: 

Monday, December 21, 2015 7:39 PM 

To: 

Baird, Richard (GOV) 

Subject: 

Fwd: DHHS 

FYI... 



Forwarded message 

From : < chrj s@environrnentaIcouncil.org> 

Date: Monday, December 21, 2015 
Subject: DHHS 

To: Ken Sikkema < ksikkema@pscinc.com> 


Virginia Tech Researcher Claims Stonewalling On Lead Data 

The Department of Flealth and Fluman Services had data that showed there were elevated lead levels in Flint's 
water, but delayed in releasing that data to others for review, Virginia Tech professor Marc Edwards said in an 
article posted to his website documenting the city's water crisis. 

Department officials agreed and said the experience led to changes in how they examine data. 

Mr. Edwards said the department had data from shortly after Flint changed its water source that showed a spike 
in blood lead levels in children in two at-risk neighborhoods, but did not disclose that data until September 
2015. 

"They discovered scientifically conclusive evidence of an anomalous increase in childhood lead poisoning in 
summer 2014 immediately after the switch in water sources, but stood by silently as Michigan Department of 
Environmental Quality (MDEQ) officials repeatedly and falsely stated that no spike in blood lead levels (BLL) 
of children had occurred," he said in the post. 

DHHS spokesperson Jennifer Eisner agreed the department had data that showed the spike, but said its analysis 
at the time overlooked factors that, in retrospect, would have shown there was a water quality problem. 

"When initially looking at the citywide and county elevated blood lead level numbers, the increase appeared to 
be consistent with the seasonal fluctuation seen in the summer months," Ms. Eisner said. "It wasn't until the 
Hurley report came out that our epidemiologists took a more in-depth look at the data by ZIP code, controlling 
for seasonal variation, and confirmed an increase outside of normal trends. As a result of this process, we have 
determined that the way we analyze data collected needs to be thoroughly reviewed." 

Mr. Edwards said DHHS officials also stonewalled him on getting access to that data. 

He said data he had gotten easily in 2006 documents for a similar review took several weeks to receive after his 
request sent September 2. When he did finally receive the data, he said it was a version that omitted the lead 
level spike from summer 2014 that the department had created in July. 

He said a series of emails he received under a recent Freedom of Information Act request showed and intention 
by DHHS officials to keep the reports from the public. 

"Our FOIA reveals a shocking DHHS graph created in October 2015. It shows the statistically significant spike 
in blood lead that occurred in summer 2014 - the scientific result that DHHS has never publicly acknowledged," 
Mr. Edwards said in his post. 

Ms. Eisner said the department has worked to make the data available. "Summary reports outlining blood lead 
level testing are posted online on a bi-weekly basis, and we work closely with local partners to fulfill data 
requests as we receive them," she said. 
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-See more at: 

http://www.gongwer.eom/prograxnming/news.cfm?article_id=S42490102#sthash.o7NcxHOO.dpuf 


Sent from my iPad 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@pscinc.com 
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From: 

Sent: 

To: 

Subject: 


Lyon, Nick (DHHS) 

Tuesday, December 22, 2015 1:32 AM 
Baird, Richard (GOV) 

Fwd: Edwards Report Response 


Here was our public response. You can share with Ken and Chris. I am also willing to talk to them about this. 


Begin forwarded message: 

From: "Eisner, Jennifer (DHHS)" < EisnerJ@michigan.gov > 
Date: December 21, 2015 at 3:46:05 PM EST 
To: "Lyon, Nick (DHHS)" < Lyon N 2 @ m i c h iga n. gov > 

Subject: RE: Edwards Report Response 


The Michigan Department of Health and Human Services has consistently provided information 
regarding blood lead levels in the city of Flint. 

When initially looking at the citywide and county elevated blood lead level numbers, the increase 
appeared to be consistent with the routine seasonal fluctuation seen in the summer months. It wasn't 
until the Hurley report came out that our epidemiologists took a more in-depth look at the data by ZIP 
code, controlling for seasonal variation, and confirmed an increase outside of normal trends. As a result 
of this process, we have determined that the way we analyze data needs to be thoroughly reviewed. 
Additionally, Gov. Rick Snyder has created a Flint Water Task Force to review all city, state and federal 
responses and actions and is expected to make recommendations moving forward. 

Our department is focused on ensuring that appropriate case management and follow up is occurring in 
Flint. Summary reports outlining blood lead level testing are posted online on a bi-weekly basis, and we 
are working closely with local partners to fulfill data requests as we receive them. 

Regarding the FOIA, Mr. Edwards received all of the requested documents, with personal information 
redacted, on Friday, December 18. 


Jennifer Eisner 
Public information Officer 

Michigan Department of Health and Human Services 
Office: 517-241-2112 or Eisnerj^fnichigan.aov 
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From: Chris Kolb <chris@environmentalcouncil.org > 

Sent: Tuesday, December 22, 2015 9:41 AM 

To: Baird, Richard (GOV) 

Subject: Harvey Hollins 


Rich, 

Do you know Harvey's timeline for engaging on the Flint water issues? Especially connecting with key individuals and 
elected officials. 

Thanks, 

Chris 

Sent from my iPhone 
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From: 

Sent: 

To: 

Subject: 


Chris Kolb ' « 

Tuesday, December 22, 2015 11:17 AM 
Baird, Richard (GOV) 

Re: Harvey Hollins 


Mayor Weaver, and Congressman Kildee's office asked about his activities and hadn't been contacted. It will be good to get an 
update and map out activities tomorrow. 

Thanks 

Chris 

Sent from my iPhone 

> On Dec 22, 2015, at 10:50 AM, Baird, Richard (GOV) < b 3 irdr@rmcbig 3 n.gov > wrote: 

> 

> He's already met with several. But he and I are coming to meeting tomorrow to map out the strategy/role/responsibilities. 

> 

> Original Message 

> From: Chris Kol 

> Sent: Tuesday, December 22, 2015 9:41 AM 

> To: Baird, Richard (GOV) 

> Subject: Harvey Hollins 

> 

> Rich, 

> 

> Do you know Harvey's timeline for engaging on the Flint water issues? Especially connecting with key individuals and elected 
officials. 

> 

> Thanks, 

> Chris 

> 

> Sent from my iPhone 




From: 

Kelenske, Chris (MSP) 

Sent: 

Tuesday, December 22, 2015 2:40 PM 

To: 

Baird, Richard (GOV) 

Cc: 

Etue, Kriste (MSP); Gorski, Gary (MSP) 

Subject: 

Request of Action Items/Resource Requests 


Sir 

This morning I requested from the Flint City Administrator, Natasha Henderson, the list of resources they have 
determined they need to see how we may be able to assist at this time. The county will also look at this to see what 
they can do. I will forward it as soon as I get it or hear otherwise. 

Chris 

Capt. Chris A. Kelenske 

Deputy State Director/Commander 

Emergency Management and Homeland Security Division 

Michigan State Police 

4000 Collins Road 

Lansing, Ml 48910 

(517) 333-5042 

"A PROUD tradition of SERVICE through EXCELLENCE, INTEGRITY, and COURTESY." 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Manolakoudis, Virginia (GOV) 

Wednesday, December 23, 2015 1:15 PM 
Baird, Richard (GOV) 

FW: Document for Review - Request for Damage Assessment 
12.23.15 - Request for Damage Assessment of Flint.pdf 


FYI 


From: Adamczyk, Lynne (GOV) 

Sent: Wednesday, December 23, 2015 11:34 AM 

To: Clayton, Stacie (GOV) < d8yfons3@rnldtig3n,gov >; Manolakoudis, Virginia (GOV) < Manoi3koudisVffiroichigars.gov >: 
Grijalva, Nancy (DHHS) < G h i a Iv a N ffi m i ch iga n ,goy > : Thelen, Mary Beth (DEQ) < T H E LE N fvl 2 @ r ts i ch 1 ga n . go v > : Klotz, 

Josephine (MSP) < Klotzj@rtiichigan.gov > 

Subject: Document for Review - Request for Damage Assessment 
FYI 

Lynne Adamczyk 

Executive Assistant 

Office of Governor Rick Snyder 

517-373-3400 (o) 

517-241-9412 (d) 
adamczv'kl^'miclxiaan.gov 
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December 15, 2015 


Dr. Karen Weaver, Mayor 
City of Flint, City Hall 
1101 S. Saginaw St. 

Flint, Ml 48502 


Dear Mayor Weaver, 


The Genesee County Medical Society supports your call to Genesee County Board of 
Commissioners, and the State of Michigan, to perform a damage assessment consistent with that 
which is needed to declare a state of emergency for the City of Flint Water Crisis. 


Sincerely yours, 



Pino Colone, MD 
President 


Cc; Jamie Curtis, Chair, Genesee County Board of Commissioners 
Kay Doerr, Chair, Genesee County Board of Health 
Senator Jim Ananich 
Senator Dave Robertson 
Governor Rick Snyder 
Congressman Dan Kildee 


O r g an ' 2 ed Medicine's Leading L.dge 


Mission - Les<jership, advocacy, and service on behalf of its members and their patients. 

Vision - 1 hat t he. (Gene see (_.oun ty Medical Society maintain its position as the premier medical society hq advocating on behalf of its 

physician members and patients. 


From: 

Sent: 

To: 

Subject: 


Brownfield, Michael (GOV) 

Monday, December 28, 2015 9:54 AM 
Baird, Richard (GOV) 

RE: Flint info for State of the State 


Thanks, Rich. I will incorporate some general talking points from this material into the outline and will leave placeholders 
for updating as we get closer to the State of the State. 


From: Baird, Richard (GOV) 

Sent: Monday, December 28, 2015 9:42 AM 
To: Brownfield, Michael (GOV) 

Subject: Re: Flint info for State of the State 

I gave him a briefing Christmas eve morning. Will send you some things. Call me if you need to discuss more 
fully. 

Rich 


Sent from my Verizon Wireless 4G LIE DROID 

On Dec 28, 2015 9:15 AM, "Brownfield, Michael (GOV)" < BrownfieldM2@..michi gan, gov > wrote: 

Hi Rich, 

The governor asked for a fleshed-out timeline on Flint situation and response for State of the State. I've asked DHHS and 
DEQ to share their info with me. Dan Wyant suggested you might be helpful on info from Flint After Action Task Force. 
Can you assist? 

Thanks, 

Mike 
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From: Baird, Richard (GOV) 

Sent: Monday, December 28, 2015 11:53 AM 

To: Baird, Richard (GOV) 

Subject: Re: Draft Document for Review - Not for Distribution - Taking Action on Flint Water - 

Response Due by Monday, January 4, 2016, COB 


I have put Comments/Ouestions/Suggestions in 


Draft -Not for Distribution 12/28/15 
TAKING ACTION ON FLINT WATER 

[I would start off with an apology.. ."Among the things our citizens have a right to expect from their 
government is clean, safe water. In Flint's case, government failed them on many levels. As the Chief 
Executive of the state, I apologize for these failures and am absolutely committed to making things right. I 
would ask that all of our leaders at the local, state and federal level, work with me to solve the immediate 
problems and put in place long term measures to monitor and address the consequences from exposure. I 
also want to thank Dr. Mona Attisha Hannah and Dr. Marc Edwards for their diligence in making sure I 
understood the severity of the problem.] 


• Flint deserves safe drinking water. 


• The issues around Flint's drinking water represent the challenges of aging infrastructure. 


• As Governor, I am committed to addressing the issue. 


• Lead exposure is a serious issue. 


• I appreciate those who have brought attention to this issue. 


• We are committed to safe drinking water and to working in partnership with the city of Flint 
and the U.S. EPA. 


• We must learn from what happened in Flint. 


• In October, I announced a ten point action plan to address lead exposure in Flint. 
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• Today, I am outlining additional actions to make sure the public health is protected in Flint and 
elsewhere in the State of Michigan. 


• I am asking for changes in order to see that the Michigan Drinking Water Program becomes a national 
leader in public health protection. 

On October 2, 2015 the Flint Water Action Plan was announced. With the help of the Michigan Legislature and 
the Mott Foundation, we have taken significant action to address the issue. Actions include: 

• Switching back to the Great Lakes Water Authority/DWSD water supply (October 16, 2015) 


• Provided water filters to residents of Flint. (DHHS to provide update) [Distribution has been a problem- 
are we addressing it?] 


• Testing all Flint schools, preschools and day cares. Summary of results to date. (George to provide) 


• Expanded health exposure testing of individual residences. Summary of results to date. (Nick to provide) 


• Offer water testing at no cost to Flint residents to assure safe water. Summary of results to date. (George 
to provide) 


• Expedite optimizing corrosion control in the Flint drinking water system. Summary of date 
completed. (George to summarize) 


• Utilize the "Safe Drinking Water Technical Advisory Committee." To ensure the best technology, practices 
and science are being utilized; national experts have been assembled to provide technical advice. [Will you 
include Dr. Mona? Larry Reynolds? Mark Edwards?] 


• Accelerate water system improvement to address replacement of lead service lines. We are working with 
the city of Flint and our Congressional delegation on a lead service line replacement plan. 


• Working to expedite the completion of the Karegnondi Water Authority. 


• Expand a lead education program. 
(DHF1S to provide update) 
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• Dr. Eden Wells was named as the Flint Drinking Water Public Health Advisor to ensure safe drinking water. 


[Dr. Larry Reynolds was named to the Flint After Action Task Force]. 


In addition to the announced Flint Action plan, I am calling for additional actions to be taken. 

• Recently appointed Harvey Hollins to serve as my administration's point person to coordinate ongoing 
activities and partner with the city of Flint. 


• Asking the DEQto develop a statewide drinking water school testing program. 


• Asking for changes in the Michigan Drinking Water Program in order for it to be recognized as a national 
leader in public health including: 

o New administrative leadership, 
o Creation of corrosion control expertise, 
o Expanded statewide testing, 
o Improved testing protocols. 


• The creation of a health fund for children affected by lead exposure. 


• Calling on the Legislature to work with my administration and stakeholders to develop a Strategic Water 
Fund to address Michigan's long term safe water and water quality infrastructure needs. [This can't get 
lost. Need more to educate people that our infrastructure is old, that the average city of 50,000 or more 
likely requires $$$ in remediation. At some point the anti corrosive treatment is not likely to be sufficient.] 


• I will look to implement additional recommendations of the Flint Water Advisory Task Force, and I 
appreciate their leadership on this issue. 

Sent from my iPad 

On Dec 28, 2015, at 10:14 AM, Wyant, Dan (DEQ) <WvantD @ mich iRa o .go v> wrote: 

Please edit, correct, and expand summaries as indicated in the attached document 
called Taking Action on Flint Water Draft 12-28-15. This document is intended to serve 
as a basis for the Governor to address the Flint drinking water issue in the State of the 
State and budget announcement. 

I have also attached a pdf of a document called Drinking Water Program Budget 
Request for your information. 
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Please send your response back to me and also copy all by Monday, January 4, 2016, 
Close of Business. 

Thank you. 

Dan Wyant 

Director 

517-284-6700 

<TAKING ACTION ON FLINT WATER DRAFT 12-28-1 5. docx> 

<Drinking Water Program Budget Request. pdf> 
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From: 

Ken Sikkema < ksikkema@pscinc.com > 

Sent: 

Monday, December 28, 2015 4:35 PM 

To: 

Baird, Richard (GOV) 

Cc: 

Chris Kolb 

Subject: 

Letter to the Governor 

Rich: 



I want to give you a heads up: the Task Force will be sending a letter to the Governor tomorrow am that states 
the primary — not the only, but certainly the primary— responsibility for the Flint Water crisis lies at the feet of 
the MDEQ. We will address three failures: (1) regulatory culture in the Office of Drinking Water and Municipal 
Assistance; (2) inappropriate and unacceptable public response; and (3) inadequate application of the Lead and 
Copper Rule. 

We address the critical and urgent need to establish responsibility and hold individuals accountable as soon as 
possible. 

It is our intent to send the letter via email tomorrow, with a public release Wednesday am... 

The Task Force— both individually and collectively— feel strongly about the need for us to be on record now 
rather than later. 

Don't hesitate to contact me if you have any questions. 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@pscinc. com 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Ken Sikkema < ksikkema@pscinc.com > 
Monday, December 28, 2015 5:10 PM 
Baird, Richard (GOV) 

Chris Kolb 

Letter to Governor 

Snyder Letter EPR v5-Clean.docx 


Rich: 

Attached is the letter the Task Force will be sending to the Governor tomorrow am... 
Ken 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@pscinc.com 
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Dear Governor Snyder: 


The Flint Water Advisory Task Force, which you appointed on October 21, 2015, has devoted 
considerable effort and countless hours to our review of the contamination of the Flint water supply: 
what happened, why it occurred, and what is needed to prevent a recurrence in Flint or elsewhere in 
the state. We have also been assessing ongoing mitigation efforts to help assure that short- and long- 
term public health issues and water management concerns will be properly addressed to safeguard the 
health and well being of the Flint community. 

Shortly after we began our work, we recognized the immediate need for better coordination of the 
state's response to the ongoing public health issues in Flint, and for assignment of a single person to 
provide this coordination. We addressed these concerns in a letter to you on December 7, 2015, and you 
responded with immediate adoption of these recommendations. We thank you for the commitment 
your response demonstrates. 

In our continuing efforts, we have now interviewed numerous individuals at state and local levels; 
reviewed many documents, articles, and emails; and deliberated repeatedly as a group. Both individually 
and as a group, we have visited Flint several times during the past several weeks to meet with citizens, 
public health officials and healthcare providers, individuals who have water management 
responsibilities at the city and county levels, and other public officials. 

It is clear to us, particularly as we listen to the people of Flint, that it is both critical and urgent to 
establish responsibility for what happened in their community and to ensure accountability. This is a 
first step in a long process to re-establish the trust they no longer have in their government and the 
agencies whose responsibility it is to protect their health. It is urgent because this deep distrust of 
government continues to compromise the effective delivery of protective services designed to address 
ongoing public health issues. It is for these reasons that we are sending this letter at this time. 

We believe the primary responsibility for what happened in Flint rests with the Michigan Department 
of Environmental Quality (MDEQ). Although many individuals and entities at state and local levels 
contributed to creating and prolonging the problem, MDEQ is the government agency that has 
responsibility to ensure safe drinking water in Michigan. It failed in that responsibility and must be 
held accountable for that failure. 

The Safe Drinking Water Act (SDWA) places responsibility for compliance with its requirements on the 
public water system. In this instance, the City of Flint had the responsibility to operate its water system 
within SDWA requirements, under the jurisdiction of the MDEQ. The role of the MDEQ is to ensure 
compliance with the SDWA through its regulatory oversight as the primary agency having enforcement 
responsibility for the Flint water system. 

The MDEQ failed in three fundamental ways. 

Regulatory Failure 

We believe that in the Office of Drinking Water and Municipal Assistance (ODWMA) at MDEQ, a culture 
exists in which "technical compliance" is considered sufficient to ensure safe drinking water in Michigan. 
This minimalist approach to regulatory and oversight responsibility is unacceptable and simply 
insufficient to the task of public protection. It led to MDEQ's failure to recognize a number of indications 
that switching the water source in Flint would— and did— compromise both water safety and water 
quality. The MDEQ made a number of decisions that were, and continue to be, justified on the basis that 
federal rules "allowed" those decisions to be made. ODWMA must adopt a posture that is driven not by 



this minimalist technical compliance approach, but rather by one that is founded on what needs to be 
done to assure drinking water safety. 


A culture change must occur within ODWMA. It must be driven by a mission that is aspirational 
regarding the role of the MDEQ in ensuring the safety and the quality of Michigan's drinking water. We 
believe, and have expressed to MDEQ Director Dan Wyant, that as a Great Lakes State, Michigan should 
aspire to have the safest drinking water in the nation, rather than merely aiming for technical 
compliance with regulatory requirements. 

Failure in Substance and Tone of MDEQ Response to the Public 

Throughout 2015, as the public raised concerns and as independent studies and testing were conducted 
and brought to the attention of MDEQ, the agency's response was often one of aggressive dismissal, 
belittlement, and attempts to discredit these efforts and the individuals involved. We find both the tone 
and substance of many MDEQ public statements to be completely unacceptable. In a real way, the 
MDEQ represents the public, including the very individuals it treated dismissively and disrespectfully in 
public statements. We recognize that the agency might disagree with the opinions of others on a variety 
of issues, including testing protocol, interpretation of testing results, the requirements of federal law 
and rules, and other matters. What is disturbing about MDEQ's responses, however, is their persistent 
tone of scorn and derision. In fact, the MDEQ seems to have been more determined to discredit the 
work of others— who ultimately proved to be right— than to pursue its own oversight responsibility. 

Failure in MDEQ Interpretation of the Lead and Copper Rule 

The federal Lead and Copper Rule (LCR) is central to what happened in Flint, because that rule, at least 
theoretically, is designed to prevent lead and copper contamination of drinking water. The federal LCR 
calls for "optimized corrosion control treatment," which the MDEQ did not require in the switch to the 
Flint River. Prior to the switch, MDEQ staff instructed City of Flint water treatment staff that corrosion 
control treatment (CCT) was not necessary until two six-month monitoring periods had been conducted. 
The need for CCT would be evaluated after the results from those two monitoring periods were 
reviewed. The decision not to require CCT, made at the direction of the MDEQ, led directly to the 
contamination of the Flint water system. 

The MDEQ seems to have taken different positions on whether it faithfully followed the LCR in the Flint 
situation. It first maintained that it followed the LCR, then stated that it did not follow the rule properly, 
and most recently claimed that a federal memorandum issued by the US EPA in early November 2015 
suggests that the original MDEQ interpretation was possibly correct. 

We are not convinced. Even the MDEQ's latest interpretation of the US EPA's November memorandum 
is overly legalistic and misunderstands the intent of the LCR, which is to minimize risks of lead and 
copper exposure for human health. 

We believe ODWMA's single-minded legalistic focus is the heart of the problem, and it is part of the 
"technical compliance" culture described above. ODWMA should not be basing its actions solely on a 
legally possible interpretation of the LCR. It should be focusing on how to protect Michigan's citizens 
from lead in drinking water. 

We met with MDEQ Director Wyant on December 16, 2015, to discuss these issues, as well as many 
others. We note his substantial agreement with many of our conclusions, particularly as it relates to the 
regulatory failure and the abysmal public response of his agency. It is our understanding that he has 
drawn similar conclusions in his own evaluation of the MDEQ's role in the Flint water crisis. At the same 





time, it was disappointing to hear his weak defense of the CCT decision based on the EPA's November 
2015 memorandum. 


We are not finished with our work. Other individuals and entities made poor decisions, contributing to 
and prolonging the contamination of the drinking water supply in Flint. As an example, we are 
particularly concerned by recent revelations of MDHHS's apparent early knowledge of, yet silence 
about, elevated blood lead levels detected among Flint's children. We also feel it important to further 
review local government decision processes under emergency management. Our final report will 
highlight and discuss those concerns, among many others, to provide some context to a comprehensive 
series of recommendations. As stated earlier in this letter, however, we believe that establishing 
responsibility is a critical and urgent need, and one that should not wait for our final report in 2016 . 
Individuals and agencies responsible must be held accountable in a timely fashion. 

It is our hope that the heightened awareness of the dangers of lead poisoning can be an opportunity to 
make Michigan safer, particularly for its children. Drinking water must be recognized as a potential 
source of health risk exposure when water lines and fixtures containing lead are disturbed or 
compromised. Proper testing, not only in high-risk areas but also in facilities serving children (e.g., 
schools), must be considered. Facilitating long-term financing of a model public health program, and 
also replacement of lead-containing water service lines and fixtures, would enable Michigan to realize a 
positive lasting legacy from the tragedy of the Flint water crisis. Our final report will address some of 
these issues. 

The City of Flint's water customers— fellow Michigan citizens— were needlessly and tragically exposed to 
toxic levels of lead through their drinking water supply. They deserve a commitment to properly assess 
responsibility and ensure accountability. They also deserve a commitment to needed mitigation in both 
the short and long term. The Flint water crisis never should have happened. Flaving failed to prevent it, 
state government should coordinate a sustained, public-health-focused response to remedy, to the 
fullest extent possible, the impacts on the Flint community. 

Respectfully yours, 

Flint Water Advisory Task Force: 

Ken Sikkema 
Chris Kolb 
Matt Davis 
Larry Reynolds 
Eric Rothstein 



From: Pat Mcdonnell 

Sent: Wednesday, December 30, 2015 8:52 AM 

To: Baird, Richard (GOV) 

Subject: FW: MIRS Breaking News: Wyant Resigns As MDEQ Director -- 3:09 PM 


Gents, 

it has occurred to me for some time that perhaps, rather than DOC, our next Agencies might be DEG followed by DNR. If 
they can't test water, who knows what else is lurking in the weeds? i suspect your report back on DEQ. might have 
indicated as much. 


i also trust by now that PwC has been told that Bernard's project is coming to an end. Wiii that make them a bit more 
receptive to my win/win, or are they going to keep pushing Bernard? Speaking of which, we need a little organization to 
the MDARD pilot program, I suggested it to cause PwC/Bernard to put their cards on the table. Just what is it exactly 
they propose and how will it produce a more cost effective result than OpEx? Whatever it is, they should be obligated 
to put it on paper. 

Now, I suggest that we have a meeting to get the rules straight. It might be appropriate for Mike to chair it, I assume he 
is the point guy on resolution. It will also keep PwC honest, i don't want to waste all this knowledge Mike is acquiring. 

Finally, I would be interested in what Jamie, Gordon, and Ken think about this. At the last Bernard meeting, 1 asked each 
of them to consider where we would have been had we followed the Bernard methodology ail the way into MDARD 
compared with where we are now. Without hesitation, they all responded separately that it would have been the same 
place, i rest my case. 

It would be interesting to ask Nick/Sally and David/Brom the same question. Something tells me I know the answer. 


Finally, if Bernard's project is going to yield real results, it needs to provide the Agency level objectives that the plan 
envisions. I suspect Bernard will avoid that arguing that it can't be clone until the Agencies are "mapped." Again, our 
results indicate that such is not the case. If he does not do so, then we will do it as part of Op Ex. As i noted, that is what 
we are doing now, DEQ. is responsible for protecting us and the environment That is their objective. How they do it to 
a much enhanced level of consistent excellence is what OpEx is ail about. No mystery, 

111 be in Lansing next week from about 4 on Monday through Thursday. Friday will find me at GRHV. Mike, perhaps we 
could find time for a quick chat. 

Happy New Year. I am looking forward to a very productive year. You have great people. They are fired up and really 
contributing. This is all about building momentum. We must keep them focused, let them understand what we are 
doing and let them begin to experience victory. That is what is now happening, it can only build. However, we must 
protect or credibility as the naysayers will quickly point to any breach, 

Pat 


From: Bankowski, Jeffrey S. (DTMB)(g|i§§ 
Sent: Tuesday, December 29, 2015 2:55 PM 
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To: Fir 

Subject: Fwd: MIRS Breaking News: Wyant Resigns As MDEQ Director -- 3:09 PM 
Just FYI 

Sent from my iPhone 
Begin forwarded message: 

From: MIRS Delivery <mir sdei i ver y@ mirsnews. com> 

Date: December 29, 2015 at 3:22:24 PM EST 

To: < bankowskij @mic hi gan . go v > 

Subject: MIRS Breaking News: Wyant Resigns As MDEQ Director -- 3:09 PM 





SV5IRS BREAKING NEWS: Wyant Resigns As IVIDEG Director ~ 
3:09 PSVi 


Dan WYANT, the director of the Michigan Department of Environmental Quality 
(MDEQ), is resigning in the wake of criticism about how the state handled elevated lead 
levels in Flint drinking water. 

Gov. Rick SNYDER announced Wyant's resignation in a statement today. Also, in the 
statement, the Governor said his administration would invite scientists who have been 
tracking the situation “to be our partners in helping us improve Flint water.” 

“I want the Flint community to know how very sorry I am that this has happened,” 
Snyder's statement added. “And I want all Michigan citizens to know that we will learn 
from this experience, because Flint is not the only city that has an aging infrastructure.” 

On Wyant, Snyder said Wyant offered his resignation, “and I've determined that it's 
appropriate to accept it.” 

“I'm also making other personnel changes at MDEQ to address problems cited by the 
task force,” Snyder's statement said. 

Those other changes haven't been finalized yet, according to Laura BIEHL, a 
spokesperson for the Governor. 
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The news of Wyant's resignation comes as a task force continues to work on a report 
about the Flint water crisis, which occurred after the city's water source was switched to 
the Flint River in 2014. 

“Although the task force's final report is not yet completed, members have made me 
aware of some interim findings and corrective steps that I have decided to take 
immediately in order to restore trust in how the state keeps its citizens safe and 
informed,” Snyder said today. He continued, “We'll continue to work with the community 
members to make sure we hear and respond to their concerns.” 

Snyder also noted the he called Flint Mayor Karen WEAVER last week and the two are 
going to meet soon to discuss other ways the state can offer assistance. 

Wyant has been MDEQ director since Snyder took office in 201 1 . 

Previously, Wyant was the director of the Department of Agriculture under former Govs. 
John ENGLER and Jennifer GRANHOLM. 


MfR$: Michigan’s oldest and most comprehensive news tetter covering the activities of 
Michigan state government 

From the legislature to the 3o,ernoi from the state bureaucracy to Michigan’s, courts, MIRS 
piovides our subscribers with mere news and insight than any other ' source. : : : 



In order to read the MIRS Newsletter, you must have a username and password. 

If you need a password or username to access our reports online at: 

http : //mi r sn ews . com . Please call us at (517) 482-2125 or send an email to info@mirsnews. com 

© 1996-2015 Michigan Information and Research Service Inc., All Rights Reserved. 
Unauthorized distribution of this e-mail without permission of the publisher constitutes a 
violation of applicable federal copyright laws and is punishable by fines of up to $150,000 per 
incident. This copyright is strictly enforced. 

MIRS Inc. 

910 W. Ottawa 
PO Box 19303 
Lansing, MI 48915 

Phone 517-482-2125 Fax 517-374-0949 

www. mirsnews. com 
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From: Newman, Andrea < 

Sent: Wednesday, December 30, 2015 10:25 AM 

To: Baird, Richard (GOV) 

Subject: Snyder apologizes, Wyant resigns in Flint water crisis 

Rich 

My son-in-law (actually my husbands son-in-law), Chris Franklin, is the CEO of Aqua America - a private water and 
wastewater company based in Philadelphia. He also sits on the Board of ITS a Michigan corporation 

Happy to introduce you to him if you're interested in learning more about successful privatized water systems. Aqua 
America is a publicly traded company. 

Hope all is well and that you had a wonderful Christmas. We're headed to Orlando for the Bowl Game this afternoon. 
Hope to see you soon. Andi 

http://www.freep.com/story/news/lQcai/michigan/2Q15/12/29/deq-director-wy3nt-resigns-Qver-flint-water- 

crisis/78027052/ 


Sent from my iPad 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Kelenske, Chris (MSP) 

Wednesday, December 30, 2015 12:03 PM 
Baird, Richard (GOV) 

Etue, Kriste (MSP); Gorski, Gary (MSP) 

Thoughts on Next Steps 

IAP Flint Water 2015-12-29.pdf 


Below are some of my initial points to assist with the EO creation. I have not been able to review the local Incident 

Action Plan so that could change some of the below but my guess is that it will add objectives to it. I attached the IAP 

from Flint in case it did not go through earlier. 

• Before anything can be accomplished, coordination between all parties must be established. We must establish a 
routine information process between all parties. 

• Other avenues of funding must be pursued including federal grants and legislative appropriations. 

• While the Emergency Management Act or Stafford may be the best mechanism to fix the issues in Flint, portions of 
the Emergency Management Act outlining management of events are applicable and should be implemented (e.g. 
Local emergency operations plans/emergency operations guides as well as emergency operations support plans). 

Action Plan 

• If a request for a Governor's declaration is received from the county, evaluate the request and provide a 
recommendation whether to issue a declaration. 

• Establish an interagency workgroup comprised minimally of DHHS, MDEQ, and MSP. Consideration should be given 
to including Civil Rights. Additional agencies/stakeholders who can assist with accomplishing the action plan may be 
needed. Personnel should be goal oriented and be able to work toward accomplishing the Incident Action Plan 
created by the state in a timely manner. 

• If an EO and/or an Interagency workgroup is created, it must compliment and not replace the current system under 
the Emergency Management Act. 

• The workgroup should utilize the National Incident Management System and Unified/Incident Command as 
appropriate. 

• Establish routine communications protocols at the operational, executive, and legislative levels as determined 
appropriate. 

• Establish interagency workgroup objectives using the following as a starting point. 

1 . Determine and convey acceptable standards for potable water. 

■ Identify needed remediation. 

■ Convey the remediation plan objectives to interested parties. 

■ Implement the plan. 

2. Determine health impacts for the impacted population. 

■ Identify treatment methods. 

■ Convey the treatment plan objectives to interested parties. 

■ Implement the plan. 

3. Establish a public information protocol to effectively inform the community of the situation and actions 
taken. 

■ Identify existing Public Information outlets within the city, county, and state. 

■ Determine official information flow and approval of information. 

■ Convey to interested parties. 

4. Assess the status of the infrastructure and determine feasible actions to upgrade the water system. 

■ Determine current state of the infrastructure. 
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■ Develop priorities, costs, and potential funding sources for infrastructure upgrades as part of a long 
term recovery plan. 

■ Implement the plan. 


Chris 

Capt. Chris A. Kelenske 

Deputy State Director/Commander 

Emergency Management and Homeland Security Division 

Michigan State Police 

4000 Collins Road 

Lansing, Ml 48910 

(517) 333-5042 

"A PROUD tradition of SERVICE through EXCELLENCE, INTEGRITY, and COURTESY." 
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CITY OF FLINT 

INCIDENT ACTION PLAN 

STATE OF EMERGENCY 


Objectives: 


To provide short term relief and long term solutions in addressing the man-made emergency of 
increased lead levels in the City of Flint (the "City") water system resulting from the switch to Flint River 
as the City's water source as well as the threat to public health related to elevated blood lead levels in 
Flint residents, without interruption of the provision of public safety and other essential public services. 
Due to the fluidic nature of emergencies and the complexity of the City of Flint's declared emergency, 
this plan serves as a framework and may be altered as the emergency develops. 

The Response Framework 

The purpose of this plan is to organize efforts on behalf of the city to assess the extent of the City's 
infrastructure needs and risks to public health, provide immediate relief to those who are at risk, and 
establish long term solutions. In addition, the city must ascertain what immediate relief and long term 
solutions the City is capable of implementing based on what resources are available. For any activities 
that are beyond the resource capacity of the City, external sources of funding, supplies, and manpower 
must be sought. 

There are a number of steps that must be taken in accordance with the Flint Emergency Support 
Operations Plan (SEOP), in order for the City to be compliant with the Genesee County Emergency 
Action Guidelines. These include the activation of the Incident Management Team, the Emergency 
Operation Center, and the sharing of essential documents with the County, including this plan. 
Information must also be shared by the City's Public Information Officer on a regular basis, as required 
by the SEOP. 

This plan calls for the provision of immediate relief to those at risk in our community. Special 
consideration must be given to residents who belong to underserved groups, such as those who are 
homebound, undocumented, in poverty, etc. Additional consideration must also be given to the 
equitable provision of services throughout our community in order to equally protect the health and 
safety of every member of our community. 

Implementation of this plan is to be conducted by the Incident Management Team, which will monitor 
the effective delivery of goods and services in order to address the conditions of the emergency. 

Understanding the Issue: 

October 1, 2015, the Genesee County Health Department issued a Public Health Emergency after 
elevated blood-lead levels were found among children in the City of Flint. This incident correlates with 
elevated levels of lead found in the City's drinking water after the City switched water sources in April of 


2014 to the Flint River. The scope of this problem appears to be limited to Flint City Water Customers 
and their dependents. Public agencies from several levels of government, as well as charitable, nonprofit 
organizations have partnered with the City to provide immediate relief to Flint residents, including the 
expansion of health services, the provision of bottled water and NSF rated water filters. The city is also 
seeking long term infrastructure improvements to eliminate lead and other contaminants from the 
water system. 

Gov. Rick Snyder appointed a task force to review "actions regarding water use and testing in Flint" and 
to make recommendations for future guidelines: Members of the state task force are Ken Sikkema of 
Public Sector Consultants, Chris Kolb of the Michigan Environmental Council, Dr. Matthew Davis of the 
University of Michigan Health System, Eric Rothstein of the Galardi Rothstein Group and Dr. Lawrence 
Reynolds of Mott Children's Health Center. 

In an effort to halt the further escalation of this crisis, the City returned to receiving its water from the 
Detroit Water and Sewerage Department (DWSD) on October 16, 2015. Since that time, additional 
corrosion control program has started, estimating a reduction of lead levels over the next six months. In 
light of these efforts, concerns surrounding the quality of water and health of the residents persist to 
the point that Mayor Karen Weaver declared a State of Emergency on December 14, 2015 so as to 
resolve this crisis once and for all. 

The current challenge facing the City is providing immediate relief and long term solutions of the quality 
of the water and health of residents while the City remains in a financially critical condition. It is hoped 
and expected that higher levels of government recognize this emergency as it pertains to the condition 
of the City's infrastructure and health of its residents, and do all things necessary to assist the City in the 
provision of relief and the execution of capital improvement projects that will eliminate the causes of 
this emergency. 

Enhancing Understanding: 

Information Collection 

Essential Elements of Information (EEls) can be qualified as the City's water tests containing lead results, 
the verification of lead water lines (both public and private), and health information. Water testing is 
performed by the City's water plant in cooperation with the MDEQ.. The verification of lead water lines is 
being handled by University of Michigan Flint, who is currently digitizing the City's water line 
information and PSI Engineering, who is initiating the effort to verify lead lines by excavating an initial 
150 residential lines. This information allows the Incident Management Team to assess the current 
condition of the emergency by way of determining the water quality and the condition of the water 
distribution infrastructure. 


Information Analysis 

The City has sought partners to assist in the analysis and attenuation of complex data. Wayne State 
University's center for Urban Studies has agreed to assist the City in its efforts to document and track 
lead water lines, water test results, and filter distribution with geographic information system (GIS) 
technology. This allows for easily updateable, digestible information to be presented to officials. 

Assessment of Impacts 

The City will need assistance in determining the total cost of damage done to the public health and 
infrastructure. As of now, only portions of this damage are visible. 

PSI is providing some assistance by excavating 150 residential water lines to verify that they are 
comprised of lead. This is an initial step, but not enough. More resources will be needed to continue this 
process. 

Continuous Situational Awareness 

It is important that the Emergency Management Team receive continuous information regarding water 
testing results, lead water line numbers, and filter distribution information in order to gain a realistic 
and current perspective. Much of his information is currently available on the City's website 
(cityofflint.com) and more is added each week by the PIO team. 

Actions taken in Response to the Emergency 

Activation of the Incident Management Team 

Upon the declaration of Emergency by Mayor Weaver, the Support Emergency Operations Plan (SEOP) 
was activated. The SEOP calls upon the Incident Management Team to generate the Incident Action Plan 
(IAP. Each member of this team serves a specific function as it relates to addressing the causes and 
effects of the emergency. The Emergency Management Team roster can be found in the SEOP on page 
3, with a list of alternates on page 4 in case the need for succession arises. 

Emergency Operations Center 

The Emergency Operations Center (EOC) must be activated upon the declaration of a State of 
Emergency by the Mayor. This center is required by the SEOP and serves as a nerve center for the 
Incident Management Team. Here, emergency relief efforts are coordinated by key members of the 
Incident Management Team. In this case, these relief efforts consist of the distribution of water filters at 



City Hall and community events, the distribution of bottled water throughout the city in conjunction 
with the efforts of community partners, and assisting with the circulation of water testing kits 
throughout the community. The EOC will also be monitoring and managing the inventory of relief 
supplies, such as water filters and bottled water. 

According to the SEOP, the EOC must establish an incident tracking system. This system will serve as a 
work plan for the management of the emergency. In addition, it is essential that the IMT record water 
testing results, lead water line location information, and information about the distribution of water 
filters and bottled water all in one place so that information is readily available for the Incident 
Management Team. This information will also be sent out to the public and media in the form of daily 
regular updates by the City's PIO. 

Communication 

The EOC maintains a telephone system that exists to intake questions about relief efforts and to 
organize relief logistics. It is open from 8am to 5pm, Monday through Friday. A voicemail system and 
eventual email system will exist to handle requests and inquiries that occur outside of the normal 
operating hours. This system will be constructed by the City's IS department. 

Public Awareness and Education 

1. Emergency Alerts and Updates: 

The City's Public Information Officer will make available information as it relates to the 
emergency in the form of press releases, emails, and physical documents. Daily updates 
containing information on the distribution of water filters, bottled water, water testing, blood 
lead testing, and other relief efforts will be available on the City's website for the public to view. 
Information will be available at City Hall for residents. 

2. Joint Information Center: 

The City's PIO will establish a joint Information Center that is organized to coordinate the efforts 
of multiple agencies to communicate with the public. This includes the circulation of joint press 
releases, public health information, educational materials, and updates relating to the State of 
Emergency. This committee is comprised of public information officers and public relations 
personnel to coordinate efforts to keep the public updated and informed. Regular updates to 
the media regarding events and progress will be made as news develops. 

The US EPA has offered assistance in the form of Public Information support. Additional support 
in this area has been provided by the Michigan State Police. 


3. Education: 

Many government agencies and philanthropic organizations are already distributing information 
regarding the effects of lead on public health. It is important that the City assist in these efforts 
so vital information and knowledge is presented to all members of the community. The goal is to 
continue to eliminate misunderstandings and incorrect information as it relates to reducing lead 
in drinking water, pursuing medical help, and maintaining a healthy diet to reduce lead 
absorption in the body. Lead education is currently being performed by the Genesee County 
Health Department, the Michigan Department of Health and Human Services and Medical 
community at-large. 


Assessment of Social Needs 

In order to effectively and equitably provide immediate relief to Flint water customers, the City must 
take into account many of the socio-economic needs and limitations of the community. Some residents 
cannot get to City Hall for a water filter. Some residents do not have internet access. Literacy or a 
language barrier may also pose significant obstacles to the effective distribution of educational 
information and relief to those in need. These will be continuing challenges facing the community. At 
present these are the resources the City has available to mitigate some of those challenges. 

Logistics 


Logistics are being coordinated by the City Emergency Management Team's City's Chief Logistics Officer, 
who is the City Administrator. The CLO is responsible for the coordination, procurement, and 
transportation of goods and services, which is essential for effective implementation of the response 
plan. 

Fixed Distribution Points 

There are several locations throughout the city where residents may acquire a water filter. These 
locations are: 


Flint City Hall 

1101 South Saginaw, Flint Ml 48502 

Genesee County Community Action Resource Department (GCCARD) 

601 North Saginaw, Flint Ml 48502 
and 

2727 Lippencott Blvd, Flint Ml 48507 



Michigan Department of Health and Human Services 

4809 Clio Road, Flint Ml 48504 
and 

125 E. Union Street, Flint, Ml 48502 

Activation of Ward Distribution Centers 

Each of the nine wards will have activated distribution centers that are primarily managed by City 
Council Members or their designees. 


Flint City Council - Water Distribution Sites 


WARD 

COUNCILPERSON 

LOCATION 

ADDRESS 

1 

Eric Mays 

Hasselbring Senior Center 

1002 W. Home Avenue 

2 

Jackie Poplar 

Joy Tabernacle Church 

2505 N. Chevrolet Avenue 

3 

Kerry Nelson 

Antioch Baptist Church 

1083 E. Stewart Avenue 

4 

Joshua Freeman 

Flint Fire Station No. 5 

3402 Western Road 

5 

Wantwaz Davis 

Doyle/Ryder Elementary School 

1040 N. Saginaw Street 

6 

Herbert Winfrey 

New Community Baptist Church 

1375 Lavender Avenue 

7 

Monica Galloway 

Brennan Community Center 

1301 Pingree Avenue 

8 

Vicki VanBuren 

Flint Southwestern Academy 

1420 W. 12 th Street 

9 

Scott Kincaid 

Dort Mall Police Service Station 

3600 S. Dort Highway 


Mobile Distribution Centers 

With the help of transportation agencies, like the Metro Transit Authority (MTA), meals on wheels, and 
GCCARD, the city can help establish mobile distribution centers and delivery systems that can provide 
water filters, bottled water, and nutritious foods, among other types of relief accompanied by 
educational materials to neighborhoods and to homes of people who experience limited mobility. 

• Mass Transportation Authority-MTA bus passes: Assisting residents with bus passes to 
improve their mobility will increase their chances of receiving help. Transportation 
services will also improve residents' access to medical care. 

• MTA-Your Ride mobile distribution: 

0 Estimated Costs: $25 per hour to deliver water and filters to homes throughout 
the City. 

Problem 1. Public Health Emergency 

The first objective in addressing this emergency is reducing, and eventually eliminating, the danger to 
public health. As City water coming out of faucets continue to contain lead, and copper and other 


7 


































harmful contaminants exceeding government guidelines and regulations, it poses a risk to the people of 
our community. Preventative measures must be taken to avoid the effects of toxicosis that are difficult if 
not impossible to completely reverse. 

As far as preventative measures are concerned, education, water filters, and bottled water must be 
provided to every household in the City in order to reduce the chances of lead exposure, especially to 
our most vulnerable members of the community. If lead exposure has occurred, resulting in elevated 
blood lead levels, immediate and sustained medical attention must be available to those affected. 

Health services must be expanded in the area to accommodate increased numbers of case loads and 
specialized care regarding lead poisoning and its effects. 

Immediate Relief for Public Health: 

1. Prevention: Education, water filters and replacement cartridges, free water testing, and bottled 
water must be available to everyone. 

2. Access to nutritious food that reduces the risks of lead absorption by the body. The City can 
coordinate activities with the County Health Department 

Long Term Solutions: Maintaining Public Health and Coping with Lead Exposure 

1. Work closely with the Genesee County Health Department and Michigan Department of Health 
and Human Services in order to provide sustainable care and monitoring of children exposed to 
lead. This care must be available for them for several years-preferably several decades. 

2. Support and education for primary care providers regarding aggressive long-term 
neurodevelopmental screening and testing. 

3. Improved access to developmental and behavioral (DBP) specialists, pediatric psychologists, 
pediatric psychiatrists. 

a. Pre-emptive referral to mental health/ toxic stress screenings. 

b. Support capacity building and or incentivize recruitment to allow Genesee health system 
(CMH) to build this capacity which is currently needed and lacking. 

4. Increase recognition and education regarding trauma informed care, social determinants of 
health (SDOH). 

5. Expand State funded Genesee Health System (CMH) services. 

a. Infant mental health (30 day capacity) 

b. Child case management 

c. Home based services 

d. Trauma informed care- trauma focused CBT 

Problem 2. Lead Contamination in the Water 
Immediate Relief: 


1. Education, water filters and replacement cartridges, free water testing for water customers, and 
bottled water must be available to everyone. Water filters can be obtained at any of the fixed 
distribution points throughout the City. 

2. Identification and verification of lead water service lines throughout the city- both public and 
private. 

3. Assistance to identify lead pipes within buildings and homes. 

Distribution of Bottled Water: 

At this point, we are directing all offers for donations to the Food Bank of Eastern Michigan. It is 
imperative that water be accessible to all members of the community through a variety of distribution 
channels. These channels are explained in the Logistics Section of this plan. 

Distribution of Test Bottles: 

Water testing kits can be picked up at City Hall with instructions. Test results are posted on the City's 
website to raise public awareness and encourage more participation. 

Long term Solutions: Capital Improvements Needs 

The distribution of filters, water, and food to counter the effects of lead are essential response efforts to 
keep people safe. However, long term solutions are required to keep people healthy, to eliminate lead 
from the public and private water distribution system distribution, and to provide affordable clean 
water. Our public infrastructure and utilities must be reliable, sustainable, and equitable in order for this 
community to rebound after this emergency. The following long term solutions must be implemented in 
order to set the City of Flint on a course for recovery. These solutions come at a heavy cost for a City 
that is currently in receivership. The City has experienced financial distress due to this Emergency, in 
addition to a two million dollar loss from switching back to DWSD. The City has diligently applied for 
Fiscally Distressed Cities, Villages, and Townships, Grant in order to supplement funding for capital 
improvement projects. It is essential that these grants be awarded in order to achieve long term 
solutions. 

1. COUPLETS Transition to a Temporary Safe Water Source until the Completion of KWA: 

This has already occurred. On October 16, 2015, Flint returned to receiving its water from DWSD 
on a 9 month agreement. This agreement will expire in June 2016, when the KWA is projected to 
be complete. The City had to pay $2 million out of its general fund to make this switch. 

2, UN PROGRESS Additional Corrosion Control added to the Water System: 


This is already occurring. In early December, 2015, Flint began to add additional corrosion 
control to the water coming in from DWSD in attempts to rebuild the protective scale inside its 
pipes. This is estimated to reduce lead levels in two to six months. 

3. Faucet Replacement: 

Replacement of Water faucets, and drinking fountains in the school system. It has been 
determined after state inspections that many sources of lead contamination in the School 
System's water were the faucets themselves. These faucets need to be replaced. 

4. Water Line Replacement: 

Water Line Replacement to reduce antiquated infrastructure and lead service lines. These lines 
must be identified, verified, and replaced. Residents who are facing financial hardships must 
have access to assistance to cover the costs of these replacements through access to grants and 
(forgivable) loans made available through State and Federal agencies. The corrosion damage to 
public and private lines that Flint River water caused is still being determined. 

• Replacement of an estimated fifteen thousand (15,000) lead service lines at an 

estimated cost of three thousand dollars ($3,000) per line. Total costs forty -five million 
dollars ($45,000,000). This project is estimated to be one of the most cost-intensive 
endeavors related to ameliorating water contaminants. 

5. Reimbursement of Critical Expenditures: 

Seeking reimbursement of two million dollar cost of returning to DWSD and forgiveness of 
Water Revolving Loan Debt from the State of Michigan. 


6. KWA Capital Improvements: The City has reconnected to Detroit temporarily until a water line 
from Port Huron is developed. The new water line known as the KWA pipeline or Karegnondi 
Water Authority is expected to bring water to the City from Lake Huron by July. The current cost 
agreement between Flint and DWSD is for nine months, therefore it is imperative that KWA be 
completed as soon as possible. Assistance relating to capital improvements to expedite this 
process will help to achieve long term goals. 


KWA Capital Improvements: 

a. Transfer Station to Dort Reservoir 

b. Raw water line to pump station #4 

c. Phosphoric acid feed system 

d. Alum Feed system 

e. Post filtration system 


Estimated Costs: 

$4,500,000 

$636,000 

$186,000 

$40,000 

$387,289 


/. SCADA Upgrades 
g. Sewer Relining 

Total 


$424,000 

$100,000 

$6,273,289 


Ancillary Considerations: Public Safety during an Emergency 

During a time of emergency public safety agencies need to be prepared to respond to threats to public 
safety and critical infrastructure. The City is facing a man-made emergency that is threatening the public 
health. Resentment and hostility toward local institutions and municipal government is at a significant 
level. 

Critical infrastructure should be safeguarded if the need arises. This includes increasing security at City 
Hall to reduce potential for public safety risks. In the case of credible threats to public infrastructure, it 
may be required to hire private security company for first line of defense. Private Security is lower cost, 
thereby making it the first option. The minimum response is acted upon first, elevating only if the need 
arises. Credible or imminent threats of damage or destruction to critical infrastructure requires an 
elevated response. Such needs may require over-time police officers to address critical situations. 
Mutual aid from surrounding communities can be requested if Flint public safety is overextended. 

Implementation: 

Community Partners 

Financial limitations of the city persist while it confronts this emergency. Many community partners 
have offered their assistance to perform various needed functions. The city is heavily reliant on the 
assistance that government agencies and nonprofit organizations have provided. 

The Mott Foundation 

The Mott Foundation has provided financial assistance, especially in their generous contribution of $4 
million. In addition, the Mott Foundation has recently pledged an additional 

United Way 

The Genesee County United Way has provided significant financial assistance in the way of purchasing 
and helping to distribute water filters since the public health emergency began on October 1 st , 2015. 

Genesee County Community Action Resources Department (GCCARD) 
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GCCARD is organized to fight poverty and has been a primary partner in the distribution of water filters. 
It has also regularly supported the city with the logistics and availability of water filters at City Hall. 

Genesee County Health Department 

Has provided educational information to Flint Water customers 

Genesee County Board of Commissioners 

The Board of Commissioners have pledged their support to help Flint seek solutions to this crisis. The 
Board has already assisted in making health and nutrition information available to the public. 

Assistance from Wayne State University 

Wayne State University's Center for Urban Studies will be providing technical GIS support to assist in the 
documentation of emergency relief efforts. 

The US Environmental Protection Agency 

Region 5 EPA has offered assistance with Public Information distribution during the emergency. 

Outside Help is still needed... 

The City of Flint is forever thankful to our community partners who have given so much to help so many 
people. However the magnitude of this emergency calls for more resources that are beyond the capacity 
of the combined local organizations and government agencies. Long term solutions will require a heavy 
investment in health care and capital improvement projects to upgrade the city's antiquated water 
distribution system. 

• Help with Immediate Relief in terms of assuring allocative efficiency. Distribution should 
be equitable- assistance from other governments required to assure this. 

• Reaching communities for the distribution of water filters, water, and educational 
materials. 

• Help with Water Testing to increase participation and lead education. 

• Increasing the rate of water testing 

• Assistance is required to fund essential capital improvement projects to guarantee clean 
and safe water. 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Sunday, January 03, 2016 7:54 PM 

To: 

Karen Weaver 

Subject: 

RE: Per our conversation 

Mayor, 



I believe you are referring to the paragraph in the draft proposal that reads as follows: "To better coordinate resources 
and personnel and react with urgency, Harvey Hollins and MSP Capt. Chris Kelenske have been tasked with creating 
FWIACC, subject to the approval and endorsement by Flint Mayor Karen Weaver." 

That paragraph simply asks if you believe that the creation of the FWIACC would be beneficial to the city. Actions 
addressing the water problems in Flint, through the FWIACC will be taken by various experts/professionals as outlined in 
the organizational chart. 

Transparency is also a critical objective of the Governor, in saying that, we will need your advice on how to optimize that 
objective for the residents in the city. 

Regarding a definite time for your response, why don't you take the next couple of days to really give the proposal a 
more thorough look over, and save your response for your meeting with the Governor. 

If you have any other questions or concerns in the interim, please send them my was as this is still a work in progress. 

Best, 

Harvey 

Original Message 

From: Karen Weaver 

Sent: Sunday, January 03, 2016 7:10 PM 

To: Hollins, Harvey (GOV) < hoSlinsh@michig3n.gov > 

Subject: Per our conversation 


Harvey, 

I received your correspondence, and in reviewing it, my concern is that we only have me, yourself, MSP Capt. Chris 
Kelenske In deciding this important decision about the water problems here in the city of Flint. I would like to have more 
professional input, such as the Task Force that has been put in place. 

In looking at the written plan of action, it seems to be a positive step in the right direction. I also want to make sure the 
transparency of whatever we do is included. 

How soon do you need a definite answer to the proposed plan? 

Thanks 

Karen 

Sent from my iPhone 
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From: 

Henry, Alisande (MDE) 

Sent: 

Tuesday, January 05, 2016 3:51 PM 

To: 

Baird, Richard (GOV) 

Subject: 

RE: Flint 

Rich, 



I'm sure that Brian would support having someone from MDE in attendance. Ill bring this to Brian's attention as soon as 
I'm able (he's at an off-site meeting today, so it may not be until late this afternoon or first thing tomorrow). He or I will 
get back to you to let you know who it will be. 

Do you have details about meeting location that I can share - just want to be sure our representative accounts for travel 
time, etc, in his/her planning, if needed. 


Thanks - Alisande 


Aiissnda Henry, Specie! Assistant to the Superintendent 

Office of trie Stete Superintendent 

Michigan Department of education 

517 - 241-2077 

henrye@michiqen.gov 


Customer Service is a priority at the Michigan Department of education - helping Michigan schools, families, and 
communities improve the achievement and well-being of ALL our children. 


MICHIGAN^ 

^ D-epartmenrcf, • 



From: Baird, Richard (GOV) 

Sent: Tuesday, January 05, 2016 3:46 PM 

To: Henry, Alisande (MDE) <henrya @ rnichi g an. g ov> 

Subject: FW: Flint 


Alisande: 


What do you think? Could you let me know if someone could attend Dr. Mona's meeting? 


From: Baird, Richard (GOV) 

Sent: Tuesday, January 05, 2016 12:53 PM 
To: Whiston, Brian (MDE) 

Cc: Hollins, Harvey (GOV) 

Subject: Flint 

Brian, 

Would you consider having someone from MDE attend? Dr. Mona is at the center of our planning for 
remediation in light of the Flint water emergency. Happy to talk real time. 



Thanks, 

Rich 


Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: Mona Hanna-Attisha < MFI an na 1 @h ur 1 ev me . com > 

Date: Jan 5, 2016 10:31 AM 
Subject: Education 

To: "Baird, Richard (GOV)" <bairdr^michigan.gov>, "Hollins, Harvey (GOV)" <hollinsb@michigan gov> 
Cc: 


Happy New Year! 


We are having a brainstorming meeting this Thursday (2pm Flint) regarding the critical role of education in regards to the lead 
exposure. The small meeting (ISish people) wifi include pediatricians, Mott Foundation, Sen Peters staff, pastors, MSU, Flint 
superintendent, and county early education folks. 


We would welcome anyone from Michigan Department of Education - I was thinking about reaching out to Susan fireman from the 
Office of Great Start. But let me know what you think may be best. 


Thanks! Mona 


Mona Hanna-Attisha MD MPH FAAP 

Program Director Pediatric Residency 

Hurley Children's Hospital at Hurley Medical Center 

Michigan State University College of Human Medicine 

Department of Pediatrics and Human Development 

Mhannal@hurleymc.com 





From: 

Sent: 

To: 

Subject: 


Whiston, Brian (MDE) 

Tuesday, January 05, 2016 6:37 PM 
Baird, Richard (GOV) 

Re: Flint 


Yes Kyle will attend if you need me to I can re-arrange my schedule. Bw 
Sent from my iPhone 

On Jan 5, 2016, at 12:53 PM, Baird, Richard (GOV) < bairdr@michigan.gov > wrote: 

Brian, 

Would you consider having someone from MDE attend? Dr. Mona is at the center of our 
planning for remediation in light of the Flint water emergency. Flappy to talk real time. 

Thanks, 

Rich 

Sent from my Verizon Wireless 4G LIE DROID 

— Forwarded message 

From: Mona Flanna-Attisha < MHanna 1 @hurle vmc. com > 

Date: Jan 5, 2016 10:31 AM 
Subject: Education 

To: "Baird, Richard (GOV)" < bairdr@michigan. gov >. "Hollins. Harvey (GOV)" 

<hollinsh@mi chigan . go v> 

Cc: 


Happy New Year! 


We are having a brainstorming meeting this Thursday (2pm Flint) regarding the critical role of education in regards 
to the lead exposure. The srnai! meeting (15ish people) will include pediatricians, Mott Foundation, Sen Peters 
staff, pastors, IY1SU, Flint superintendent, and county early education folks. 


We would welcome anyone from Michigan Department of Education - 1 was thinking about reaching out to Susan 
Broman from the Office of Great Start. But Set me know what you think may be best. 


Thanks! Mona 
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Mona Hanna-Attisha MD MPH FAAP 

Program Director Pediatric Residency 

Hurley Children's Hospital at Hurley Medical Center 

Michigan State University College of Human Medicine 

Department of Pediatrics and Human Development 

Mhannal(5)hurievmc,com 
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From: Jason Lorenz <jlorenz@cityofflint.com> 

Sent: Tuesday, April 15, 2014 4:29 PM 

Subject: PRESS RELEASE: City of Flint Water Presentations 

Attachments: Water. Presentations. 4. 17. 201 4. pdf 


For Immediate Release 


City of Flint to Hold Special Public Presentations on Water Ahead of Planned Switch to 

Flint River as City’s Water Source 


Flint, Michigan -April 15, 2014 — The City of Flint will be holding two separate public presentations on the topic of 
water on Thursday, April 17, 2014. There will be a forum for Flint restaurateurs held at 3:00pm inside Cafe 
Rhema at 432 S. Saginaw Street in which local managers and owners can address any concerns on the river’s 
use. An informational presentation for the general public will then be held at 5:30pm inside the City Council 
Chambers of Flint City Flail. That event will include a panel of City of Flint officials as well as John O’brien 
from the Genesee County Drain Commissioner’s office and a representative from the Raftelis Financial 
Consulting firm. 

Use of the river, upgrades and maintenance required for the water and sewer infrastructure and the overall cost 
of the system will be addressed in the presentation. Last week, the Raftelis firm presented the findings of a 
water and sewer rate study undertaken at the request of Emergency Manager Darnell Earley to the Flint City 
Council Public Works Committee. 


“The results of the study, along with items related to the use of the river for the period during which the KWA 
pipeline is built, will be included in this comprehensive view of the present and future of the City’s water 
service system and what will be required to maintain its operation long term,” said Emergency Manager Darnell 
Earley. “We have a strategic vision of how to preserve and improve upon that service and plan on sharing it 
with the people of Flint.” Both events come as the City prepares to begin using the Flint River as its primary 
source, which is scheduled to occur sometime after this Thursday. 

-END- 

-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 

jlorenz p cityoffiint.com 
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Darnell Earley 
ICMA-CM, MPA 
Emergency Manager 


Dayne Walling 
Mayor 



Jason Lorenz 
Public Information Officer 
(810) 237-2039 
jlorenz@cityofflint.com 


For Immediate Release 

City of Flint to Hold Special Public Presentations on Water Ahead of 
Planned Switch to Flint River as City’s Water Source 


Flint, Michigan - April 15, 2014- The City of Flint will be holding two separate public 
presentations on the topic of water on Thursday, April 17, 2014. There will be a forum 
for Flint restaurateurs held at 3:00pm inside Cafe Rhema at 432 S. Saginaw Street in 
which local managers and owners can address any concerns on the river’s use. An 
informational presentation for the general public will then be held at 5:30pm inside the 
City Council Chambers of Flint City Hall. That event will include a panel of City of Flint 
officials as well as John O’brien from the Genesee County Drain Commissioner’s office 
and a representative from the Raftelis Financial Consulting firm. 

Use of the river, upgrades and maintenance required for the water and sewer 
infrastructure and the overall cost of the system will be addressed in the presentation. 
Last week, the Raftelis firm presented the findings of a water and sewer rate study 
undertaken at the request of Emergency Manager Darnell Earley to the Flint City 
Council Public Works Committee. 


“The results of the study, along with items related to the use of the river for the period 
during which the KWA pipeline is built, will be included in this comprehensive view of 

-CONTINUE- 

City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 



Darnell Earley 
ICMA-CM, MPA 
Emergency Manager 


Dayne Walling 
Mayor 



the present and future of the City’s water service system and what will be required to 
maintain its operation long term,” said Emergency Manager Darnell Earley. “We have a 
strategic vision of how to preserve and improve upon that service and plan on sharing it 
with the people of Flint.” Both events come as the City prepares to begin using the Flint 
River as its primary source, which is scheduled to occur sometime after this Thursday. 

-END- 


City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 



From: 

Sent: 

Subject: 


Jason Lorenz <jlorenz@cityofflint.com> 
Thursday, April 17, 2014 12:23 PM 
MEDIA ADVISORY: Water Plant Photo Op 


MEDIA ADVISORY: Water Treatment Plant Drawing from Flint River Photo Opportunity 
WHEN: Thursday, April 17, 2014 at 2:00pm 

WHERE: Flint Water Treatment Plant, 4500 N. Dort Hwy., at Stewart Ave. 

DETAILS: Join us for an historic event as Flint’s Water Treatment Plant begins drawing 
Flint River water for treatment and softening. This is the next major step towards using the 
Flint River as a primary water source for the first time in almost 50 years and a major step in 
securing Flint's water independence. 


-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 
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From: 

Sent: 

Subject: 

Attachments: 


Jason Lorenz <jlorenz@cityofflint.com> 
Saturday, September 06, 2014 10:20 PM 
Fwd: Boil Water Update 
Scan028.PDF 


Brest Wright 
Water Plant Supervisor 
Oiy of Flint 
4500 Nf, It osl Hwy. 

FlmL ML 48505 

Ph; 810.787.6S3? ext. 331* 

Fx; 810.787.3710 
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LOCALIZED DRINKING WATER WARNING 

Conform bacteria detected in localized area of Flint water system 
BOIL YOUR WATER BEFORE USING 

Our water system detected the presence of cotiform, bacteria in the water supply on September 
3, 2014. We routinely monitor for the presence of drinking water contaminants, We took routine 
samples for conform bacteria during on September 2, 201 4 from at! sampling locations 
throughout the: City, The location near Flushing Road and Chevrolet Avenue showed the 
presence of coliform bacteria. We took three repeat samples at this location and at adjacent 
ideations on September 3 and again on September 4, 2014, Two of the three samples on the: 3r<* 
showed the presence of totai coliform bacteria and three of the three samples collected on the 
4th in this same area showed the presence of total coliform bacteria. On September 5 th two of 
three sample showed presence of total coliform bacteria. Updated area of ML King and 
Pasadena On September 4 th one sample showed presence of totai coliform bacteria. On 
September twd. of the three sampies at adjacent iooations showed presence, of total coliform 
bacteria. All other monitoring locations in the City continue to show no presence of Coliform 
bacteria. 


DO NOT DRINK THE WATER WITHOUT BOILING IT FIRST. Bring alLwatef to a boil, let it boil 
for One minute, and let it cool before using, or use bottled water. Boiled or bottled water should 
be used for drinking., making ice, brushing teeth, washing dishes, and preparing food. Boiling 
kills bacteria and other organisms in the water. Continue using boiled or bottled water until 
further notice. This boll notice is limited to the ama bordered by Dayton Street (north). DuPont 
Street (east), Flint River lebuihK and LaVetb Rood to Flint . River (west). 

The current boll water notice is being expanded to the north. This boii water notice is; being 
expanded to the . area bordered by Stewart. Ave, (ngrtih), -Ss^inawCaa^tK Hamilton Ava (south), ' 
and Clio R.d (west). 


if you have a severely compromised immuhe system, have an infant, are pregnant, dr are 
elderly, you may be at increased risk and should seek advice from yogr health care providers 
a bp u t drinking this wate r. 


What does this mean? 

Total coliform bacteria are generally not harmful themselves. Conforms are bacteria which are 
naturally present in the en vironment and are used as an indicator that other, potentialiy-harmfu!, 
bacteria may he present 

Usually, coliforrns are a sign that there could be a problem with ihe freatment or distribution 
system (pipes). Whenever we detect coliform bacteria in any s^mpfe, we do follow-up testing to 
see if other bacteria of greater concern, such as fecal coliform or E: coli, are present We did not 
find any of these bacteria in our subsequent testing. If we had, we would have notified you 
.immediately. However, we are still finding conforms in the drinking water. 


CERTIFICATION: 


"WSSN’r «W£SW» 


1 certify that this water supply has: folly compiled with the public nbtifieatior,requir©ments in the Michigan. Safe 
Qnj^mg Water Act , 1976PA 399, as amended, and the acMHstrajive rule®. 

9 If* 


f / / .> j > 






TiUe • Pate 

^-R'em fnder to water s upp! \er: This n.otic e: / certification, m ust b& seat io: the P HHB. 




What happened? What is being done? 

We are stiff detecting coliform bacteria. We will inform you when our sampling shows that no 
bacterfa are detected. W.e are fiushing the system and increasing the chlorine residua! within the 
affected area. We anticipate resolving the problem within the next two to three days. In the 
meantime, please continue using boiled or bottled water until we notify you otherwise. 

If you have questions;, you may contact Mr, Brent Wright of the City of Flint; at 810-787- 
6-537 , bwrig hf@cityoff I ini ca m , 4500 North Oort Highway, Flint Ml, 48505 or Daughtry Johnson, 
Utilities Ad m inistrator 

(810) 766-7135, ext 2602, Genera! guidelines on ways to lessen the risR of infection, by 
microbes are 

available from EPA's . Safe Drinking Water Hotline at 1 -800-426-4731 , 


'S: i .. •'> 


CERTIFICATE 


WSS.h: «VVSS.N» 


I cergfy thsjt this vvater supply has SJy ■ .complied' with the public notification requirements in The Michigan Safe 




Wafer Act, fS7S .PA 3.99, as ame.Hdsci, and the: administrative rules, 
. 




N //■ * / 






Signature / Tifte DaV Distributee 

Witter .So water supplier; This notice/ certification, must be: sent to: flie PNRE. 



From: Jason Lorenz <jlorenz@cityofflint.com> 

Sent: Monday, September 08, 2014 5:46 PM 

To: WNEM; ABC12news; Flint Journal; NBC25 Newsroom; Ron Fonger 

Subject: PRESS RELEASE: Boil Water Advisory Extended 

Attachments: Boil Water Advisory 9.8.2014.pdf 


For Immediate Release 


City of Flint Boil Water Advisory Remains in Effect 
for Previously Identified Area 


Flint, Michigan - September 8, 2014- The City of Flint’s Utilities Department has extended both of the boil water 
advisories from Friday and Saturday for a portion of the city. Friday’s boil water advisory is in effect for the 
area bordered by Dayton Street on the north, DuPont Street on the east, the Flint River on the south, and by 
Lavelle Road (to the Flint River) on the west. Saturday’s boil water advisory also covered the area bordered by 
Stewart Ave. (north), Saginaw (east) Hamilton Ave (south), and Clio Rd (west). This remains a localized issue 
to those portions of the city. 


The Utilities Department believes that due to the low usage and demand of the area, water remains in the system 
for a longer period of time compared to the rest of the city. The City of Flint Utilities Department is increasing 
the chlorine added to water in the area, and to improve water circulation, will continue flushing the system in 
that part of the city. Residents can expect to see open hydrants in the area. The City of Flint will continue to 
aggressively investigate this issue until it has been corrected. 


The Utilities Department has opted to keep the advisory in effect until the results of a citywide sampling taken 
today are known. This advisory is a precautionary measure to ensure the safety of drinking water for city 
residents. Residents in the area should continue to boil water or use bottled water for drinking, making ice. 


l 



brushing teeth, washing dishes, and preparing food until further notice. Boiling the water kills bacteria or other 
harmful organisms. 


Total coliform bacteria are generally not harmful themselves. Coliforms are bacteria 

which are naturally present in the environment and are used as an indicator that other, potentially-harmful, 
bacteria may be present. Usually, coliforms are a sign that there could be a problem with the treatment or 
distribution system (pipes). 


Whenever we detect coliform bacteria in any sample, we do follow-up testing to see if other bacteria of greater 
concern, such as fecal coliform or E. coli, are present. We did not find any of these bacteria in our subsequent 
testing. If we had, we would have notified you immediately. However, we are still finding coliforms in the 
drinking water. 


All water testing results at the City of Flint Water Treatment Plant have shown the City’s drinking water meets 
all Safe Water Drinking Standards and this remains a localized problem. Testing of the drinking water is a part 
of the routine process for ensuring the quality and safety of the system which happens weekly at ten different 
sites around the city. Anyone with questions about the advisory or any other water issues should call 810-787- 
6537. 


-END- 


-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 

jlorenzPcityoffiint.com 


2 




CITY OF FLINT 

OFFICE OF EMERGENCY MANAGER 
DARNELL EARLEY 

ICMA-CM, MPA 


Jason Lorenz 
Public Information Officer 
(810) 237-2039 
jlorenz@cityofflint.com 


For Immediate Release 

City of Flint Boil Water Advisory Remains in Effect 
for Previously Identified Area 


Flint, Michigan - September 8 , 2014 - The City of Flint’s Utilities Department has extended 
both of the boil water advisories from Friday and Saturday for a portion of the city. 
Friday’s boil water advisory is in effect for the area bordered by Dayton Street on the 
north, DuPont Street on the east, the Flint River on the south, and by Lavelle Road (to 
the Flint River) on the west. Saturday’s boil water advisory also covered the area 
bordered by Stewart Ave. (north), Saginaw (east) Hamilton Ave (south), and Clio Rd 
(west). This remains a localized issue to those portions of the city. 


The Utilities Department believes that due to the low usage and demand of the area, 
water remains in the system for a longer period of time compared to the rest of the city 
The City of Flint Utilities Department is increasing the chlorine added to water in the 
area, and to improve water circulation, will continue flushing the system in that part of 
the city. Residents can expect to see open hydrants in the area. The City of Flint will 
continue to aggressively investigate this issue until it has been corrected. 

-CONTINUE- 
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CITY OF FLINT 

OFFICE OF EMERGENCY MANAGER 
DARNELL EARLEY 

ICMA-CM, MPA 

The Utilities Department has opted to keep the advisory in effect until the results of a 
citywide sampling taken today are known. This advisory is a precautionary measure to 
ensure the safety of drinking water for city residents. Residents in the area should 
continue to boil water or use bottled water for drinking, making ice, brushing teeth, 
washing dishes, and preparing food until further notice. Boiling the water kills bacteria 
or other harmful organisms. 

Total coliform bacteria are generally not harmful themselves. Conforms are bacteria 
which are naturally present in the environment and are used as an indicator that other, 
potentially-harmful, bacteria may be present. Usually, conforms are a sign that there 
could be a problem with the treatment or distribution system (pipes). 

Whenever we detect coliform bacteria in any sample, we do follow-up testing to see if 
other bacteria of greater concern, such as fecal coliform or E. coli, are present. We did 
not find any of these bacteria in our subsequent testing. If we had, we would have 
notified you immediately. However, we are still finding conforms in the drinking water. 

All water testing results at the City of Flint Water Treatment Plant have shown the City’s 
drinking water meets all Safe Water Drinking Standards and this remains a localized 
problem. Testing of the drinking water is a part of the routine process for ensuring the 
quality and safety of the system which happens weekly at ten different sites around the 
city. Anyone with questions about the advisory or any other water issues should call 
810 - 787 - 6537 . 

-END- 

City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 




From: 

Sent: 

To: 

Subject: 

Attachments: 


Jason Lorenz <jlorenz@cityofflint.com> 
Tuesday, September 09, 2014 5:15 PM 
Jason Lorenz 

Re: PRESS RELEASE: Boil Water Advisory Lifted 
Recent Boil Water Notice Lifted 9.9T4.pdf 


PLEASE SEE ATTACHED. 
Thank You. 


-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 

jjorenz@cityoffiint.com 


On Tue, Sep 9, 2014 at 4:36 PM, Jason Lorenz <j 1 or enz @c i t v offl int . corn> wrote: 

For Immediate Release (Official Signed Notice to Follow) 


City of Flint Boil Water Advisory Lifted 


Flint, Michigan - September 9, 2014- The City of Flint’s Utilities Department and the DEQ have lifted both of the 
boil water advisories from this week for a western portion of the city. Testing results from all areas of the city 
confirm that the water is safe for all purposes. “The investigation into the cause of the boil water advisories 
continues,” said Emergency Manager Darnell Earley, “we will share the results from that investigation once it is 
available.” 


-END- 
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Date:; September 9, 2014 


RECENT BOIL WATER NOTICE LIFTED 


it is no longer necessary to use bottled water or boil water before drinking It No coliform 
bacteria Nave been defected in follow-up testing: of the sy^em^iwaten This, in addition 
to treatment and adjustments made to the system, indicates that the water is now safe 
to drink. 


Customers with questions or concerns about the water should contact Adam Rosenthal.. 
Michigan Department of Environmental Quality SIT-ddb-dTI S or for more informatton, 
please contact Brent Wright of CityofFlintWatar Treatment Plant at 810W87-6537, 


hnt.com , 


4500 N. Dort Hwy 
Flint, Ml 48505 


This notice |s being sent to you by City of Flint, Water Supply serial number 2310, 



Howard D, Croft 
Public Works Director 


'■■ciTVi'HAtt. tior8..^WAW&r^m : -, ygivr^tio^. : FUMT,MjgH£<aS&' asssa rmt . las faxisim * ■ 



From: Jason Lorenz [jlorenz@cityofflint.com] 

Sent: Monday, December 15, 2014 4:18 PM 

Subject: PRESS RELEASE: KWA Intake Installed at Water Treatment Plant 

Attachments: KWA Intake l.png; KWA Intake 2. png; KWA Intake Installation at Water Plant Dec.2014.pdf 


For Immediate Release 


City of Flint Takes a Step Closer to KWA Preparedness with a Crucial Upgrade to the 

Water Treatment Plant 


Flint, Michigan - December 15, 2014 — The City of Flint has this week taken a big step toward the eventual transition 
to use of the Karegnondi Water Authority Pipeline with a much needed upgrade to the City’s Water Treatment 
Plant. A large 36” connection line which will serve as the main feed to the plant from the new pipeline was 
installed over the weekend of December 6, 2014. “This massive undertaking was done without interruption of 
service to customers and ahead of its scheduled completion,” said Department of Public Works Director 
Howard Croft. 


“The installation of the intake section to the water treatment plant represents a key portion of the City of Flint’s 
transition to using the KWA for our water needs,” said Utilities Administrator Daugherty Johnson. “Once 
construction on the KWA pipeline reaches Flint, the City will have the necessary connection in place to begin 
receiving and treating Lake Huron water.” Along with other critical upgrades to the plant in the past two years, 
the intake installation brings Flint one step closer to having direct control over all of its water system needs. 
The KWA pipeline is expected to reach Flint by summer of 2016. 


-END- 

-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 









Darnell Earley 
ICMA-CM, MPA 
Emergency Manager 


Dayne Walling 
Mayor 



Jason Lorenz 
Public Information Officer 
(810) 237-2039 
jlorenz@cityofflint.com 


For Immediate Release 

City of Flint Takes a Step Closer to KWA Preparedness with a Crucial 
Upgrade to the Water Treatment Plant 

Flint, Michigan - December 15, 2014 - The City of Flint has this week taken a big step toward 
the eventual transition to use of the Karegnondi Water Authority Pipeline with a much 
needed upgrade to the City’s Water Treatment Plant. A large 36” connection line which 
will serve as the main feed to the plant from the new pipeline was installed over the 
weekend of December 6, 2014. “This massive undertaking was done without interruption 
of service to customers and ahead of its scheduled completion,” said Department of 
Public Works Director Howard Croft. 

“The installation of the intake section to the water treatment plant represents a key portion 
of the City of Flint’s transition to using the KWA for our water needs,” said Utilities 
Administrator Daugherty Johnson. “Once construction on the KWA pipeline reaches Flint, 
the City will have the necessary connection in place to begin receiving and treating Lake 
Huron water.” Along with other critical upgrades to the plant in the past two years, the 
intake installation brings Flint one step closer to having direct control over all of its water 
system needs. The KWA pipeline is expected to reach Flint by summer of 2016. 

-END- 


City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 




From: 

Sent: 

Subject: 


Jason Lorenz <jlorenz@cityofflint.com> 

Tuesday, January 06, 2015 8:37 AM 

MEDIA ADVISORY: Press Conference on Progress of Water System Plan 


MEDIA ADVISORY: Press Conference on Continuing Progress for the Flint Drinking Water 
System Comprehensive Plan. 

WHEN: Tuesday, January 6, 2015 at 2:00pm 

WHERE: Flint Water Treatment Plant, 4500 N. Dort Hwy. 

WHO: DPW Director Howard Croft, Utilities Administrator Daugherty Johnson and 
Licensed Operators of the Water Treatment Plant 


-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 
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Modified: 


Thu 2/11/2016 11:22 PM 


Dr. Mona Water TF 


10/14 GM switched off water 

Lead wasnt restricted in plumbing til 1986 

2/15 high levels lead detected 

5 ug/dl is max used to be 10 in 2012 

an increase in bll from 1 to 4 ug/dl means IQdrop of 3.7 pts 

increased likelihood of violent behaviouurs 

boiling advisories for ecoli concentrates lead in the water 

we dont know how many kids had lead ingested with formula because by the time we get them-half life of lead is short 
increased risk of fetal deaths 

there is seasonality to warmth of pipes for lead leeching 

We geocoded all kids getting flint water and they had a doubling of pet. from 2.4 to 4.9 

9 wards in city of flint 

ward 5 and 6 went tripled 

ward 6 says 28%-where any test exceeded 5 ppb 

mapping of water quality from water dept, correlates to PPB elevated findings for person testing 


flint was already higher than outstate 
lead casuing methanation in DNA 

taking all kids under 6, who lived in flint at any time from 4/14 to whenever end date, then extyend nine months for 
unborns--in toOtal should be 8=9,000 kids 


Adverse Childhood Experiences (ACEs) 

ACE score of 6 or more by 6 years old equals 20 year decrease in life expectancy 
ACE disrupts neural pathways 
Hurley is doing every test imaginable 


NEED Heavy focus on Communications 
We do not know when anti corrosive 
Flint water 


Still way too many homes without filters 

when to be replaced 

transportation 


What are the evidence based interventions? 

Medical Health-support to primary care providers-need long term neurodevelopmental screenings and testing 
Access to Specialists Development and Behavioral specialist 
Trauma informed care 
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Consider health fund enrollment. Expand Medicaid HMO--we want folks to come to their medical provider 

enhance transportation 

They need to help drive patients to providers 

Hurley Childrens clinic is atop a farmers market 

Nutrition is critical. Iron deficiencies cause lead to be taken in more readily 

Flint is a food desert--no grocery stores 

Why are 1/3 of families eligible for WIC not enrolled 

Iron Calcium Vitamin C diets 

Nutrition 

Huge wait list for early-on 

Early on is 0-3 and is assessment oriented 

The 130 million for preschool guarnatees seats for every 4 year old. 

Flint doesn't have school nurses 

Place more pathways to potential folks in flint 

SNAP Ed can enhance education 
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Subject: 

Location: 

Start: 

End: 

Recurrence: 
Meeting Status: 
Organizer: 


Flint Water Advisory Task Force - Default Weekly meeting 
PSC Offices - 230 Washington St. - Lansing 

Wed 11/4/2015 9:30 AM 
Wed 11/4/2015 11:30 AM 

(none) 

Accepted 

Eric Rothstein 


When: Occurs every Wednesday from 9:30 AM to 11:30 AM effective 11/4/2015 
until 2/3/2016. (UTC-05:00) Eastern Time (US & Canada) 

Where: PSC Offices - 230 Washington St. - Lansing 



From: Eric Rothstein Wi^i PWiaEl i atfi tfaMil 

Sent: Saturday, December 19, 2015 3:57:22 PM 

To: 'Eric Rothstein'; Laurence Reynolds; Baird, Richard (GOV); Matthew M. Davis; Ken 

Sikkema; Chris Kolb; Baird, Richard (GOV) 

Subject: Flint Water Advisory Task Force - Default Weekly meeting 


When: Wednesday, January 06, 2016 9:30 
Eastern Time (US & Canada) 

Where: Michigan Environmental Council, 
48933 


AM-11: 30 AM. (UTC-05:00) 
602 W. Ionia, Lansing, MI 




I would like to dial in too. 


Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message — 

From: Chris Kolb <{HYPERLINK 
Date: Jan 5, 2016 12:15 PM 

Subject: Re: Flint Water Advisory Task Force Meeting 

To: "Clayton, Stacie (GOV)" <{F1YPERLINK "mailto:claytons3@michigan.gov" }> 

Cc: "Hollins, Harvey (GOV)" <{HYPERLINK "mailto:hollinsh@michigan.gov" }>, "Baird, 
Richard (GOV)" <{HYPERLINK "mailto:bairdr@michigan.gov" }> 

Attached please find a draft agenda. It has the call-in information on it, and I have included it 
below: 

Call In Number: 

Access Code: 

If the is a problem connecting have Harvey call my cell phone or the office 
number (517) 487-9539. 

If you have any questions regarding this matter, please feel free to contact me. 

Thanks! 

Chris 





To: 

Subject: 


'Eric Rothstein'; Ken Sikkema; Chris Kolb; Laurence Reynolds; Matthew M. Davis; 
Baird, Richard (GOV); Baird, Richard (GOV) 



From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Friday, October 31, 2014 12:08 PM 
VanSickle, Michele (GOV) 

FW: Thank You! 


How about a breakfast since he lives in Lansing. 


From: Darnell Earley [ roa i lio : dea rlev@dtvofflint.coml 

Sent: Friday, October 31, 2014 11:58 AM 
To: Baird, Richard (GOV) 

Subject: Re: Thank You! 

Thanks... I'll look forward to it! 



Darnell Earley, ICMA-CM, MPA 
Emergency Manager 
Flint, MI 

On Fri, Oct 31, 2014 at 11:51 AM, Baird, Richard (GOV) <bairdr @m ichig a n. go v> wrote: 
Very good! Lets get together after the election. Great work! 

Sent from my Verizon Wireless 4G LTE DROID 


Darnell Earley < dearl ey@cityoffl i nt . com > wrote: 

Good Morning Rich: 

Just as an FYI, we had a very productive meeting. If you would like a briefing, please give me call. 
Have a good weekend! 

rhttp://citvofB.int.com/images/Si gn ature.ipg ll' X1 

Darnell Earley, ICMA-CM, MPA 
Emergency Manager 
Flint, MI 


Forwarded message 

From: Darnell Earley <dearley@cit y offlint.com<mailto:dearley@cityofflint.com» 

Date: Fri, Oct 31, 2014 at 1 1:43 AM 
Subject: Thank You! 

To: wyantd@michigan.gov <mailto: wyantd@michigan.gov > 

Cc: Dayne Walling < dwall in g@citv offlint . com <mailto : d wall i ng@.eity offli nt . com ». "Workman, Wayne 
(TREASURY)" <workmanw@michigan.gov <mailto: workmanw@michigan.gov» . "Byrne, Randall 
(Treasury)" < ByrneRl @micht gan, gov <mailto : ByrneR 1 (' gjmiehigan. gov ». "Koryzno, Edward (Treasury)" 
<kon > znoe@michigan.gov<mailto:koryznoe@,michtgan. g ov», Kelly Rossman-McKinney 

l 




<krossmanCg|truscottrossman.com<mailto:krossmaii@tniscottrossman.coin», Elizabeth Murphy 
< emurphy@,cityofflint.com <mailto: emurphy@cityofnint.eoni », "Hollins, Harvey (GOV)" 
<ho11insh.@michigan.gov< mailto: hol1insh@.mic-higan.gov» 


Good Morning Director Wyant: 

I wanted to take just a moment to thank you and your team for travelling to Flint Wednesday to meet with me, 
the Mayor, and the Utilities Department staff. 

Everyone on our end appreciated the opportunity to meet directly with you and your key staff at the DEQ. We 
all felt it was a very productive discussion of the many difficult issues facing the City of Flint not only during 
this transition, but as its own long-term, sustainable water supply and distribution system, leading towards full 
implementation of the KWA project. As you know Flint is slated to convert to the KWA water source well 
within the next 18 month timeline. Until that happens however, I think you would agree that we have an 
excellent opportunity here to send a good, positive message about how the City is managing its water services, 
and working very closely with your office in the process. 

As we discussed, an initial media hit from your office fairly soon would also help us build public confidence 
through stronger communication on how we are responding to the challenges we encounter, your department's 
support of our efforts to resolve them, and the resultant potability of the current water source. If there are other 
next steps you need from us regarding such a media release, please don't hesitate to contact me. 

We look forward to our continued partnership in addressing these and other matters critical to environmental 
quality in the City of Flint and the State of Michigan! 

Sincerely, 

rhttp://citvofflint.com/images/Sig n ature .ipgl TX 1 

Darnell Earley, ICMA-CM, MPA 
Emergency Manager 
Flint, MI 


2 



From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Wednesday, February 25, 2015 5:53 PM 
Bob Daddow 
Re: Flint Article 


Maybe he can help. He's an expert at treading water and going nowhere. 

Sent from my Verizon Wireless 4G LIE DROID 

On Feb 25, 2015 5:39 PM, "Daddow, Robert" <daddowr @ oa kgo y.com> wrote: 

Just an article to lighten you day up a bit - Obama has been requested to bail Flint out of their water 
problems. Fascinating. 

From: Daddow, Robert |~ m a iit o : da dd o w r@oakQOv . co ml 

Sent: Wednesday, February 25, 2015 3:36 PM 
T o : daddowr@Qakaoy.com 

Subject: 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Wednesday, September 30, 2015 11:29 AM 
Frank Brown 

Re: Flint water background information 


I think it's today. Will let you know when I hear something. Thank you for the Flint issue. 
Rich 


Sent from my Verizon Wireless 4G LTE DROID 

On Sep 30, 2015 11:24 AM, "Brown, Frank" < fhrown@:generalatlantic.com > wrote: 

In process. Will come back to and Haney when I know more. Am in London. Didn't reach out to Eddie as I think this week is his 
operation. Have you heard anything? 

Frank 

Sent from my iPad 

On Sep 30, 2015, at 3:34 PM, Baird, Richard (GOV) <bairdn % intchi g axi. g ov<ixtaiito:batrdi@«tici»gaaROv>> wrote: 

Frank: 

We have a situation in Flint, Michigan that is beginning to get national attention and could be an opportunity for Home Depot. 18 
months ago, Flint switched its water supply from Detroit Water (the distance and pumping costs of going uphill made it quite 
expensive) to the Flint River as a temporary answer, until they could finish the construction to get their water from Lake Huron 
(Karagondi Water System). The corrosive attributes of the River water have exacerbated the lead deposit leaching into homeowner 
pipes and there is concern around lead poisoning, especially for infants. 

The corporate community is rallying to address the problem. Meijer donated 1500 water filters to low income residents and GM is 
about to announce a donation of between 5,000 and 10,000 filters. I do not yet know where GM is getting the filters from, but I was 
thinking that Home Depot might want to join the effort with a donation, supply chain discounting assistance, or some combination of 
activity that could help Flint residents. Harvey Hollins is our point person for this effort, since he is the Director of Urban Initiatives 
for Governor Snyder. I have copied him here. 

If you could get this into the hands of the right people and see if there is interest in speaking with Harvey, I would be very 
appreciative. Thanks and take care. 

Regards, 

Rich 


From: Murray, David (GOV) 

Sent: Wednesday, September 30, 2015 9:35 AM 
To: Baird, Richard (GOV) 

Subject: Flint water background information 

Hi Rich, 

These are two documents that I think are helpful addressing the questions about lead and Flint water overall, prepared by DEQ and 
DHHS. These were intended for internal use, so please ask our partners to not share them beyond the people on their teams making the 
decisions. 
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Please let me know if you need anything else. 


Dave 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

MutTavDl@«richigan.gov<tnaillo:Mun'avDl@Rachigan.gov> 


5^3^3g7, office 

mobile 

TwtterMimcliigandmiirray 


[Emblem] 


<Flint water FAQs (00000004). pdf> 

<Sharable Flint Lead TP 092415 (00000002).docx> 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for die exclusive use of the addressee only. If you are not die addressee, 
you are hereby notified that any dissemination of this communication is strictly 
prohibited. If you have received this communication in error, please erase all 
copies of the message and its attachments and notify us immediately at 
help® generalatlantic.com . Thank You. 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Wednesday, September 30, 2015 4:53 PM 
Hollins, Harvey (GOV); Clayton, Stacie (GOV) 
Fwd: Flint water background information 


You got this from here? 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: "Brown, Frank" < fbrown@generalatiant i e. com > 

Date: Sep 30, 2015 3:53 PM 

Subject: Fwd: Flint water background information 

To: "Baird, Richard (GOV)" < bairdr@.michigan.gov >, "Hollins, Harvey (GOV)" < hollinsh@michigan.gov > 
Cc: aaron s __bonharn@homedepoi.com, STACEY TANK@hornedepot.corr! 

Hi all. Figure I will just connect everyone and let you figure out from here. Hope this can result in some help. All the best. 
Frank 

Sent from my iPad 
Begin forwarded message: 

From: < Aaron S Bonham@homedepot.com<mailto: Aaron S BordtairiVhomedepot.com >> 

Date: September 30, 2015 at 6:00:47 PM GMT+1 

To: < ibrowm@generalatlantic.coin<tnaiito:fbrovv , n@generalatlantic.com >> 

Cc: < STACEY TANK@hoTnedepot.com<inaiUo:S'fACEY TANKw;hoinedepot.coin » 

Subject: Flint water background information 

Frank, 

Received your email from Craig. We would be glad to help. 

Can you provide any additional information on filter sizes needed in the area and quantity you might be looking for? 

We are also going to look to donate bottled water if that makes sense? 


Aaron Bonham 
Home Depot 

Merchandise Vice President 
Department 26 Plumbing 
770-384-3947 

aaron s bonltam@homedepot.com<maillo:aaron s bon.banv«:homedepoi . com> 

The contents of this e-mail include proprietary and confidential information, and are not intended to represent or form a legally 
binding offer or acceptance. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the addressee. Access to 
this Email by anyone else is unauthorized. If you are not the intended recipient, any disclosure, copying, distribution or any action 
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taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. When addressed to our clients any opinions or advice 
contained in this Email are subject to the terms and conditions expressed in any applicable governing The Home Depot tenns of 
business or client engagement letter. The Home Depot disclaims all responsibility and liability for the accuracy and content of this 
attachment and for any damages or losses arising from any inaccuracies, errors, viruses, e.g., worms, trojan horses, etc., or other items 
of a destructive nature, which may be contained in this attachment and shall not be liable for direct, indirect, consequential or special 
damages in connection with this e-mail message or its attachment. 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for the exclusive use of the addressee only. If you are not the addressee, 
you are hereby notified that any dissemination of this communication is strictly 
prohibited. If you have received this communication in error, please erase all 
copies of the message and its attachments and notify us immediately at 
helpi@generalaflantic.com . Thank Y ou. 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Friday, October 02, 2015 10:13 AM 
Robert J Daddow 
Fwd: follow up 


fyi 

Sent from my iPad 
Begin forwarded message: 

From: "Muchmore, Dennis (GOV)" <muchmored(5) m iehig a ii. go v> 

Date: October 2, 2015 at 10:10:36 AMEDT 

To: "Saxton, Thomas (Treasury)" <SaxtonT @ rnichig a n.g o v> 

Cc: "Khouri, Nick (TREASURY)" < KhouriN@michi gan. gov >, "Workman, Wayne 
(TREASURY)" < Wo.r kman W @mi chi gan . go v >. "Stanton, Terry A. (Treasury)" 
<Stanton T@m ichig a n.g o v> 

Subject: Re: follow up 

I think that Bob Daddow, Rich Baird and Mike Duggan have something to do with the more 
"reasonable" approach. The Mayor in particular is very concerned about the issues of a fellow 
community and Daddow is perhaps the finest public administrator in the state. So, their 
involvement and Rich's management skills are powerful forces. 

On Oct 1, 2015, at 8:25 PM, Saxton, Thomas (Treasury) <SaxtonT @m ich iga n. g o v> wrote: 

Dennis - in response to your earlier email; Wayne's guys came up with a ballpark 
estimate for reconnecting to DWSD. Let me emphasize 'ballpark'. They used 
your assumptions & they talked to Natasha H. after 5:00. Bottom 
line... the estimated cost Is approx $10.5 mm to reconnect until June '16. 

These numbers on their surface seem much improved over previous DWSD 
$offers. [Is Daddow in the loop on this ?] We need to give some more thought 
as to whether this is all inclusive, e.g., there might be some costs from turning 
down operations at the plant 


I am being told this can happen in a relatively short time i.e., less than a 
week. Which seems aggressive. Obviously that does not mean the lead 
concerns nor discolored water, etc goes away in a week. The pipe section they 
sold to the county won't be an impediment to this deal. 
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There apparently are no 'upfront' costs we need to worry about. In theory, it 
seems like it can be paid over the 9-10 months (vs a lump sum). But I am not 
clear Dennis on those couple ideas/sources the Mayor & Senator mentioned i.e., 
at this point I am not sure where the $10. 5mm comes from. 


My guess is we will keep refining this estimate. Let us know if you need 
anything else. Again, "credit " Wayne's guys for pulling this together quickly. 


From: Cline, Richard (Treasury) 

Sent: Thursday, October 1, 2015 6:08 PM 

To: Saxton, Thomas (Treasury); Koryzno, Edward (Treasury); Byrne, Randall (Treasury) 
Subject: RE: follow up 


City's usage is 14 MGD/Day 


Timeline is 9 months until June 2016 


Fixed Cost is $662,100 for 9 months or $5,958,900 
Commodity Rate is $501, 383/month 
Total Monthly Cost is $1,163,483 
Cost until June 2016 is $10,471,347 


The City does not know the cost to move the 'water plant into stand-by mode. However, 
they have indicated that there might be some reduced costs as lower chemical costs will 
be incurred. 


Eric Clin© \ Department Manager [ State of Michigan 

Michigan Department of Treasury j Local Government Financial Services Division | 
Fiscal Responsibility Section 

430 W, Allegan Street, 3rd. Floor j Lansing. MI 48933 

Lansing Office (Si 7) 335-2078 j Cell Phone Traverse City Office 

(231) 922-5228 

E-mail clinerl.^micM£{an..gpy 

CONFIDENTIALITY NOTICE: This e-mail, end any attachments, is for the sole use of the intended 
recipients) and may contain information that is confidential and protected from disclosure under 
the law. Any unauthorized review, use, disclosure, or distribution is prohibited if you are not the 
intended recipient, piease contact the sender by reply e-mail, and delete/destroy ail copies of the 
original message and attachments Thank you. 
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From: Saxton, Thomas (Treasury) 

Sent: Thursday, October 01, 2015 6:01 PM 

To: Cline, Richard (Treasury) <dinerl @ michi g an. g ov>; Koryzno, Edward (Treasury) 
<KoryznoE@michi g an. g ov>; Byrne, Randall (Treasury) <ByrneRl@michigan.gov> 

Subject: follow up 
Importance: High 

I am getting ready to leave... what have you learned ? 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Friday, October 02, 2015 7:12 PM 
Daddow, Robert J 
Re: follow up 


We are setting up a new revolving fund to enable some borrowing I think. I imagine any deal would require stringent 
terms on monthly payments. 

Sent from my iPad 

> On Oct 2, 2015, at 3:41 PM, Daddow, Robert J <daddowr@oakgov.com> wrote: 

> 

> I think you are in the ballpark of what DWSD is thinking - just saw the reference in Gongwers on the State assisting. 
Where is Walling coming up with his repeated $2M / month number given the below? 

> 

> What can I do to help? 

> 

> My only concern is not being stuck with an unpaid bill at the end of the 9 month period. Just being the accountant that 
I am. RJD 

> 

> Original Message 

> From: Baird, Richard (GOV) [mailto:bairdr@michigan.gov] 

> Sent: Friday, October 02, 2015 10:13 AM 

> To: Daddow, Robert J 

> Subject: Fwd: follow up 

> 

> fyi 

> 

> Sent from my iPad 

> 

> Begin forwarded message: 

> 

> From: "Muchmore, Dennis (GOV)" <muchmored@michigan.gov<mailto:muchmored@michigan.gov» 

> Date: October 2, 2015 at 10:10:36 AM EDT 

>To: "Saxton, Thomas (Treasury)" <SaxtonT@michigan.gov<mailto:SaxtonT@michigan.gov» 

> Cc: "Khouri, Nick (TREASURY)" <KhouriN@michigan.gov<mailto:KhouriN@michigan.gov», "Workman, Wayne 
(TREASURY)" <WorkmanW@michigan.gov<mailto:WorkmanW@michigan.gov», "Stanton, Terry A. (Treasury)" 
<StantonT@michigan.gov<mailto:StantonT@michigan.gov» 

> Subject: Re: follow up 

> 

> I think that Bob Daddow, Rich Baird and Mike Duggan have something to do with the more "reasonable" approach. 

The Mayor in particular is very concerned about the issues of a fellow community and Daddow is perhaps the finest 
public administrator in the state. So, their involvement and Rich's management skills are powerful forces. 

> 

> On Oct 1, 2015, at 8:25 PM, Saxton, Thomas (Treasury) <SaxtonT@michigan.gov<mailto:SaxtonT@michigan.gov» 
wrote: 

> 

> 

> Dennis - in response to your earlier email; Wayne's guys came up with a ballpark estimate for reconnecting to DWSD. 
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Let me emphasize 'ballpark'. They used your assumptions & they talked to Natasha H. after 5:00. Bottom line... the 
estimated cost is approx $10.5mm to reconnect until June '16. 

> 

> These numbers on their surface seem much improved over previous DWSD $offers. [Is Daddow in the loop on this ?] 
We need to give some more thought as to whether this is all inclusive, e.g., there might be some costs from turning 
down operations at the plant 

> 

> 

> I am being told this can happen in a relatively short time i.e., less than a week. Which seems aggressive. Obviously 
that does not mean the lead concerns nor discolored water, etc goes away in a week. The pipe section they sold to the 
county won't be an impediment to this deal. 

> 

> 

> There apparently are no 'upfront' costs we need to worry about. In theory, it seems like it can be paid over the 9-10 
months (vs a lump sum). But I am not clear Dennis on those couple ideas/sources the Mayor & Senator mentioned i.e., 
at this point I am not sure where the $10.5mm comes from. 

> 

> 

> My guess is we will keep refining this estimate. Let us know if you need anything else. Again, "credit " Wayne's guys 
for pulling this together quickly. 

> 

> 

> 

> 

> 

> 

> From: Cline, Richard (Treasury) 

> Sent: Thursday, October 1, 2015 6:08 PM 

>To: Saxton, Thomas (Treasury); Koryzno, Edward (Treasury); Byrne, Randall (Treasury) 

> Subject: RE: follow up 

> 

> 

> City's usage is 14 MGD/Day 

> 

> 

> 

> Timeline is 9 months until June 2016 

> 

> 

> 

> Fixed Cost is $662,100 for 9 months or $5,958,900 

> 

> 

> 

> Commodity Rate is $501, 383/month 

> 

> 

> 

> Total Monthly Cost is $1,163,483 

> 

> 

> 
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> Cost until June 2016 is $10,471,347 

> 

> 

> 

> The City does not know the cost to move the water plant into stand-by mode. However, they have indicated that there 
might be some reduced costs as lower chemical costs will be incurred. 

> 

> 

> 

> Eric Cline | Department Manager | State of Michigan 

> 

> Michigan Department of Treasury | Local Government Financial Services Division | Fiscal Responsibility Section 

> 

> 430 W. Allegan Street, 3rd Floor | Lansing, Ml 48922 

> 

> Lansing Office (517) 335-2078 | Cell Phone Traverse City Office (231) 922-5228 

> 

> E-mail clinerl@michigan.gov 

> 

> 

> 

> CONFIDENTIALITY NOTICE: This e-mail, and any attachments, is for the sole use of the intended recipient(s) and may 
contain information that is confidential and protected from disclosure under the law. Any unauthorized review, use, 
disclosure, or distribution is prohibited. If you are not the intended recipient, please contact the sender by reply e-mail, 
and delete/destroy all copies of the original message and attachments Thank you. 

> 

> 

> 

> From: Saxton, Thomas (Treasury) 

> Sent: Thursday, October 01, 2015 6:01 PM 

>To: Cline, Richard (Treasury) <clinerl@michigan.gov<mailto:clinerl@michigan.gov»; Koryzno, Edward (Treasury) 
<KoryznoE@michigan.gov<mailto:KoryznoE@michigan.gov»; Byrne, Randall (Treasury) 
<ByrneRl@michigan.gov<mailto:ByrneRl@michigan.gov» 

> Subject: follow up 

> Importance: High 

> 

> 

> 

> I am getting ready to leave... what have you learned ? 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Thursday, October 08, 2015 11:06 AM 
Duncan, Nancy (DTMB) 

RE: letter from John O'Brien 


Spoke with Daddow this morning. He thinks the 1.3mm per month is a good number, if anything it couid be a little less 
because Genera! Motors pulled out of the system. 


From: Duncan, Nancy (DTMB) 

Sent: Thursday, October 08, 2015 10:39 AM 
To: Saxton, Thomas (Treasury) 

Cc: Workman, Wayne (TREASURY); Khouri, Nick (TREASURY); Wyant, Dan (DEQ); Muchmore, Dennis (GOV); Baird, 
Richard (GOV); Roberts, John (DTMB); Hollins, Harvey (GOV) 

Subject: RE: letter from John O'Brien 
Importance: High 


We're still carrying $12m as the cost to reconnect, and that's the number the Governor is using too. John would like 
your assessment of the need given the information in this letter. We plan to send a supplemental request to the 
Legislature for our $6m share this afternoon. 


From: Saxton, Thomas (Treasury) 

Sent: Wednesday, October 07, 2015 2:43 PM 

To: Wyant, Dan (DEQ); Sygo, Jim (DEQ); Muchmore, Dennis (GOV); Roberts, John (DTMB); Baird, Richard (GOV); Lyon, 
Nick (DHHS); Hollins, Harvey (GOV) 

Cc: Workman, Wayne (TREASURY); Khouri, Nick (TREASURY); Duncan, Nancy (DTMB) 

Subject: FW: letter from John O'Brien 
Importance: High 


Here is the letter from the Genesee Co Drain Commission. My interpretation of the contents would be their estimate is 
$13.2mrn (vs the $12rrtm discussed this morning). 


They included their contract with the City. Sec 5.7 references prevailing rates the City would be charged; that is 
different than the rates reflected in the $13. 2mm, So that contract may need to be modified. 


They also raise some other items (under Procedure to Activate Supply ~ p.3) that may have cost implications. 
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From: Baird, Richard (GOV) 

Sent: Wednesday, October 21, 2015 3:34 PM 

To: Ken Sikkema; Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein 

Cc: Anderson, Madhu (DEQ) 

Subject: Fwd: Draft Scope - for member review 

Attachments: Flint Water Task Force.draftscope.211015.docx 


From Madhu... 


Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: "Anderson, Madhu (DEQ)" <AndersonM30@miehig a n. go v> 

Date: Oct 21, 2015 1:37 PM 

Subject: Draft Scope - for member review 

To: "Baird, Richard (GOV)" <bairdr @m ichig a n. go v> 

Cc: "Wyant, Dan (DEQ)" < Wvant D@mi chi gan . gov >, "Lyon, Nick (DHHS)" 

<LyonN2@michigan.gov>,"VanSickle, Michele (GOV)" <vansickiem2@micbigan.jgov>, "Murray, David 
(GOV)" <MurravD 1 @m ichig a n. go v> 

Rich - The Flint Water Task Force members asked for a draft scope prior to the announcement being made this afternoon. Hopefully, 
I captured their intent in the attached document. Could you forward this document to the members after you have had a chance to 
review? 


Thanks, 



Madhu R. Anderson 

Deputy Director, Economic & Strategic Initiatives 


517 284 6702 


' 290 9652 


M andersonm30@michigan.gov 
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(DRAFT) 

FLINT WATER ADVISORY TASK FORCE 
AFTER-ACTION REVIEW 


The Flint Water Task Force is an independent advisory panel appointed by Governor 
Rick Snyder charged with reviewing actions regarding water use and testing in Flint and 
with offering recommendations for future guidelines to protect the health and safety of 
all state residents. 

The taskforce expects to summarize its work in a report to be presented to Governor 
Rick Snyder within ninety (90) days. 

GOALS 


The Flint Water Task Force’s goals are as follows: 

• Complete a thorough review of all steps taken by state and local officials 
regarding the decision to switch the City of Flint’s water source to the Flint River 
from the Detroit Water and Sewerage Department’s system (DWSD). 

- Produce a timeline of actions 

- Establish why each action was taken 

• Review the roles of the federal, state, and local officials in the decision-making 
process 

- Identify best practices for federal, state, and local officials to work together 
in future similar situations 

- Evaluate where coordination between these entities could have been 
better, and how it could be improved 

• Review federal, state, and local actions and protocols 

- Determine whether the proper procedures were followed 

- Identify which procedures should be changed 

• Monitor and review the process, procedures, and protocols being followed as the 
City of Flint returns to the DWSD system 

- Ensure that proper corrosion controls and testing are in place 

- Highlight the appropriate actions that the City of Flint should follow when 
the future switch is made to the Karegnondi Water Authority’s system 

• Assess future practices 

- Highlight practices that should change for communities in similar situations 

- Recommend changes in law, procedure, or practice to ensure all 
Michiganders are drinking safe water 


October 21, 2015, Draft 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Monday, October 26, 2015 10:36 PM 
VanSickle, Michele (GOV) 

Fwd: Re: Goals for Task Force 

FWATF - Goals_Questions_Work Plan - EPR.docx 


Is Wed meeting on my schedule? 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: Eric Rothstein < erot hste@gr g-i td com > 

Date: Oct 26, 2015 6:44 PM 
Subject: Re: Goals for Task Force 

To: Ken Sikkema < ksikkema@,pscine.com >.Chris Kolb <chris@,environmentaicouncil.org >.Matt Davis 
<mattdav @ med,umich.edu>.Lawrence Reynolds <re y nold s @ m ottchc . org> 

Cc: "Baird, Richard (GOV)" < bairdr@:ml chi gan . aov > 

Y'all, 

Without having had an opportunity to review Ken's contribution, I thought I would pass along my initial cut at some thoughts 
on questions / work plan for your review and consideration. I would like to flesh this out further but this may give some idea 
of the questions / approach ideas that arose during my weekend reading sessions. 

As for agenda ideas, a few items — some of which have already been noted: 

• Basecamp orientation (5 min) 

• OMA / FOIA review (already identified) 

• Protocol for addressing issues that may identify potential liabilities 

• Defining how our review differs/complements/ etc the seeming multitude of other reviews 

• Calendar 


Lastly, a couple of clarifications / apologies regarding Basecamp: 

1. By way of apology, I live under the illusion that my home is in Chicago and so my computer is set to Central Standard 
Time. On my calendar, our meeting on Wed. shows up as 10:00 a.m. but I think Basecamp converted it to 11:00 EST 
on your machines. My apologies for the confusion — and thanks to Ken for the correction. 

2. We have set up 2 projects (so far) in Basecamp. The first is just for us — the Flint Water Advisory Task Force (and Rich 
B.). I thought this might be useful if we wanted to be able to have exchanges among the core task force 
membership. The second project, Flint Water Review, includes everyone that was on the earlier distributed roster 
(and their aides). Sorry for any confusion there. 


I will also post the attached to the task force project — and hope to have some further thoughts /revisions tomorrow night. 
Please let me know if you have any questions or concerns. 

- Eric 


l 



Eric P. Rothstein, CPA 

GLWA Implementation Planning Program Manager 
Galardi Rothstein Group - Principal 
3300 N. Lake Shore Drive, Unit 6C 
Chicago, iL 60657 


iPhone: 

E-Mail: erothst.e@q rq-itd . coni 
Web: wvvw.(jrq-itd.com 


From: Ken Sikkema <ksikkema@psrinc.com> 

Date: Monday, October 26, 2015 at 10:02 AM 

To: Chris Kolb < chris@environm.entalcouncil.org >. "Matthew M. Davis" < Mattdav@rried.umich.edu >, Eric Rothstein 
< erothste@grg-itd.com >. Laurence Reynolds < reynolds@rnottchc.org > 

Cc: Rich Baird < bairdr@michigan.gov >. "Madhu R. Anderson" < AnderspnM3Q@michigan.gov > 

Subject: Goals for Task Force 

All: 

Attached please find my thinking about what should be reviewed under each major goal... I am sure this is not complete and 
not wedded to any of this, but wanted to get this in front of everyone as you think about it yourself... 

Just a reminder.. ..please do something similar and send to Chris and I prior to end of today.. .also, your thoughts on agenda for 
Wed am at 10am... 

I'm not up-to-speed on BaseCamp yet, so am doing it this way for now... 

Thank you. 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@psciric.com 
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FLINT WATER ADVISORY TASK FORCE 
AFTER-ACTION REVIEW 

FLINT WATER ADVISORY TASK FORCE 
GOALS - POTENTIAL QUESTIONS - WORK PLAN IDEAS 

Contribution by Eric Rothstein 
Galardi Rothstein Group 


GOAL 


Complete a thorough 
review of all steps taken by 
state and local officials 
regarding the decision to 
switch the City of Flint's 
water source to the Flint 
river from the Detroit 
Water and Sewerage 
Department's system 
{DWSD). 

• Produce a timeline of 
actions 

* Establish why each 
action was taken 


QUESTIONS 


What was the basis of cost 
analysis and what 
independent reviews were 
conducted to validate 
investment? 

Why use of interim supply 
-disconnect from DWSD 
before KWA available? 

How do rules / protocols 
regarding local control 
enable discount of regional 
economies? 

Why were permits granted 
with extensive regional 
over-capacity? 


WORK PLAN 


Review cost analysis 
performed for transfer to 
KWA. 

Conduct interviews / review 
documents supporting / 
approving water withdrawal 
permit and KWA investment. 
Conduct interviews (MDEQ, 
Flint, DWSD, EPA) to 
determine reasons for time 
periods between actions. 
Review qualifications / 
expertise of parties involved 
in decision-making. 


Review the roles of the 
federal, state, and local 
officials in the decision- 
making process 

• Identify best practices 
for federal, state, and 
local officials to work 
together in future 
similar situations 

• Evaluate where 
coordination between 
these entities could 
have been better, and 
how it could be 
improved 


Why was flag not raised 
when GM disconnected? 
Were lessons learned by 
other industry water 
source change problems 
considered? How did 
MDEQ address Paragraph 5 
(c) of its LCR 

Implementation guidance 
regarding changes in water 
source? 

Sequence, timing of 
approvals by City, 
Emergency Manager? 
Explain Miguel del Toral 
communication and 
response? 


Interview Marc Edwards, Va 
Tech and review 
documentation of timeline 
presented in "Commentary: 
MDEQ Mistakes and 
Deception Created the Flint 
Water Crisis" in Flint Water 
Updates and "When did 
state know about lead in 
Flint water? 6 takeaways 
from Snyder plan." * 

Develop more 

comprehensive timeline that 
clarifies timing/efforts of 
City's TAC, MDEQ responses, 

etc. 

Review briefing information 
provided to State / local 
officials. 
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FLINT WATER ADVISORY TASK FORCE 
AFTER-ACTION REVIEW 


Review federal, state, and 
local actions and protocols 

• Determine whether the 
proper procedures were 
followed 

• Identify which 
procedures should be 
changed 


Why doesn't LCR speak to 
potential for problems with 
change in water supply? 

Are timelines reasonable 
for circumstances with 
potential for water 
chemistry changes? Why 
does language focus on 
enabling reduced 
monitoring rather than 
focus on high-risk 
situations? 

What precipitated the 
differing statements on 
Flint's CCT? 

What information is 
available on non-water 
based sources of lead 
contamination? What was 
basis for statement that 
elevation of levels was not 
caused by water? 

Is there an inherent conflict 
of interest if the water 
supplier is responsible for 
selecting sampling sites? 


Monitor and review the 
process, procedures, and 
protocols being followed as 
the City of Flint returns to 
the DWSD system 

• Ensure that proper 
corrosion controls and 
testing are in place 

• Highlight the 
appropriate actions that 
the City of Flint should 
follow when the future 
switch is made to the 
Karegnondi Water 
Authority's system 


Obtain Action Plan details 
and review protocol of EPA, 
MDEQ, etc. 

NDWAC review - and 
consideration of lessons 
learned from DC Water, 
other utilities). 


Obtain independent 
estimates of costs for CCT. 
(Cornwell of NDWAC quoted 
as indicating limited cost, 
but phosphates not 
preferred due to other WQ 
effects.) 

Obtain comparison of Ml 
procedures relative to those 
used in other states. 

Obtain documentation of 
GM withdrawal from use of 
Flint WTP produced water 
and responses. Conduct 
related interviews of GM, 
City, MDEQ personnel. 
Interviews / reviews of 
documentation of testing of 
WQand lead levels (e.g., 
testing of Dr. Mona Hanna- 
Attisha showing spike in 
blood-lead levels in Flint 
children). 
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FLINT WATER ADVISORY TASK FORCE 
AFTER-ACTION REVIEW 


Assess future practices 

• Highlight practices that 
should change for 
communities in similar 
situations 

* Recommend changes in 
law, procedure, or 
practice to ensure all 
Michiganders are 
drinking safe water 


How to promote 
optimization of regional 
excess capacity? 

How to ensure more timely 
response in cases where 
potential problems 
identified? 

What is basis for 2 six- 
month monitoring periods 
(seeming to invite 1 year or 
more of unattended 
problem?) 

Why are high-risk 
populations / sites (e.g., 
schools, hospitals) not 
subject to specific testing in 
standard protocol? 


Also ENR. Com (10/11/20) "Many Missed Opportunities To Fix Water Crisis in Flint, Ml. 


V 


' 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Monday, November 16, 2015 12:01 PM 
'Ken Sikkema' 

FW: Rep. Kildee Update Letter and Health Fund Request 

111315 Update and Health Fund Request (Snyder). pdf; 10-6-2015 Response - 

Kildee.pdf 


Ken: 

Bill McBride in our DC office told me of this letter received from Congressman Kildee and I asked to receive a copy to 
share with you and the IF. Also attached is a copy of the FPA's letter to Congressman Kildee related to funding sources 
for lead piping remediation. The State is working very closely with the City and in fact had a very good meeting with 
Mayor Weaver last week. 

Regards, 


Rich 


From: Mcbride, Bill (GOV) 

Sent: Monday, November 16, 2015 9:31 AM 
To: Baird, Richard (GOV) 

Subject: FW: Rep. Kildee Update Letter and Health Fund Request 
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©RepSanKbjbee 


November 13, 2015 


Governor Rick Snyder 
Executive Office of the Governor 
P.O, Box 30013 
Lansing, Michigan 4S9G9 


Governor Snyder: 

I would like to provide you an update with some of the work we are doing in response to your 
letter on October 2, 201 5 letter. I also have three requests of the state that are necessary to 
provide relief to the victims of the Flint water crisis. 

First, Senator Stabenow, Senator Peters and I wrote a letter to the IDS. Environmental Protection 
Agency (EFA) asking for clarification on whether federal Saw penults states to use Safe Drinking 
Water State Revolving Funds (Revolving Funds) to finance the replacement of privately owned 
lead water service lines (attached). The EPA responded that the Revolving Funds can in fact be 
used for this purpose. My office immediately notified both your office and the Michigan 
Department of Environmental Quality of this fact 

Secondly, the three of us also wrote to Secretary Tom Vilsack requesting that the U.S. 
Department of Agriculture (USDA) provide greater clarification on the availability of “Ready to 
Feed” formula for recipients of Special Supplemental Nutrition Program for Women, Infants and 
Children (W1C) in Flint, Additionally, the letter asks to identify resources to improve the 
nutrition of Flint residents specifically as it relates to lead, because a certain diet can reduce 
some of the impact of exposure. The USDA is currently reviewing the letter. 

Third, 1 have been working with the EPA on important revisions to the Lead and Copper Rule 
that would prevent a public health crisis like the one in Flint from happening again in other 
communities. I will be providing testimony at a meeting of the National Drinking Water 
Advisory Council next Wednesday, November 18 on what we have learned firsthand in Flint and 
the necessary' improvements to the Lead and Copper Rule. 


1 will continue to pursue all of these avenues in order to find assistance for the people of Flint. 
There are, however, additional steps that need to he taken to remediate the damage done to the 
people of Flint due to the failures at the state government level, alongside the forgiveness of 
Flint's Revolving Funds loan debt if that becomes available. I urge state and local partners to 
work in coordination to fulfill the following requests, 

® First 1 request that the state of Michigan use its Revolving Funds and other state 
resources such as the rainy day and general funds to repair the damage done to Flint’s 
water distribution system. 

Due to the corrosive nature of the water, conservative estimates show there has been hundreds of 
millions of dollars of damage done to Flint’s water distribution system. The damage to the 
system will increase maintenance costs resulting in higher rates for Flint water users, who 
already are burdened by the highest water rates in the state. Furthermore, the presence of over 
15,000 lead service lines continues to threaten the quali ty of the water and creates the potential 
for future lead exposure through drinking water. As stated previously, the EPA has said that 
using the Revolving Funds for this purpose is allowed under federal law, and I request the state 
do so. 


® Second, I request the state create a fond for ongoing assistance to the people of Flint to 
respond to the impacts of lead exposure. 

Hie effects of lead are serious arid permanent, with especially harmful impacts on young 
children and those with weakened immune systems. In discussions with health professionals, 
they have expressed the need for significant investments in the local health system in order to 
respond to the widespread exposure of lead to the people of Flint including monitoring of future 
lead exposure. This fund should include support for, at a minimum, continuous health 
monitoring, early education programs, nutrition education, support sendees for children to 
succeed in school, and continued exposure prevention efforts. The investments we make now to 
combat the negative impacts of lead exposure will pay dividends in avoided costs In the future, 

® Finally, I again ask that the state immediately reverse course rad rescind Flint’s 
obligation to provide $2 million for the cost of connecting to the Detroit water system 
and refund any money the city of Flint has had to pay. 

Requiring a financially distressed city and its people to pay tor the state’s failures is an 
abdication of dear responsibility'’ by the state. The state-appointed emergency manager was in 
charge of the city of Flint during the time that the decision to leave the Detroit system was made. 
The state ^ not Flint - created this water crisis, and the state needs to pay to fix it. The $2 million 
Flint spent to reconnect to the Detroit water system could be used for many other essential 
services in Flint, such as hiring policemen and firefighters, improving schools rad maintaining 
parks. 



In addition to state investments, I encourage the state to request assistance from federal agencies. 
They have extensive experience working with health, education and nutrition systems nationwide 
and could provide critical resources to state officials. Specifically, the Centers for Disease 
Control and Prevention has offered resources if the state requests it. 1 will work to support any 
efforts for federal assistance the state makes. 

I look forward to working with the state and federal governments to not only provide clean 
drinking water to the people of Flint immediately, but also repair the damage done to the city’s 
water system and give local health professionals the resources they need to combat die long term 
impacts of lead exposure. 


Sincerely, 



Dan Kildce 

MEMBER OF CONGRESS 


Cc: 

Senate Republican Leader Arlen Meekhof 
Senate Democratic Leader Jim Ananich 
Speaker of the House Kevin Cotter 
House Democratic Leader Tim Greimel 
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The lion arable Dan Kildee 
House of Representairyts 
Washington, D.C. 205 15 

Dear Congressman Ki idee; 


Thank you for your October 6, 2QT 5 
■ngWater State Revolving 
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5 : letter asking whether federal law permits a state to use the 
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Again, thank you for your letter. If you have further questions, please, contact me or your staff 
may or. 

arDavis.CathefinehFSDpa.gov or (202) 564-2703. 


Sincerely, 
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DepuiyAssMant Admin IstratOr 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Thursday, November 26, 2015 12:33 PM 
Etue, Kriste (MSP) 

Re: Fwd: Flint 


And to you! Boss wants us to work through this without a disaster declaration if poss. Dan and Nick and I are 
working on it. 

Sent from my Verizon Wireless 4G LIE DROID 

On Nov 26, 2015 9:57 AM, "Etue, Kriste (MSP)" < EtueK@miehigan.gov > wrote: 

First before anything... Flappy Thanksgiving! (I count my blessings every day and know that I'm thankful for 
having you in my life.) 

Second... Any news on Flint water situation. I have Capt. Kelenske watching this closely. Note his email 
below. 


Sent from my iPhone 
Begin forwarded message: 

From: "Kelenske, Chris (MSP)" < KelenskeC@niichigan.gov > 

Date: November 25, 2015 at 9:36:44 PMEST 
To: "Etue, Kriste (MSP)" <TstueK @ michi ga n .go v> 

Cc: "Gorski, Gary (MSP)" < GorskiG@;michi gan . gov > 

Subject: Flint 

Col 

Thus far we have heard nothing reference to Flint putting an emergency declaration in place. Below is a link to 
a show called Current State. The new mayor mentions they need a disaster declaration. 

http://wkar.Org/post/new-flint-niayor-disaster-declaration-key-solving-watef-cfisis#streani/0 

Sent from my iPhone 
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From: 

Baird, Richard (GOV) 

Sent: 

Friday, December 04, 2015 11:55 AM 

To: 

Nick Lyon 

Subject: 

Per my text 

Excerpt... 



One primary concern we have at this point is that the current efforts appear to be taking place in the absence of a larger 
framework which measures results and the impact of these efforts. We believe this larger framework should address the 
following: 

1. The need for MDHHS and MDEQ— and, possibly, other state agencies--to set goals for actions in collaboration 
with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for contingency plans for the 
state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups regarding action 
steps and updates. 

We also believe it important that a single person or entity— independent of any one particular state agency— be 
established to provide effective coordination of ongoing activities and reporting on the status of mitigation measures. 
For this, we also believe a readily understood "dashboard" should be developed that reports on the goals, timelines and 
assignments. This will enable members of the Flint community, public health providers, and state agencies to know 
about the status of the Flint water crisis mitigation program, as well as promote coordination and accountability. The 
Task Force is prepared to assist in the development of that dashboard. 

We believe it is vitally important that trusted members of the Flint community be engaged in communication on this 
issue, as well as the distribution of information conveyed by our suggested dashboard reporting. Accordingly, in advance 
of our final report, we would like to ensure the independent coordinator suggested above engage trusted community 
groups to begin rebuilding community trust in state actions. 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Friday, December 04, 2015 12:29 PM 
'Ken Sikkema' 

RE: Draft Letter 

KRS version of Snyder Letter 2.docx 


From: Ken Sikkema [maiito:ksikkemaffipscinc.coml 

Sent: Friday, December 04, 2015 11:41 AM 
To: Baird, Richard (GOV) 

Subject: Draft Letter 

FYI 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

kslkkema@psci.rtc.com 
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Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with several members of 
the Michigan Department of Hea Ith and Fluman Services (MDHFIS) to discuss elements of the 10-point 
Action Plan designed to address various issues related to the recent occurrence of elevated levels of 
lead in the Flint water supply. This discussion was held at our request as part of our task to make 
recommendations to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing 
mitigation efforts. We also met with staff of the Michigan Department of Environmental Quality (MDEQ) 
on that same day, but at a separate meeting. 

Subsequent to those meetings, on T uesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself and several members of the Administration to discuss the 
progress to date on the 10-point Action Plan, as well as several other related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Health Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing, given the potential for disruption of the lining of lead service lines. We will continue to 
assess state jandjocaj efforts and make recommendations regarding specific steps that we believe are 
warranted. 

One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger jaroject coordination framework which measures results and the impact of these 
efforts. We believe Jhe state is best positioned to facilitate this larger framework should address the 
following: 

1. The need for MDHHS and MDEQ— and, possibly, other state agencies-to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need fora set of corresponding timelines forthe goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans forthe state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— fSte.ntjajjy independent of any one j Formatted: Font color: Red 

particular state agency— be established to provide effective coordination of ongoing activities and 

reporting on the status of mitigation measures. Forthis, we also believe a readily understood 

"dashboard" should be developed that reports on the goals, timelines and assignments. This will enable 

members of the Flint community, public health providers, and state agencies to know about the status 

of the Flint water crisis mitigation program, as well as promote coordination and accountability. The 

Task Force is prepared to assist in the development of that dashboard. 

We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 
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independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 

We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours. 


Flint Water Advisory Task Force 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Friday, December 04, 2015 12:47 PM 
'Ken Sikkema' 

FW: Draft Letter 

KRS version of Snyder Letter 2.docx 


Ken — use this one — i beefed up the independent project coordinator piece a little. 
Rich 


From: Baird, Richard (GOV) 

Sent: Friday, December 04, 2015 12:29 PM 
To: 'Ken Sikkema' 

Subject: RE: Draft Letter 


From: Ken Sikkema [ mailto:ksikkema@pscinc.com1 

Sent: Friday, December 04, 2015 11:41 AM 
To: Baird, Richard (GOV) 

Subject: Draft Letter 

FYI 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@pscinc.com 


i 



Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with several members of 
the Michigan Department of FHealth and Fluman Services (MDFHFHS) to discuss elements of the 10-point 
Action Plan designed to address various issues related to the recent occurrence of elevated levels of 
lead in the Flint water supply. This discussion was held at our request as part of our task to make 
recommendations to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing 
mitigation efforts. We also met with staff of the Michigan Department of Environmental Quality (MDEQ) 
on that same day, but at a separate meeting. 

Subsequent to those meetings, on T uesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself and several members of the Administration to discuss the 
progress to date on the 10-point Action Plan, as well as several other related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Flealth Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing, given the potential for disruption of the lining of lead service lines. We will continue to 

assess state gnd local efforts and make recommendations regarding specific steps that we believe are ( Formatted: Fontcolor: Red 

warranted. 


One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger project coordination framework which measures results and the impact of these 
efforts. We believe ^the state {s best positioned to facilitate this larger framework should address the 
following: 
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1. The need for MDHHS and MDEQ— and, possibly, other state agencies-to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— potentially independent of any one j Formatted: Fontcolor: Red 

particular state agencv pnd mutually agreeable to this Task Force and you. Governor — be established to (Formatted- Font o 'ior~Re<J 

provide effective coordination of ongoing activities and reporting on the status of mitigation measures. 

For this, we also believe a readily understood "dashboard" should be developed that reports on the 
goals, timelines and assignments. This will enable members of the Flint community, public health 
providers, and state agencies to know about the status of the Flint water crisis mitigation program, as 
well as promote coordination and accountability. The Task Force is prepared to assist in the 
development of that dashboard. 

We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 



independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 

We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours. 


Flint Water Advisory Task Force 



From: Baird, Richard (GOV) 

Sent: Monday, December 07, 2015 3:49 PM 

To: Manolakoudis, Virginia (GOV) 

Subject: FW: Flint Water Advisory Task Force Recommendation 

Attachments: KRS version of Snyder Letter 2 (l).docx 


From: Ken Sikkema [■■■■■■■■■■■■■■■ 

Sent: Monday, December 07, 2015 3:31 PM 
To: Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 

Subject: Flint Water Advisory Task Force Recommendation 

Dear Governor Snyder: 

We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 

We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 

Respectfully, 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 
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December 7, 2015 


Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with representatives of 
the Michigan Department of Environmental Quality (MDEQ) and the Michigan Department of Health 
and Fluman Services ( M DH HS) to discuss elements of the 10-point Action Plan designed to address 
various issues related to the ongoing public health protection challenges precipitated by lead in the Flint 
water supply. These discussions were held at our request as part of our task to make recommendations 
to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing mitigation efforts. 

Subsequent to those meetings, on Tuesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself, members of the Administration, and representatives of 
these agencies to discuss the progress to date on the 10-point Action Plan, as well as several other 
related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Flealth Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing. We will continue to assess state and local efforts and make recommendations regarding 
specific steps that we believe are warranted. 

One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger project coordination framework that measures results and clearly delineates 
responsibilities for continuing actions to protect public health. We believe the state is best positioned to 
facilitate this larger framework, which should address the following: 

1. The need for MDFIFIS and MDEQ— and, possibly, other state agencies--to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— potentially independent of any one 
particular state agency and mutually agreeable to this Task Force and you, Governor— be established to 
provide effective coordination of ongoing activities and reporting on the status of mitigation measures. 
For this, we also believe a readily understood "dashboard" should be developed that reports on the 
goals, timelines and assignments. This will enable members of the Flint community, public health 
providers, and state agencies to know about the status of the Flint water crisis mitigation program, as 
well as promote coordination and accountability. The Task Force is prepared to assist in the 
development of that dashboard. 



We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 
independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 

We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours, 


Flint Water Advisory Task Force: 

Dr. Matt Davis 

Chris Kolb 

Dr. Larry Reynolds 

Eric Rothstein 

Ken Sikkema 



From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Monday, December 07, 2015 4:51 PM 
'Murray, David (GOV)' 

RE: Flint Water Advisory Task Force Recommendation 


i gave them the same recommendation. Governor is going to have to respond though. 


From: Murray, David (GOV) 

Sent: Monday, December 07, 2015 4:47 PM 
To: Baird, Richard (GOV) 

Subject: RE: Flint Water Advisory Task Force Recommendation 

Hi Rich, 

Do you know if this is something that the task force is considering releasing to the public? I think it would he more 
appropriate coming from them than us, and would reinforce that the task force is an independent body, 

Darin said Sen. Ananich asked if the task force was releasing a report today. I'm guessing he meant this letter. 

Thanks! 

Dave 


From: Baird, Richard (GOV) 

Sent: Monday, December 07, 2015 4:05 PM 

To: Holland, Meegan (GOV) <HoliandM2@mich iga n. go v>: Murray, David (GOV) <Murra vD l @ michigan.gov> 

Subject: FW: Flint Water Advisory Task Force Recommendation 


fyi 


From: Ken Sikkema i| 

Sent: Monday, December 07, 2015 3:31 PM 
To: Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 
Subject: Flint Water Advisory Task Force Recommendation 


Dear Governor Snyder: 

We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 

We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 
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Respectfully, 
Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 



From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Monday, December 07, 2015 8:54 PM 
Manolakoudis, Virginia (GOV) 

RE: Flint Water Advisory Task Force Recommendation 


No. Fax only. 

Sent from my Verizon Wireless 4G LIE DROID 

On Dec 7, 2015 4:25 PM, "Manolakoudis, Virginia (GOV)" <ManolakoudisV @ rnich iga n. go v> wrote: 
Hi Rich, 


I faxed a copy of this document to both Dan Wyant and Nick Lyon. Did you also say to email the document as an 
attachment? 


Thanks! 

Virginia 


From: Baird, Richard (GOV) 

Sent: Monday, December 07, 2015 3:49 PM 
To: Manolakoudis, Virginia (GOV) < ManoiakouQis\ 

Subject: FW: Flint Water Advisory Task Force Recommendation 


From: Ken Sikkema — 

Sent: Monday, December 07, 2015 3:31 PM 
To: Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 
Subject: Flint Water Advisory Task Force Recommendation 


Dear Governor Snyder: 
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We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 


We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 


Respectfully, 


Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Tuesday, December 08, 2015 11:00 AM 

Agen, Jarrod (GOV); Holland, Meegan (GOV); 'Murray, David (GOV)' 

FW: Flint proposal 

FWATF proposal 12-3-15.docx 


Here is what Chris provided and i gave to Col. Etue who is funding the $25K. 


From: chnsjgj)^ [OiriH 

Sent: Thursday, December 03, 2015 3:26 PM 
To: Baird, Richard (GOV) 

Subject: Flint proposal 

See attached. 

Thanks 

Chris De Witt 
De Witt Communications 
P.O. Box 4952 
East Lansing, MI 48826 
517-339-1700 office 
cel I 
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De Witt Communications 


December 3, 2015 


TO: Rich Baird 

FR: Chris De Witt 

RE: Flint Water Advisory Task Force 

Thank you for requesting a proposal from De Witt Communications to provide communication 
consulting services for the Flint Water Advisory Task Force (FWATF). 

De Witt Communications will provide services outlined below in the "Scope of Work". Consultant wi 
devote such business efforts and time as is reasonably required to fulfill the outlined services. It is 
anticipated that the Consultant will devote a minimum of 60 hours per month to this project. 

Scope of Work 

De Witt Communications proposes to assist the FWATF in the following: 

1. Development and coordinating of overall strategic messaging 

2. Serve as media contact and spokesperson 

3. Assist in the writing and distribution of documents such as reports and press releases 

4. Attend meetings, conferences and interviews 

5. Coordinate media information distribution 

6. Media Training as needed 

7. Editorial Board meeting coordination 

8. Assist with Community Forums 

9. Develop and maintain media contact information 

10. Press conference preparation and implementation 

Other items may be added to the "Scope of Work" if all parties agree. 

Retainer information: 

Project time frame: December 2015 - February 15, 2016 

Project retainer: $25,000 

Payment Schedule: To be determined 

Mailing address: De Witt Communications, P.O. Box 4952 East Lansing, Ml 48826 


Email address: chris@dewitt-communications.com 



Phone: 517-339-1700 (office) 


(cell) 


If you have any questions on any of the above items, please contact me. 

Again, thank you for this opportunity to assist the Flint Water Advisory Task Force. 


From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Thursday, December 10, 2015 12:07 PM 
Murray, David (GOV) 

Re: Updated draft of Flint Water Task Force response 


...will continue to engage with your task force and provide support and direction to Harvey to ensure.,. 
Dave I don't want this to look like we are assisting Harvey rather we are providing leadership direction 


Sent from my Verizon Wireless 4G LIE DROID 

On Dec 10, 2015 1 1 :49 AM, "Murray, David (GOV)" < MurravP 1 @michigan, gov > wrote: 


Good morning, team. Here’s a new draft of the Flint Task Force response letter incorporating suggestions from 
Rich. Please let me know if there additional changes I should make, or if you think there are points that need to 
be included. 

Our goals is to have a letter that can be shared later today. 

Thank you! 


Dave 


Flint Water Advisory Task Force Members, 

Thank you for your correspondence on Dec. 7, and, most importantly, for your hard work to promote public 
health and protect our residents as we move forward. Your efforts are both respected and appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in Flint as they relate to 
reducing lead exposure. I am pleased to see the progress since October, and recognize there is more work that 
must be done to ensure that this progress continues. 

At the state level, there has been a confluence of efforts between Michigan Departments of Environmental 
Quality and Health and Human Services to coordinate with the Genesee County Health Department, local 
schools, and our partners in the non-profit community. 

These partners are making progress, and we know we can always strive to improve practices and 
communication for continual improvement. 

You make a solid suggestion about establishing a person who is independent of any one of the involved state 
agencies or organizations to serve as the point person to coordinate the ongoing work. I am recommending that 
Harvey Hollins, director of the Office of Urban Initiatives, carry out this effort. Harvey is well-versed in the 
issue and the challenges faced by our cities and will be effective in this role. He will be assisted by senior 
members of our executive team to ensure you will have the continued support and cooperation that you need. 

l 



We also have retained Chris DeWitt, a veteran communications specialist, to strengthen community outreach 
efforts to make sure residents have access to the information they need. 

I also support your suggestion of a dashboard to make information about our work and progress more accessible 
to the Flint community. These are critical measures that can be used as we look the challenges and progress in 
Flint, but also can be a part of efforts moving forward in other areas of our state. It’s important that people have 
confidence that we are working to address any problems and will take the necessary actions to improve 
interaction among city, state and federal agencies. We also will continue to work with the medical community 
to consider how we can work together on wraparound needs of children who might experience health problems. 

People in Flint and across our state deserve safe, clean water. I want them to be confident that the water coming 
out of their tap is safe for their families. And I want them to trust that their government - at all levels - is 
working effectively to protect them. 

I thank you again for investing your time and expertise to this vitally important effort. 

Regards, 
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From: Baird, Richard (GOV) 

Sent: Monday, December 14, 2015 10:43 AM 

To: Manoiakoudis, Virginia (GOV) 

Subject: Fwd: Flint Water Task Force response 

Attachments: 2 DFtAFT Task Force response.pdf 


Please print. 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: "Holland, Meegan (GOV)" < Holl and M2@mi chi gan go v > 

Date: Dec 14, 2015 10:30 AM 

Subject: Flint Water Task Force response 

To: "Baird, Richard (GOV)" < bairdr@.michi gan, gov > 

Cc: 


Rich - 


Here is the letter, pasted below and attached. The attachment says DRAFT but it’s good to go. 


Meegan 


Dear Flint Water Advisory Task Force Members, 


Thank you for your correspondence on Dec. 7, and, most importantly, for your hard work to promote public 
health and protect our residents as we move forward. Your efforts are both respected and appreciated. 


As acknowledged in your letter, we have taken many steps to address the challenges in Flint as they relate to 
reducing lead exposure. I am pleased to see the progress since October, and recognize there is more work that 
must be done to ensure that this progress continues. 
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At the state level, there has been a confluence of efforts between Michigan Departments of Environmental 
Quality and Health and Human Services to coordinate with the Genesee County Health Department, local 
schools, and our partners in the non-profit community. 


These partners are making progress, and we know we must always strive to improve practices and 
communication for continual improvement. 


You make a solid suggestion about establishing a person who is independent of any one of the involved state 
agencies to serve as the point person to coordinate the ongoing work. I am recommending that Harvey Hollins, 
director of the Office of Urban Initiatives, carry out this effort. Harvey is well-versed in the issues and the 
challenges faced by our cities and will be effective in this role. Senior members of our executive team will 
continue to engage with your task force and provide direction and support to Harvey to ensure you will have 
continued support and cooperation. We also have retained Chris DeWitt, a veteran communications specialist, 
to strengthen community outreach efforts to make sure residents have access to the information they need. 


I also support your suggestion of a dashboard to make information about our work and progress more accessible 
to the Flint community. These are critical measures that can be used as we look the challenges and progress in 
Flint, but also can be a part of efforts moving forward in other areas of our state. It’s important that people have 
confidence that we are working to address any problems and will take the necessary actions to improve 
interaction among city, state and federal agencies. We also will continue to work with the medical community 
to consider how we can work together on wraparound needs of children who might experience health problems. 

People in Flint and across our state deserve safe, clean water. I want them to be confident that the water coming 
out of their tap is safe for their families. And I want them to trust that their government - at all levels - is 
working effectively to protect them. 


I thank you again for investing your time and expertise in this vitally important effort. 
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Flint Water Advisory Task Force Members, 


Thank you for your correspondence on Dec. 7, and, most importantly, for your hard work to promote 
public health and protect our residents as we move forward. Your efforts are both respected and 
appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in Flint as they 
relate to reducing lead exposure. I am pleased to see the progress since October, and recognize there is 
more work that must be done to ensure that this progress continues. 

At the state level, there has been a confluence of efforts between Michigan Departments of 
Environmental Quality and Health and Human Services to coordinate with the Genesee County Health 
Department, local schools, and our partners in the non-profit community. 

These partners are making progress, and we know we must always strive to improve practices and 
communication for continual improvement. 

You make a solid suggestion about establishing a person who is independent of any one of the involved 
state agencies to serve as the point person to coordinate the ongoing work. I am recommending that 
Harvey Hollins, director of the Office of Urban Initiatives, carry out this effort. Harvey is well-versed in 
the issues and the challenges faced by our cities and will be effective in this role. Senior members of our 
executive team will continue to engage with your task force and provide direction and support to Harvey 
to ensure you will have continued support and cooperation. We also have retained Chris DeWitt, a 
veteran communications specialist, to strengthen community outreach efforts to make sure residents 
have access to the information they need. 

I also support your suggestion of a dashboard to make information about our work and progress more 
accessible to the Flint community. These are critical measures that can be used as we look the 
challenges and progress in Flint, but also can be a part of efforts moving forward in other areas of our 
state. It's important that people have confidence that we are working to address any problems and will 
take the necessary actions to improve interaction among city, state and federal agencies. We also will 
continue to work with the medical community to consider how we can work together on wraparound 
needs of children who might experience health problems. 

People in Flint and across our state deserve safe, clean water. I want them to be confident that the 
water coming out of their tap is safe for their families. And I want them to trust that their government - 
at all levels - is working effectively to protect them. 

I thank you again for investing your time and expertise in this vitally important effort. 

Regards, 




From: Baird, Richard (GOV) 

Sent: Tuesday, December 15, 2015 9:22 AM 

To: Etue, Kriste (MSP) 

Subject: Fwd: Flint Water Task Force response 

Attachments: 2 DFtAFT Task Force response.pdf 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: "Holland, Meegan (GOV)" <HollandM2 @ mich iga n.gov> 

Date: Dec 14, 2015 10:30 AM 

Subject: Flint Water Task Force response 

To: "Baird, Richard (GOV)" < bairdr@.michigan.gov > 

Cc: 


Rich - 


Here is the letter, pasted below and attached The attachment says DJ 


AFT but it’s good to go. 


Meegan 


Dear Flint Water Advisory Task Force Members, 


Thank you for your correspondence on Dec. 7, and, most importantly, for your hard work to promote public 
health and protect our residents as we move forward. Your efforts are both respected and appreciated. 


As acknowledged in your letter, we have taken many steps to address the challenges in Flint as they relate to 
reducing lead exposure. I am pleased to see the progress since October, and recognize there is more work that 
must be done to ensure that this progress continues. 
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At the state level, there has been a confluence of efforts between Michigan Departments of Environmental 
Quality and Health and Human Services to coordinate with the Genesee County Health Department, local 
schools, and our partners in the non-profit community. 


These partners are making progress, and we know we must always strive to improve practices and 
communication for continual improvement. 


You make a solid suggestion about establishing a person who is independent of any one of the involved state 
agencies to serve as the point person to coordinate the ongoing work. I am recommending that Harvey Hollins, 
director of the Office of Urban Initiatives, carry out this effort. Harvey is well-versed in the issues and the 
challenges faced by our cities and will be effective in this role. Senior members of our executive team will 
continue to engage with your task force and provide direction and support to Harvey to ensure you will have 
continued support and cooperation. We also have retained Chris DeWitt, a veteran communications specialist, 
to strengthen community outreach efforts to make sure residents have access to the information they need. 


I also support your suggestion of a dashboard to make information about our work and progress more accessible 
to the Flint community. These are critical measures that can be used as we look the challenges and progress in 
Flint, but also can be a part of efforts moving forward in other areas of our state. It’s important that people have 
confidence that we are working to address any problems and will take the necessary actions to improve 
interaction among city, state and federal agencies. We also will continue to work with the medical community 
to consider how we can work together on wraparound needs of children who might experience health problems. 

People in Flint and across our state deserve safe, clean water. I want them to be confident that the water coming 
out of their tap is safe for their families. And I want them to trust that their government - at all levels - is 
working effectively to protect them. 


I thank you again for investing your time and expertise in this vitally important effort. 
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Flint Water Advisory Task Force Members, 


Thank you for your correspondence on Dec. 7, and, most importantly, for your hard work to promote 
public health and protect our residents as we move forward. Your efforts are both respected and 
appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in Flint as they 
relate to reducing lead exposure. I am pleased to see the progress since October, and recognize there is 
more work that must be done to ensure that this progress continues. 

At the state level, there has been a confluence of efforts between Michigan Departments of 
Environmental Quality and Health and Human Services to coordinate with the Genesee County Health 
Department, local schools, and our partners in the non-profit community. 

These partners are making progress, and we know we must always strive to improve practices and 
communication for continual improvement. 

You make a solid suggestion about establishing a person who is independent of any one of the involved 
state agencies to serve as the point person to coordinate the ongoing work. I am recommending that 
Harvey Hollins, director of the Office of Urban Initiatives, carry out this effort. Harvey is well-versed in 
the issues and the challenges faced by our cities and will be effective in this role. Senior members of our 
executive team will continue to engage with your task force and provide direction and support to Harvey 
to ensure you will have continued support and cooperation. We also have retained Chris DeWitt, a 
veteran communications specialist, to strengthen community outreach efforts to make sure residents 
have access to the information they need. 

I also support your suggestion of a dashboard to make information about our work and progress more 
accessible to the Flint community. These are critical measures that can be used as we look the 
challenges and progress in Flint, but also can be a part of efforts moving forward in other areas of our 
state. It's important that people have confidence that we are working to address any problems and will 
take the necessary actions to improve interaction among city, state and federal agencies. We also will 
continue to work with the medical community to consider how we can work together on wraparound 
needs of children who might experience health problems. 

People in Flint and across our state deserve safe, clean water. I want them to be confident that the 
water coming out of their tap is safe for their families. And I want them to trust that their government - 
at all levels - is working effectively to protect them. 

I thank you again for investing your time and expertise in this vitally important effort. 

Regards, 




From: Baird, Richard (GOV) 

Sent: Tuesday, December 15, 2015 6:30 PM 

To: Chris Kolb; Ken Sikkema; Chris De Witt 

Subject: Fwd: Flint Task Force Letter 

Attachments: 15.12.15 Flint Task Force Letter.pdf 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: "Hansen, Rachel (GOV)" <hansenr3 @ mich iga n. go v> 

Date: Dec 15, 2015 2:51 PM 

Subject: Flint Task Force Letter 

To: "Baird, Richard (GOV)" < bairdr@.michigan.gov > 

Cc: "Manolakoudis, Virginia (GOV)" <ManolakoudisV@michigan,gov > 


Attached. I’ll be bringing it to Virginia in a moment 


Sincerely, 


Rachel Hansen 

Administrative Assistant to the Governor 
Office of Governor Rick Snyder 
517-373-2340 


Han senr.3 @.rmchi gan, gov 
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RiCK.SWpga 

GOVERNOR 



SrATK OF MfCHtGAN 

EXECUTIVE OFFICE 

J.ANSJNO 


BRIAN GALLEY 
i.T. OOVLKNOR 


December 15, 2015 


Dear Flint Water Advisory Task Force Members: 

Thank you for your correspondence on Dec. 7, and, most importantly, for your hard 
work to promote public heaith and protect our residents as we move forward. Your 
efforts are both respected and appreciated. 

As acknowledged in your Setter, we have taken many steps to address the challenges in 
Flint as they relate to reducing lead exposure, I am pleased to see the progress since 
October, and recognize there is more work that must be done to ensure that this 
progress continues. 

At the state level, there has been a confluence of efforts between Departments of 
Environmental Quality and the Department of Health and Human Services to coordinate 
with the Genesee County Health Department, iocal schools, and our partners in the 
non profit community. 

These partners are making progress, and we know we must always strive to improve 
practices and communication for continual improvement. 

You make a solid recommendation to establish a person who is independent of any one 
of the involved state agencies to serve as the point person to coordinate the ongoing 
work. I am recommending that Harvey Hollins , director of the Office of Urban Initiatives, 
carry out this effort. Harvey Is well-versed in the Issues and the challenges faced by pur 
cities and will be effective in this role. Senior members of our executive team will 
continue to engage with your task force and provide direction and su pp ort to Harvey to 
ensure you will have continued support and cooperation. We also have retained Chris 
DeWItt, a veteran communications specialist, to stFengthen comraurilty outreach ehons 
to make sum residents have a information they need, 

I also support your suggestion of a dashboard to make information about our work and 
progress more accessible to the Flint community. These are critical measures that can 
be used as we look the challenges and progress in Flint, but also can fee a part- of efforts 
moving forward In other areas of our state. It’s important that people have confidence 
that we are working to address any problems and will take the necessary actions to 
improve interaction among city, state and federal agencies. We also will: continue to 
work with the; medical community to consider how we can Work together on: wraparound 
needs Of child ren who might experience health problems. 


GLORGL VV. ROMNEY BUILDING • 111 SOUTH CAPITOL AVENUE «. l.ANSWG, MICHIGAN 4S909 

wvY'.v.niichiaan.gcsv 
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People in Flint and across our state Reserve safe, clean wafer, i want them to fee 
confident that the water coming out of their tap is safe for their families. And 1 want them 
to trust that their government - at al! levels - is working effectively to protect them, 

I thank: you again for investing your time and expertise in this vitally important effort. 

Sincerely, 



Rick Snyder 
Governor 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Wednesday, December 16, 2015 11:46 AM 
Wyant, Dan (DEQ); Thelen, Mary Beth (DEQ) 
FW: Flint Task Force Letter 
15.12.15 Flint Task Force Letter.pdf 


From: Hansen, Rachel (GOV) 

Sent: Tuesday, December 15, 2015 2:51 PM 
To: Baird, Richard (GOV) 

Cc: Manolakoudis, Virginia (GOV) 

Subject: Flint Task Force Letter 

Attached. I'll be bringing it to Virginia in a moment 

Sincerely, 

Rachel Hansen 

Administrative Assistant to the Governor 
Office of Governor Rick Snyder 
517-373-2340 

Hansenr3@michigan.gov 
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S tate of Michigan 
EXECUTIVE OFFICE 


X.ANS?N ! <T 


BRIAN GALLEY 
LT, GOVERNOR 


December 15, 2015 


Dear Flint Wafer Advisory Task Feme; Members! 

Thabk you for your correspondence on Dec, 7, and, most importantiy, for your hard 
work to promote: pybiio health and: protect our residents as we move ferward, Tour 
efforts are both respected and appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in 
Flint as they relate to reducing lead exposure. I am pleased to see the progress since 
October, and recognize there is more work that must be done to ensure that this 
progress continues, 

At tha state level, there has been a confluence of efforts between Departments of 
Environmental Quality and the Department of Health and Human Services to coordinate 
with the Genesee Qouniy Health Department, iocal schools, and our partners in the 
nchrproit txtmmurtfty: 

These partners are making progress, and we know we must always strive to improve 
practices and communication for Continual improvement 

You make a solid recommendation to establish a person whois independent of any one 
of the involved state agencies to serve as the point person to coordinate the ongoing 
work. J am recommending that Harvey Hollins, director of the Office of Urban Initiatives, 
carry out this effort. Harvey is well-versed in the issues and the challenges faced by our 
cities and will be effective in this role. Senior members of our executive foam will 
continue to; engage with your task force and provide direction and support to Harvey to 
ensure you will hive continued support and cooperation, We also have retained Chris 
DeWitt, a veteran communications specialist, tostrengf hen comrourilfy outreach efforts 
to make sure; residents have access to the information they need, 

1 also support your auggesf on of a daslpoprii to make information about our work and 
progress more accessible to the Flint community. These are critical measuresthat can 
be used as we look the challenges and progress in Flint, but also; can fee a part of efforts 
moving: fb ward in other areas of our state. it’s important that people have confidence 
that we are working to address any problems and will take the necessary actions to 
improve interaction among city, state and federal agencies. We also will continue to 
work with the medical community to consider how we can work together on wraparound 
needs of childrini who might experience health problems. 


GLOHGL W. HOMNEY BUILDING «: 111 SOUTH CAPIIOI. AVENUE «: l.ANSWG, MICHIGAN 48SQ9 
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People in Flint and across our state deserve safe, clean water, i fqfee 

conceit that the water coming out if their tap is safe fir their families. Anil t want them 
to trust that their government;- at all levels;- is working effectively to protect them. 

I thank you again for investing your time and expertise in this; vitally important effort. 

Sincerely, 



Rick Snyder 

Governor 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Sunday, December 20, 2015 12:02 AM 
Kelenske, Chris (MSP) 

Fwd: FW: Flint Task Force Letter 
15.12.15 Flint Task Force Letter.pdf 


Fyi 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: "Baird, Richard (GOV)" < bair dr @.m i ch i gan . uov > 

Date: Dec 16, 2015 11:46 AM 
Subject: FW: Flint Task Force Letter 

To: "Wyant, Dan (DEQ)" < \VyantD@michi gan, gov >. "Thelen. Mary Beth (DEQ)" 

<THELENM2 (Sjrni chigan ,gov> 

Cc: 


From: Flansen, Rachel (GOV) 

Sent: Tuesday, December 15, 2015 2:51 PM 
To: Baird, Richard (GOV) 

Cc: Manolakoudis, Virginia (GOV) 

Subject: Flint Task Force Letter 


Attached. I’ll be bringing it to Virginia in a moment 


Sincerely, 


Rachel Hansen 

Administrative Assistant to the Governor 
Office of Governor Rick Snyder 
517-373-2340 
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RICK SNYDER 
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S tate of Michigan 
EXECUTIVE OFFICE 


X.ANS?N ! <T 


BRIAN GALLEY 
LT, GOVERNOR 


December 15, 2015 


Dear Flint Wafer Advisory Task Feme; Members! 

Thabk you for your correspondence on Dec, 7, and, most importantiy, for your hard 
work to promote: pybiio health and: protect our residents as we move ferward, Tour 
efforts are both respected and appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in 
Flint as they relate to reducing lead exposure. I am pleased to see the progress since 
October, and recognize there is more work that must be done to ensure that this 
progress continues, 

At tha state level, there has been a confluence of efforts between Departments of 
Environmental Quality and the Department of Health and Human Services to coordinate 
with the Genesee Qouniy Health Department, iocal schools, and our partners in the 
nchrproit txtmmurtfty: 

These partners are making progress, and we know we must always strive to improve 
practices and communication for Continual improvement 

You make a solid recommendation to establish a person whois independent of any one 
of the involved state agencies to serve as the point person to coordinate the ongoing 
work. J am recommending that Harvey Hollins, director of the Office of Urban Initiatives, 
carry out this effort. Harvey is well-versed in the issues and the challenges faced by our 
cities and will be effective in this role. Senior members of our executive foam will 
continue to; engage with your task force and provide direction and support to Harvey to 
ensure you will hive continued support and cooperation, We also have retained Chris 
DeWitt, a veteran communications specialist, tostrengf hen comrourilfy outreach efforts 
to make sure; residents have access to the information they need, 

1 also support your auggesf on of a daslpoprii to make information about our work and 
progress more accessible to the Flint community. These are critical measuresthat can 
be used as we look the challenges and progress in Flint, but also; can fee a part of efforts 
moving: fb ward in other areas of our state. it’s important that people have confidence 
that we are working to address any problems and will take the necessary actions to 
improve interaction among city, state and federal agencies. We also will continue to 
work with the medical community to consider how we can work together on wraparound 
needs of childrini who might experience health problems. 


GLOHGL W. HOMNEY BUILDING «: 111 SOUTH CAPIIOI. AVENUE «: l.ANSWG, MICHIGAN 48SQ9 

www.michidan.gov 
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People in Flint and across our state deserve safe, clean water, i fqfee 

conceit that the water coming out if their tap is safe fir their families. Anil t want them 
to trust that their government;- at all levels;- is working effectively to protect them. 

I thank you again for investing your time and expertise in this; vitally important effort. 

Sincerely, 



Rick Snyder 

Governor 



From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Monday, December 21, 2015 7:51 PM 
Nick Lyon 
Fwd: DHHS 


Sent from my Verizon Wireless 4GLTE DROID 

Forwarded message 

From: Ken Sikkema ...i 

Date: Dec 21, 2015 7:39 PM 
Subject: Fwd: DHHS 

To: "Baird, Richard (GOV)" <bakaxir@michigan.gov> 
Cc: 

FYI... 


Forwarded message 

From: < chri s@environmentalcoimcii.org > 

Date: Monday, December 21, 2015 
Subject: DHHS 

To: Ken Sikkema < ksildvema@pscinc.com > 


Virginia Tech Researcher Claims Stonewalling On Lead Data 

The Department of Health and Human Services had data that showed there were elevated lead levels in Flint's 
water, but delayed in releasing that data to others for review, Virginia Tech professor Marc Edwards said in an 
article posted to his website documenting the city's water crisis. 

Department officials agreed and said the experience led to changes in how they examine data. 

Mr. Edwards said the department had data from shortly after Flint changed its water source that showed a spike 
in blood lead levels in children in two at-risk neighborhoods, but did not disclose that data until September 
2015. 

"They discovered scientifically conclusive evidence of an anomalous increase in childhood lead poisoning in 
summer 2014 immediately after the switch in water sources, but stood by silently as Michigan Department of 
Environmental Quality (MDEQ) officials repeatedly and falsely stated that no spike in blood lead levels (BLL) 
of children had occurred," he said in the post. 

DHHS spokesperson Jennifer Eisner agreed the department had data that showed the spike, but said its analysis 
at the time overlooked factors that, in retrospect, would have shown there was a water quality problem. 

"When initially looking at the citywide and county elevated blood lead level numbers, the increase appeared to 
be consistent with the seasonal fluctuation seen in the summer months," Ms. Eisner said, "ft wasn't until the 
Hurley report came out that our epidemiologists took a more in-depth look at the data by ZIP code, controlling 
for seasonal variation, and confirmed an increase outside of normal trends. As a result of this process, we have 
determined that the way we analyze data collected needs to be thoroughly reviewed." 

Mr. Edwards said DITHS officials also stonewalled him on getting access to that data. 

He said data he had gotten easily in 2006 documents for a similar review took several weeks to receive after his 
request sent September 2. When he did finally receive the data, he said it was a version that omitted the lead 
level spike from summer 2014 that the department had created in July. 


l 



He said a series of emails he received under a recent Freedom of Information Act request showed and intention 
by DHHS officials to keep the reports from the public. 

"Our FOIA reveals a shocking DHHS graph created in October 2015. It shows the statistically significant spike 
in blood lead that occurred in summer 2014 - the scientific result that DHHS has never publicly acknowledged," 
Mr. Edwards said in his post. 

Ms. Eisner said the department has worked to make the data available. "Summary reports outlining blood lead 
level testing are posted online on a bi-weekly basis, and we work closely with local partners to fulfill data 
requests as we receive them," she said. 


-See more at: 

http:/yvAvw.gongwer,com/prograTnming/news.cfm?art.lcIe id :::: 542490102#sthash.o7NcxHQQ.dpuf 

Sent from my iPad 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Monday, December 21, 2015 7:52 PM 
Lyon, Nick (DHHS) 

Fwd: DHHS 


Sent from my Verizon Wireless 4G LIE DROID 

Forwarded 

From: Ken Sikkema @ 

Date: Dec 21, 2015 
Subject: Fwd: DHHS 

To: "Baird, Richard (GOV)" <bairdn®michigan.gov> 
Cc: 

FYI... 


Forwarded message 

From: 

Date: Monday, December 21, 2015 
Subject: DHHS 
To: Ken Sikkema 


Virginia Tech Researcher Claims Stonewalling On Lead Data 

The Department of Health and Human Services had data that showed there were elevated lead levels in Flint's 
water, but delayed in releasing that data to others for review, Virginia Tech professor Marc Edwards said in an 
article posted to his website documenting the city's water crisis. 

Department officials agreed and said the experience led to changes in how they examine data. 

Mr. Edwards said the department had data from shortly after Flint changed its water source that showed a spike 
in blood lead levels in children in two at-risk neighborhoods, but did not disclose that data until September 
2015. 

"They discovered scientifically conclusive evidence of an anomalous increase in childhood lead poisoning in 
summer 2014 immediately after the switch in water sources, but stood by silently as Michigan Department of 
Environmental Quality (MDEQ) officials repeatedly and falsely stated that no spike in blood lead levels (BLL) 
of children had occurred," he said in the post. 

DHHS spokesperson Jennifer Eisner agreed the department had data that showed the spike, but said its analysis 
at the time overlooked factors that, in retrospect, would have shown there was a water quality problem. 

"When initially looking at the citywide and county elevated blood lead level numbers, the increase appeared to 
be consistent with the seasonal fluctuation seen in the summer months," Ms. Eisner said, "ft wasn't until the 
Hurley report came out that our epidemiologists took a more in-depth look at the data by ZIP code, controlling 
for seasonal variation, and confirmed an increase outside of normal trends. As a result of this process, we have 
determined that the way we analyze data collected needs to be thoroughly reviewed." 

Mr. Edwards said DITHS officials also stonewalled him on getting access to that data. 

He said data he had gotten easily in 2006 documents for a similar review took several weeks to receive after his 
request sent September 2. When he did finally receive the data, he said it was a version that omitted the lead 
level spike from summer 2014 that the department had created in July. 
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He said a series of emails he received under a recent Freedom of Information Act request showed and intention 
by DHHS officials to keep the reports from the public. 

"Our FOIA reveals a shocking DHHS graph created in October 2015. It shows the statistically significant spike 
in blood lead that occurred in summer 2014 - the scientific result that DHHS has never publicly acknowledged," 
Mr. Edwards said in his post. 

Ms. Eisner said the department has worked to make the data available. "Summary reports outlining blood lead 
level testing are posted online on a bi-weekly basis, and we work closely with local partners to fulfill data 
requests as we receive them," she said. 


-See more at: 

http:/yvAvw.gongwer,com/prograTnming/news.cfm?art.lcIe id :::: 542490102#sthash.o7NcxHQQ.dpuf 

Sent from my iPad 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Tuesday, December 22, 2015 9:37 AM 

Ken Sikkema; Chris Kolb 

FW: Edwards Report Response 


From: Lyon, Nick (DHHS) 

Sent: Tuesday, December 22, 2015 1:32 AM 
To: Baird, Richard (GOV) 

Subject: Fwd: Edwards Report Response 


Here was our public response. You can share with Ken and Chris. I am also willing to talk to them about this. 


Begin forwarded message: 

From: "Eisner, Jennifer (DHHS)" < EisnerJ@michigan.gov > 
Date: December 21, 2015 at 3:46:05 PM EST 
To: "Lyon, Nick (DHHS)" < Lyo n N 2 @ m i c h iga n. gov > 

Subject: RE: Edwards Report Response 


The Michigan Department of Health and Human Services has consistently provided information 
regarding blood lead levels in the city of Flint. 

When initially looking at the citywide and county elevated blood lead level numbers, the increase 
appeared to be consistent with the routine seasonal fluctuation seen in the summer months. It wasn't 
until the Hurley report came out that our epidemiologists took a more in-depth look at the data by ZIP 
code, controlling for seasonal variation, and confirmed an increase outside of normal trends. As a result 
of this process, we have determined that the way we analyze data needs to be thoroughly reviewed. 
Additionally, Gov. Rick Snyder has created a Flint Water Task Force to review all city, state and federal 
responses and actions and is expected to make recommendations moving forward. 

Our department is focused on ensuring that appropriate case management and follow up is occurring in 
Flint. Summary reports outlining blood lead level testing are posted online on a bi-weekly basis, and we 
are working closely with local partners to fulfill data requests as we receive them. 

Regarding the FOIA, Mr. Edwards received all of the requested documents, with personal information 
redacted, on Friday, December 18. 


Jennifer Eisner 
Public information Officer 

Michigan Department of Health and Human Services 
Office: 517-241-2112 or Eisngrj@michig3fs.gov 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Tuesday, December 22, 2015 10:50 AM 
'Chris Kolb' 

RE: Harvey Hollins 


He's already met with several. But he and I are coming to meeting tomorrow to map out the 
strategy/role/ responsibilities. 

Original Message 

From: Chris Kolb [maiito:chris@envgronmentalcoundi.orgl 

Sent: Tuesday, December 22, 2015 9:41 AM 
To: Baird, Richard (GOV) 

Subject: Harvey Hollins 

Rich, 

Do you know Harvey's timeline for engaging on the Flint water issues? Especially connecting with key individuals and 
elected officials. 

Thanks, 

Chris 

Sent from my iPhone 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Wednesday, December 23, 2015 4:52 PM 
Meegan Holland 
Fwd: Role 

FLint Outline of Role and Responsibility.docx 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: "Baird, Richard (GOV)" <bairdr @ michi g an . g o v> 
Date: Dec 23, 2015 1:04 PM 
Subject: Role 

To: "Hollins, Harvey (GOV)" < hoffmsh@midiigan.gov > 
Cc: 
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Outline of Role and Responsibility— Harvey Hollins 

Flint After Action Task Force and Local/County/State Coordination 

Key Activities Draft 


I. Confirm key stakeholders that should convene on a regular basis to do the following: 

a. Identify resources and support required to manage continued testing, cognitive 
assessment, updates on progress, impediments, community outreach, etc. 

b. Assess delivery of resources protocols and adjust (door to door, neighborhood centers, 
etc.) 

c. Agree a communications strategy within the stakeholder community and aggressively 
inform the residents of Flint of resources available and consequences of inaction. 

II. Create a short/medium and long term plan to capture roles and responsibilities at the local, 
county, state (and federal if appropriate) levels which will be reviewed and approved by the key 
stakeholder body. 

III. Be responsive to mayor, media, residents and all stakeholders about what currently is being 
done and how the way forward is being envisioned and agreed by stakeholder leadership. 

IV. Work to eliminate duplication of effort and ensure that members of the science community 
engaged in assessing and protecting the public health have unfettered access to data, reports, 
etc. and establish a mutually agreeable process to surface and resolve conflicting interpretations 
of data when it occurs. 

V. Coordinate with State departments (DHHS, DEQ, Executive Office) to secure funding needed and 
subject matter resources to ensure long term monitoring and remediation efforts. 

VI. Ensure that the recommendations of the After Action Task Force are executed. 

VII. Provide weekly status updates to Governor Snyder and members of his team charged with 
supporting the Chief Coordinator. 

VIII. Determine how what is being done in Flint is relevant to other communities and needs to be 
shared as part of a state wide strategy. This may also impact future policy development to 
address long term infrastructure remediation. 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Wednesday, December 23, 2015 5:30 PM 
Lyon, Nick (DHHS); Wyant, Dan (DEQ) 

Fwd: Role 

FLint Outline of Role and Responsibility. docx 


Sent from my Verizon Wireless 4G L IE DROID 

Forwarded message 

From: "Baird, Richard (GOV)" < bairdf@niichigan.gov > 

Date: Dec 23, 2015 12:04 PM 
Subject: Role 

To: "Hollins, Harvey (GOV)" < hollmsh@midiia;an.gov > 
Cc: 
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Outline of Role and Responsibility— Harvey Hollins 

Flint After Action Task Force and Local/County/State Coordination 

Key Activities Draft 


I. Confirm key stakeholders that should convene on a regular basis to do the following: 

a. Identify resources and support required to manage continued testing, cognitive 
assessment, updates on progress, impediments, community outreach, etc. 

b. Assess delivery of resources protocols and adjust (door to door, neighborhood centers, 
etc.) 

c. Agree a communications strategy within the stakeholder community and aggressively 
inform the residents of Flint of resources available and consequences of inaction. 

II. Create a short/medium and long term plan to capture roles and responsibilities at the local, 
county, state (and federal if appropriate) levels which will be reviewed and approved by the key 
stakeholder body. 

III. Be responsive to mayor, media, residents and all stakeholders about what currently is being 
done and how the way forward is being envisioned and agreed by stakeholder leadership. 

IV. Work to eliminate duplication of effort and ensure that members of the science community 
engaged in assessing and protecting the public health have unfettered access to data, reports, 
etc. and establish a mutually agreeable process to surface and resolve conflicting interpretations 
of data when it occurs. 

V. Coordinate with State departments (DHHS, DEQ, Executive Office) to secure funding needed and 
subject matter resources to ensure long term monitoring and remediation efforts. 

VI. Ensure that the recommendations of the After Action Task Force are executed. 

VII. Provide weekly status updates to Governor Snyder and members of his team charged with 
supporting the Chief Coordinator. 

VIII. Determine how what is being done in Flint is relevant to other communities and needs to be 
shared as part of a state wide strategy. This may also impact future policy development to 
address long term infrastructure remediation. 



Baird, Richard (GOV) 

Wednesday, December 30, 2015 3:20 PM 
'Pat Mcdonnell' 

Zimmer, Mike (LARA); Manolakoudis, Virginia (GOV) 

RE: MIRS Breaking News: Wyant Resigns As MDEQ Director -- 3:09 PM 


Pat: 


From: 

Sent: 

To: 

Cc: 

Subject: 


Mike and I discussed the way forward and he had various conversations with PwC, Bernard and the steering group. ! 
also spoke with Bernard last week. I suggest that you and he and 3 have a discussion about where we are. I wiii ask 
Virginia to arrange it. ! brought you and Bernard into this mix because i think there is value in reconciling both 
approaches. I think that having consistency of language, look and feel at the top of each agency strategy and with the 
Governor's Strategic Objectives is optimal. ! do not think we need millions in consulting fees to get there and I want 
John's involvement in the departmental "what" and you driving the departmental "how". 


Thanks Virginia, over to you. 

Rich 


From: Pat Mcdonnell [mailto:pat@themcdonnellcompany.com] 

Sent: Wednesday, December 30, 2015 8:52 AM 
To: Baird, Richard (GOV) 

Subject: FW: MIRS Breaking News: Wyant Resigns As MDEQ Director -- 3:09 PM 


Gents, 

It has occurred to me for some time that perhaps, rather than DOC, our next Agencies might be DEQ followed by DNR. if 
they can't test water, who knows what else is lurking in the weeds? I suspect your report back on DEQ might have 
indicated as much. 

I also trust by now that PwC has been told that Bernard's project is coming to an end. Will that make them a bit more 
receptive to my win/win, or are they going to keep pushing Bernard? Speaking of which, we need a little organization to 
the MDARD pilot program. I suggested it to cause PwC/Bernard to put their cards on the table. Just what is it exactly 
they propose and how wiii it produce a more cost effective result than OpEx? Whatever it is, they should be obligated 
to put it on paper. 

Now, i suggest that we have a meeting to get the rules straight. It might he appropriate for Mike to chair it. I assume he 
is the point guy on resolution, it wiii also keep PwC honest. I don't want to waste all this knowledge Mike is acquiring. 

Finally, I would be interested in what Jamie, Gordon, and Ken think about this. At the last Bernard meeting, I asked each 
of them to consider where we would have been had we followed the Bernard methodology ail the way into MDARD 
compared with where we are now. Without hesitation, they all responded separately that it would have been the same 
place. I rest my case. 

It would be interesting to ask Nick/Sally and David/Brom the same question. Something tells me I know the answer. 


Finally, if Bernard's project is going to yield real results, it needs to provide the Agency level objectives that the plan 
envisions. I suspect Bernard will avoid that arguing that it can't be done until the Agencies are "mapped." Again, our 
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results indicate that such is not the case. If he does not do so, then we will do it as part of Op Ex. As 1 noted, that is what 
we are doing now. DEQ. is responsible for protecting us and the environment. That is their objective. How they do it to 
a much enhanced level of consistent excellence is what GpEx Is all about. No mystery. 

I'll be in Lansing next week from about 4 on Monday through Thursday. Friday will find me at 6RHV. Mike, perhaps we 
could find time for a quick chat. 

Happy New Year. I am looking forward to a very productive year. You have great people. They are fired up and really 
contributing. This is ail about building momentum. We must keep them focused, let them understand what we are 
doing and let them begin to experience victory. That is what is now happening. It can only build. However, we must 
protect or credibility as the naysayers will quickly point to any breach. 


Pat 


From: Bankowski, Jeffrey S. (DTMB) [mailto:Bankowskij@michigan.gov1 
Sent: Tuesday, December 29, 2015 2:55 PM 

To: patff.Stherocdonnellcoropany.com 

Subject: Fwd: MIRS Breaking News: Wyant Resigns As MDEQ Director -- 3:09 PM 
Just FYI 

Sent from my iPhone 
Begin forwarded message: 


From: MIRS Delivery <mi r sd el. i ve ry @ m ix so e w s com> 

Date: December 29, 2015 at 3:22:24 PM EST 

To: < bankowskij @mic hi gan . go v > 

Subject: MIRS Breaking News: Wyant Resigns As MDEQ Director — 3:09 PM 
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levels in Flint drinking water. 


Gov. Rick SNYDER announced Wyant's resignation in a statement today. Also, in the 
statement, the Governor said his administration would invite scientists who have been 
tracking the situation “to be our partners in helping us improve Flint water.” 

“I want the Flint community to know how very sorry I am that this has happened,” 
Snyder's statement added. “And I want all Michigan citizens to know that we will learn 
from this experience, because Flint is not the only city that has an aging infrastructure.” 

On Wyant, Snyder said Wyant offered his resignation, “and I've determined that it's 
appropriate to accept it.” 

“I'm also making other personnel changes at MDEQ to address problems cited by the 
task force,” Snyder's statement said. 

Those other changes haven't been finalized yet, according to Laura BIEHL, a 
spokesperson for the Governor. 

The news of Wyant's resignation comes as a task force continues to work on a report 
about the Flint water crisis, which occurred after the city's water source was switched to 
the Flint River in 2014. 

“Although the task force's final report is not yet completed, members have made me 
aware of some interim findings and corrective steps that I have decided to take 
immediately in order to restore trust in how the state keeps its citizens safe and 
informed,” Snyder said today. He continued, “We'll continue to work with the community 
members to make sure we hear and respond to their concerns.” 

Snyder also noted the he called Flint Mayor Karen WEAVER last week and the two are 
going to meet soon to discuss other ways the state can offer assistance. 

Wyant has been MDEQ director since Snyder took office in 201 1 . 

Previously, Wyant was the director of the Department of Agriculture under former Govs. 
John ENGLER and Jennifer GRANHOLM. 


MtRS: Michigan's oldest and most comprehensive newsletter covering the activities of 
jiyiichigan state government 

from the legislature to the governor, from the state bureaucracy to Michigan's courts, MIRS 
provides our subscribers with more news and insight than any other source. 



In order to read the MIRS Newsletter, you must have a username and password. 

If you need a password or username to access our reports online at: 

http ://mir snews. com . Please call us at (517) 482-2125 or send an email to info@,mirsnews. com 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Tuesday, January 05, 2016 12:55 PM 
Mona Hanna Attisha 
Fwd: Flint 


Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: "Baird, Richard (GOV)" <bairdr @ michi ga n . g o v> 
Date: Jan 5, 2016 12:52 PM 
Subject: Flint 

To: "Whiston, Brian (MDE)" <Whi stonB @ michi g an . g o v> 
Cc: "Hollins, Harvey (GOV)" < hoflmsh@midiigan.gov > 


Brian, 

Would you consider having someone from MDE attend? Dr. Mona is at the center of our planning for 
remediation in light of the Flint water emergency. Happy to talk real time. 

Thanks, 

Rich 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message — 

From: Mona Hanna- Attisha < MHanna 1 @hur ieymc. cont > 

Date: Jan 5, 2016 10:31 AM 
Subject: Education 

To: "Baird, Richard (GOV)" < bairdr@.michigan.gov >. "Hollins, Harvey (GOV)" < hoilinsh@,michigan.gov > 
Cc: 


Happy New Year! 


We are having a brainstorming meeting this Thursday (2pm Flint) regarding the critical role of education in regards to the lead 
exposure. The small meeting (15ssh people) will include pediatricians, Mott Foundation, Sen Peters staff, pastors, fv'SU, Flint 
superintendent, and county early education folks. 


We would welcome anyone from Michigan Department of Education - 1 was thinking about reaching out to Susan Sromart from the 
Office of Great Start. But let me know what you think may be best. 


Thanks! Mona 
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Mona Haema-Attisba SV1D IV1PH FAAP 
Program Director Pediatric Residency 
Hurley Children's Hospital at Hurley Medical Center 
Michigan State University College of Human Medicine 
Department of Pediatrics and Human Development 
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From: 

Baird, Richard (GOV) 

Sent: 

Tuesday, January 05, 2016 3:46 PM 

To: 

Henry, Alisande (MDE) 

Subject: 

FW: Flint 

Allsande: 



What do you think? Could you let me know if someone could attend Dr. Mona's meeting? 

From: Baird, Richard (GOV) 

Sent: Tuesday, January 05, 2016 12:53 PM 
To: Whiston, Brian (MDE) 

Cc: Hollins, Harvey (GOV) 

Subject: Flint 

Brian, 

Would you consider having someone from MDE attend? Dr. Mona is at the center of our planning for 
remediation in light of the Flint water emergency. Flappy to talk real time. 

Thanks, 

Rich 


Sent from my Verizon Wireless 4G L TE DROID 

Forwarded message 

From: Mona Hanna- Attisha <MHanna 1 @hurleymc. com> 

Date: Jan 5, 2016 10:3 1 AM 
Subject: Education 

To: "Baird, Richard (GOV)" < hairdr @mi chi gars . gov >. "Hollins. Harvey (GOV)" < holiinsh@.michigan.gov > 
Cc: 

Happy New Year! 


We are having a brainstorming meeting this Thursday (2pm Flint) regarding the critical role of education in regards to the lead 
exposure. The small meeting (ISish people; will include pediatricians, Mott Foundation, Sen Peters staff, pastors, MSU, Flint 
superintendent, and county early education fciks. 


We would welcome anyone from Michigan Department of Education - 1 was thinking about reaching out to Susan Bromart from the 
Office of Great Start But let me know what you think may be best. 


Thanks! Mona 
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Mona Hanna-Attishe MO MPH FAAP 
Program Director Pediatric Residency 
Hurley Children's Hospital at Hurley Medical Center 
Michigan State University College of Human Medicine 
Department of Pediatrics and Human Development 
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From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Tuesday, January 05, 2016 4:07 PM 
Mona Hanna Attisha; Henry, Alisande (MDE) 
Fwd: RE: Flint 


I will step back as the honest broker. Dr. Mona, meet Alisande Henry. She is a very capable and responsive 
MDE professional who makes it all happen... 

Regards, 

Rich 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: "Henry, Alisande (MDE)" <henrya @ michig a n.g o v> 
Date: Jan 5, 2016 3:50 PM 
Subject: RE: Flint 

To: "Baird, Richard (GOV)" < bairdr@.niichigan.gov > 

Cc: 


Rich, 


I'm sure that Brian would support having someone from MDE in attendance. Ill bring this to Brian's attention as soon as 
I'm able (he's at an off-site meeting today, so it may not be until late this afternoon or first thing tomorrow). He or I will 
get back to you to let you know who it will be. 


Do you have details about meeting location that i can share - just want to be sure our representative accounts for travel 
time, etc, in his/her planning, if needed. 


Thanks - Alisande 


Alisande Henry, Special Assistant to the Superintendent 
Office of the State Superintendent 
Michigan Department of education 
517 - 241-2077 


haniY3@michiqan.gov 
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Customer Service is a priority at the Michigan Department of Education - helping Michigan schools , families , araf 
communities improve the achievement and well-being of ALL our children , 


MICHIGAN'*, 




ion 


From: Baird, Richard (GOV) 

Sent: Tuesday, January 05, 2016 3:46 PM 

To: Henry, Alisande (MDE) < henrya@michigan.gov > 

Subject: FW: Flint 


Alisande: 


What do you think? Could you let me know if someone could attend Dr. Mona's meeting? 


From: Baird, Richard (GOV) 

Sent: Tuesday, January 05, 2016 12:53 PM 
To: Whiston, Brian (MDE) 

Cc: Hollins, Harvey (GOV) 

Subject: Flint 


Brian, 


Would you consider having someone from MDE attend? Dr. Mona is at the center of our planning for 
remediation in light of the Flint water emergency. Happy to talk real time. 


Thanks, 
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Rich 


Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: Mona Hanna-Attisha < MHanna I (m hurleym c . com > 

Date: Jan 5, 2016 10:31 AM 
Subject: Education 

To: "Baird, Richard (GOV)" < hairdr@mi chi gan . gov >, "Hollins, Harvey (GOV)" < holhnsh(g)michigan.gov > 
Cc: 

Happy New Year! 


We are having a brainstorming meeting this Thursday (2pm Flint) regarding the critical role of education in regards to the lead 
exposure. The small meeting (15ish people) will include pediatricians, Mott Foundation, Sen Peters staff, pastors, MSU, Flint 
superintendent, and county early education folks. 


We would welcome anyone from Michigan Department of Education - 1 was thinking about reaching out to Susan Broman from the 
Office of Great Start, But let me know what you think may be best. 


Thanks! Mona 


Morsa Hanna-Attisha MO MPH FAAP 

Program Director Pediatric Residency 

Hurley Children's Hospital at Hurley Medical Center 

Michigan State University College of Human Medicine 

Department of Pediatrics and Human Development 

Mhannalphurieymc.com 


3 





From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Tuesday, January 05, 2016 8:32 PM 
Whiston, Brian (MDE) 

Re: Flint 


Thanks Brian. Kyle will be fine and we appreciate your commitment to the process. I put Dr. Mona in touch 
with Alisande so I could step out as the middleman. 

Rich 

Sent from my Verizon Wireless 4G LIE DROID 

On Jan 5, 2016 6:37 PM, "Whiston, Brian (MDE)" <WhistonB @ .michi g an. go v> wrote: 

Yes Kyle will attend if you need me to I can re-arrange my schedule. Bw 

Sent from my iPhone 

On Jan 5, 2016, at 12:53 PM, Baird, Richard (GOV) <bai r dr @ rn i ch i g a it. go v> wrote: 

Brian, 

Would you consider having someone from MDE attend? Dr. Mona is at the center of our 
planning for remediation in light of the Flint water emergency. Happy to talk real time. 

Thanks, 

Rich 


Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: Mona Hanna- Attisha < MHannal@hurleymc.com> 

Date: Jan 5, 2016 10:31 AM 
Subject: Education 

To: "Baird, Richard (GOV)" <bairdr @m ich iga n. g o v> "Hollins. Harvey (GOV)" 

< hollinsh@.michigan.gov > 

Cc: 


Happy New Year! 


We are having a brainstorming meeting this Thursday (2pm Flint) regarding the critical role of education in regards 
to the lead exposure. The small meeting (ISish people) will include pediatricians, Mott Foundation, Sen Peters 
staff, pastors, MSI), Flint superintendent, and county early education folks. 


We would welcome anyone from Michigan Department of Education - 1 was thinking about reaching out to Susan 
Brornan from the Office of Great Start. But let me know what you think may be best. 
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Thanks: Mona 


Mona Hanna-Atfisha PAD PAPH PAAP 

Program Director Pediatric Residency 

Hurley Children's Hospital at Hurley Medical Center 

Michigan State University College of Human Medici-' 

Department of Pediatrics and Human Development 

Mhann3l@hurievmc.eom 



From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Tuesday, January 05, 2016 8:32 PM 
Manolakoudis, Virginia (GOV) 

Fwd: Flint Spreadsheet 


Let's discuss in am. 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: "Clayton, Stacie (GOV)" < claytons3 @ ml chi gan . go v > 

Date: Jan 5, 2016 4:55 PM 
Subject: Flint Spreadsheet 

To: "Baird, Richard (GOV)" < bairdr@.michigan.gov > 

Cc: "Hollins, Harvey (GOV)" <hollinsh @m ich iga n .go v>. "Manolakoudis. Virginia (GOV)" 

<ManolakoudisV @m ich iga n. g o v> 


Rich, 


Attached is Flarvey’s document for the Governor’s meeting with Mayor Weaver. It contains potential 
offerings by the state without revealing the associated costs. Please let us know if you need anything 
else. 


~Stacie 
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Subject: 

Location: 

Call Jerry Ambrose Re: Flint Water and Ministers Meeting 

Start: 

Fri 1/30/2015 12:30 PM 

End: 

Fri 1/30/2015 12:45 PM 

Show Time As: 

Out of Office 

Recurrence: 

(none) 

Organizer: 

Hollins, Harvey (GOV) 


1) Safe water 



a. 

b. 


c. 
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Subject: 

Location: 


Flint Water Press Conference 

Haskell Community Center, 2201 Forest Hills Ave. Flint 


Start: 

End: 

Show Time As: 


Tue 2/3/2015 3:00 PM 
Tue 2/3/2015 4:00 PM 
Out of Office 


Recurrence: 

Meeting Status: 

Organizer: 

Required Attendees: 


(none) 

Accepted 

Clayton, Stacie (GOV) 
Hollins, Harvey (GOV) 


Tuesday, Feb. 3, 2015, 3-4 p.m. 

Haskell Community Center, 2201 Forest Hills Ave. Flint 
Governor's communications: Dave Murray, murraydl@miehgian.gov, 
DEQ communications: Brad Wurfel, wurfelb@rnichigan.gov, 

Treasury communications: Terry Stanton, stantont@michigan.gov. 


Purpose 


The state government is providing support for the Flint government as it addresses issues with its water system. The 
state on Tuesday is announcing that Flint is receiving two grants totaling $2 million related to water system 
improvements through the Financially Distressed Cities, Villages and Townships grant program. DEQ Director Dan Wyant 
will address ongoing efforts with his agency to test Flint water and explain why the city is facing some of its problems. 
Senate Minority Leader Jim Ananich, D-Flint, will discuss his appreciation for the ongoing support for the city and its 
residents. 


Attending 


■ Harvey Hollins, director of the Michigan Office of Urban Initiatives 

■ Dan Wyant, director of the Michigan Department of Environmental Quality 

■ Wayne Workman, deputy treasurer, Michigan Department of Treasury 

■ Jerry Ambrose, Flint emergency manager 

■ Dayne Walling, Flint mayor 

■ State Sen. Jim Ananich 

■ State Rep. Sheldon Neeley 

■ State Rep. Phil Phelps 


3:00 PM - 3:05 PM: Harvey Hollins announces that Flint has received two grants totaling $2 million. 

3:05 PM - 3:10 PM: Dan Wyant discusses the state's ongoing role in monitoring Flint's water and any assistance that 

has been provided and will continue to be provided. 

3:10 PM - 3:15 PM: Mayor Dayne Walling remarks about appreciation for state assistance. 

3:15 PM - 3:20 PM: Sen. Jim Ananich remarks about appreciation for state assistance. 

3:20 PM -3:25 PM: 
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3:25 PM - 3:35 PM: Harvey Hollins closing remarks, opens floor to media questions. 

3:35 PM Event ends, though this might be optimistic. 

Background 

■ The quality of Flint water has been a high-profile concern in recent weeks, with residents complaining about the 
color, taste and smell of tap water since a switch to Flint River water as a temporary source as a pipeline is built 
to Lake Huron as a water source starting in 2016. 

o Residents have attended meetings with jugs of brownish water, 
o U.S. Kildee has worked with labor and community groups to distribute bottled water. 

■ Mayor Walling has issued a letter (included below) calling for state and federal assistance for the city, including 
forgiveness of some $20 million in debt through the Drinking Water Revolving Loan Fund and calling for the 
governor to come to Flint personally. 

o Walling also submitted a guest column to the Flint Journal with similar requests. 

■ He said the loan forgiveness is needed for the city to upgrade its water treatment process. 

o Governor and Mayor Walling had a telephone conversation on Friday, and the mayor has pledged to 
work together on solutions. 

■ Rep. Sheldon Neeley also has sent the governor a letter, saying that his constituents "are on the verge of civil 
unrest." 

■ The Department of Environmental Quality has been monitoring the water situation, with a detailed 
backgrounder and talking points attached below. 

■ The Treasury Department is announcing Tuesday that Flint is among the cities receiving a combined $8 million 
the Financially Distressed Cities, Villages and Townships grant program. 

o The announcement of the other grants will follow the Flint announcement. 

■ The Flint grants are $1.1 million to allow the city to replace the functions of the old incinerator 
with new water pollution control facility allowing for the disposal of waste to landfills. 

■ The other is $900,000 to allow the city to hire a contractor to perform a leak detection survey, 
which will lead to prioritizing repairs. 

o A breakdown of the grants is included below. 

Treasury breakdown of Flint grants 

Flint Incinerator: The grant project entails shutting down the current Water Pollution Control Facility Incinerator (due to 
the incinerator not being up to new EPA standards). In order to meet EPA standards, it would cost roughly $8.8M in 
upgrades to the current incinerator. The grant funding will allow them to replace the functions of the old incinerator by 
constructing new facilities which will allow for the disposal of waste to landfills. 

Budget Breakdown 

Construction Contractor $1,050,000 

Project Management $50,000 

Total $1,100,000 

Flint Leak Detection: The grant project will allow the city to hire a contractor to perform a leak detection survey of the 
city water lines. The city will receive a map of leak locations and an assessment of leak severity. This data will allow the 
city to prioritize leak repair. The project also covers the expense of conducting a water pipe line wall thickness condition 
assessment on a portion of the city's pipes. The assessment will guide the city's water main replacement program. 


Budget Breakdown 
Project Planning 
Mobilization of Crew to Site 


$90,000 

$27,000 
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Leak Detection < 16" diameter $378,000 

Leak Detection 16" diameter or > $270,000 

Pipe Condition Assessments $135,000 

Total $900,000 


, backgrounder on Flint water 


Following the formal approval of Flint into the KWA in 2012, DWSD sent Flint a letter saying their contract was thereby 
terminated (by early 2013). 

Genesee County has been using DWSD water without a contract since May 2014. But Flint took the letter to imply a 
water cutoff, and promptly turned to DEQ with a proposal to use the Flint River (their historic backup system). 

This proposed shift was pitched primarily as a money saver. But it put the city in the business of water production, 
where they historically had been in the business of water transmission. DEQ approved the use of the river as a source, 
based on the treatment plant's past performance as a standby facility and the improvements we outlined prior to a 
switchover. 

Several municipalities around the state use surface water supplies (rivers): Blissfield near Monroe, Manistique, and Alma 
to name a few. 


The city completed the upgrades at the water plant the facility and DEQ approved it April 2014. 

There were some initial hiccups. Last summer, there were a couple of 'boil water' notices issued. One for a water test 
that showed e. coli, one for a break in the water main. 

The challenge to using the Flint River as a source is that the condition of the water is variable and changes with season 
and weather. It has substantially more organic matter than deep lake sources like Lake Huron. This organic matter is 
mobilized by high water events, and warm weather also can account for more organic material in the water. 

The treatment of the organic matter is done with chlorine. One might conclude that the continual answer is just to use 
more chlorine to achieve water safety. However, at some point on the continuum, the chlorine and organic matter 
create TTHM - total trihalomethanes - as a byproduct. When the standard for those is exceeded over several 
consecutive quarters of testing, the supply is required by law to issue public notice and submit an approved plan for 
addressing the situation. 

You'll note that this regulatory approach means TTHM testing is done quarterly. That means people who use the system 
are exposed to TTHM for several months before the public notice is required. It's because TTHM is a chronic health 
threat. Over the long term (measured in decades), continued exposure can contribute to some known health problems. 
If this were an immediate health threat, customers would receive immediate notification to boil their water or not use 
it. 

Put in context, the EPA (which established the standard and the rule) estimates the existence of the TTHM standard 
prevents an estimated 280 bladder cancer cases each year ... out of more than 330 million people who use public water 
supplies around the country. 

It's not "nothing." State and federal law requires quarterly testing for TTHM and that the public be informed of it when 
the annual average of four quarters' worth of consecutive testing shows TTHM levels exceeding 80 parts per billion. 
Flint's results managed to exceed the annual average in three quarters, and they must develop a plan to address it. 

But it's not like an eminent threat to public health. Unlike an e. Coli or even total coliform bacteria maximum 
contaminant level, which require immediate public notification and response and are part of daily / hourly testing of 
public water supplies, TTHMs pose a public health concern with chronic, long-term exposure. 
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It's clear the nature of the threat was communicated poorly. It's also clear that folks in Flint are concerned about other 
aspects of their water - taste, smell and color being among the top complaints. 

The Safe Drinking Water Act requires public water supplies be tested for more than 90 regulated contaminants, 
including microbial contaminants. The act, and the program here in Michigan, work to ensure that water is safe to drink. 
The act does not regulate aesthetic values of water. Here are some factors affecting the aesthetics of water in Flint. 

1. It's the Flint River. The water supplied by DWSD historically came from Lake Huron. It's softer. With hard water, 
you get a different flavor and feel. It's why General Motors suspended use of Flint Water - it was rusting their 
parts. Also, there's the 'organics' factor (discussed previously). 

2. The system is old. Flint has more than 500 miles of water pipes. More than half of those pipe miles are more 
than 75 years old. Much of it is cast iron. Hard water can react with cast iron and exacerbates the rusty factor, 
which creates that brown water that angry residents were holding up in jugs for the media cameras last week. 
Valve failure has also been a key challenge. The system has an estimated 7,500+ valves. When they stick open or 
stick shut, it affects the hydraulics of the system and increase areas of stagnation. The city has a backlog of 
valves that need to be addressed. They've done half a dozen or so since November. 

3. Flint is old. Many of the homes served by the system are old. Brown water complaints may also be attributable 
to cast iron pipes in customers' service connection to the city lines. The DEQ has been encouraging people with 
water coloration concerns to contact the city and see whether it is the service line or the City's line causing the 
issue. Again, discoloration is not an indicator of water quality or water safety, but we recognize that nobody 
likes it. 

In summary, the City of Flint has tremendous need to address its water delivery system. We are not aware that they 
have any capital improvement funds for preventative maintenance in place, much less line replacement project monies 
that will require hundreds of millions. 

The City was approved for a Revolving Fund loan in 2008 or 2009. As a Distressed Community, they qualified for flexible 
terms and 2 percent interest rate Revolving Fund Loan. After they were notified they were approved for the loan, they 
declined it. Previous SRF loans from the state to Flint bear an outstanding balance of $20.7 million today. 

The DEQ continues working with the city to address the TTHM issue. They can take interim steps - from scrubbing the 
insides of transmission lines to carefully monitoring the hydraulic challenges in their system - to address customers' 
aesthetic concerns. Their TTHM numbers already are showing dramatic improvement; the November testing showed 
only one of seven sample points exceeding the standard. 

The key now is that the standard is an average of three quarters' worth of results. It will be some time before they are 
officially "not in violation." However, depending on weather in 2015, it's not unforeseeable that we will be having this 
conversation again by next Christmas. 

The key to the conversation is that TTHM is not a top health concern. That's key because residents need to understand 
TTHM in context, and it is key because it appears the mayor has seized on the public panic (sparked, frankly, by their 
poor communication of the violation notice) to ask the state for loan forgiveness and more money for their 
infrastructure improvement. 

Another key thing to remember is that once the city connects to the new KWA system in 2016, this issue will fade in the 
rearview. 

Key messages: 

1. The DEQ Drinking Water program works with communities around the state to ensure that municipalities 
provide customers with clean, safe drinking water. 

2. Municipal water supplies are tested rigorously and regularly for more than 90 regulated contaminants, including 
microbial contaminants that pose an immediate public health concern. 

3. Flint's exceedance of the TTHM standard should reassure residents that the testing program is effective. 
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4. TTHM is not an immediate health threat. It is a chronic concern, one that can be problematic over the course of 
several decades of exposure. The public was notified because the law requires the city to make public 
notification, so that everyone can make informed decisions. This is particularly true for people with infants or 
those with compromised immune systems. 

5. The DEQ is working with the City to address the situation. Recent tests show the TTHM numbers dropping 
rapidly. The department will continue working with the city in the months ahead, and residents should feel 
confident that their water is safe to drink unless the DEQ or City notifies them otherwise. 

6. The discoloration and odor issues some Flint residents are experiencing are separate issues from the TTHM 
issue. TTHM is odorless, colorless and measured in parts per billion. 

7. Flint water customers who have questions or concerns about their water should first contact the city to get 
answers and help. They also can contact the Michigan DEQ. 

Mayor Walling's Facebook post 

Friend, 

Access to clean, safe, affordable water is a basic human right. 

That's why I just sent Gov. Snyder my Flint Water Improvement Plan. It focuses on the areas of safety, quality, access, 
investment and education. My letter urges the governor to quickly implement these ideas so that Flint's water is 100% 
safe. 

Please contact Gov. Snyder by calling (517) 335-6397 (or by clicking here) and ask him to take action immediately to 
implement my plan and ensure Flint's water is safe. 

My plan offers new ideas and also builds on successful models of utility, energy and assistance programs at the state and 
federal levels. Here is my plan: 

Safety & Quality 

• 100% Safety is the standard 

• City of Flint releases testing data to assure safety and expands testing to households with support from the 
Michigan Department of Environmental Quality 

• Support alternatives for those advised not to drink the water by their doctors through the Michigan Health 
Endowment Fund and community partners to protect the vulnerable like seniors and infants 

• Bring on experienced river water treatment operational management in the City of Flint 

• Require water testing data to be released quarterly by law in all Michigan communities 
Access 

• Announce an amnesty program for turn-ons and reduce the turn-on cost in Flint 

• Develop a revised payment plan policy to allow customers to come back on to the Flint system 

• New Federal and State partnership to establish new Drinking Water Emergency Assistance Fund for customers 
(modeled on Federal and State energy utility programs: Low Income Home Energy Assistance Program; Michigan 
Energy Assistance Program; State Emergency Relief) 

Investment 

• Accelerate water system improvements outlined in the City of Flint Capital Improvement Plan through Federal 
and State Investments 

• State approves City of Flint's Distressed Cities Fund applications 

• Federal and State forgiveness of payment to Drinking Water Revolving Loan Fund 

• Federal and State financing for future improvements 

• City Water Department implements budgeted FY15 projects including leak detection, valve repairs, new pipes 
and meter replacements 

Education 
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• Develop a community partnership to provide household and business customers with information on testing 
and conservation 

• Ongoing partnership with Michigan Department of Human Services, United Way, Salvation Army and community 
organizations to provide information on water assistance 

• Expand youth energy initiative to assist households with conservation and efficiency (piloted in summer 2014 
with Northwestern High School students, EcoWorks and Consumers Energy) 

The struggle with our water has gone on for too long. The state must take action and do its part. Please ask Gov. Snyder 
to take action immediately to implement my plan and ensure Flint's water is safe. Thank you for your ongoing support. 
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From: Larkin, Brian (GOV) 

Sent: Wednesday, November 14, 2012 10:43 AM 

To: Hollins, Harvey (GOV) 

Subject: Karegnondi Water Authority 


Harvey, 

If you get a chance I wanted to ask you a few questions about the city of Flint's application to the state to join in the 
creation of the Karegnondi Water Authority linking us to the counties to the east leading to Port Huron. Since we are 
under state management this must be approved by the Treasure, I believe an application or request was sent this week. 
I'm interested to know what stance we're expecting the Treasure's office to have realizing this will directly impact Detroit 
if Flint starts their own water authority. 

Brian Larkin 
Associate Director 

Office of Urban & Metropolitan Initiatives 
125 E Union St. 

Flint, Ml 48502 
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From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 3:32 PM 

To: Muchmore, Dennis (GOV); Roberts, John (GOV); Hollins, Harvey (GOV); Scott, Allison 

(GOV) 

Cc: Wisniewski, Wendy (GOV); Clayton, Stacie (GOV); Hansen, Rachel (GOV) 

Subject: Memo Flint Water System 

Attachments: Memo Flint Water System 130418.docx 


You were cc’d on the attached memo to the Governor. 
Thank you. 

Jean Hall 

Executive Assistant 
Office of Strategic Policy 
Executive Office of Governor Rick Snyder 
(517) 241-5493 

Halii16@michigan.gov 
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TO: 

Governor Snyder 

CC: 

Dennis Muchmore, John Roberts, Harvey Hollins, Allison Scott 

FROM: 

Bill Rustem 

SUBJECT: 

Flint Water System 

DATE: 

April 18, 2013 


Governor, this information was compiled by the Department of Treasury. 

Summary 

In November 2012 the Department of Treasury commissioned the firm of Tucker, Young, Jackson & Tull, 
Inc. (TYJT) to analyze options for the City of Flint to either remain a customer of the Detroit Water & 
Sewer Department (DWSD) or to join the Karegnondi Water Authority (KWA) in Genesee County. The 
purpose of this study was to provide objective analyses to the State Treasurer and Flint's Emergency 
Financial Manager (EFM) in order to secure future potable drinking water for the City. 

In December 2012, staff from TYJT met with representatives from the Department of Treasury and the 
City of Flint to provide a preliminary report on their findings. At this meeting, five options were 
presented: These options ranged from the Flint Water Plant providing 100% water, to 100% provision of 
untreated Lake Huron Water by KWA, to 100% provision of treated drinking water by DWSD, or 
provision of variable amounts of water from DWSD using a combination of blended DWSD water and 
Flint River water. 

From the presentation of the preliminary report in December 2012 to the submission of the final report 
by TYJT in January 2013, a number of developments made arriving at a final decision very difficult. 

• DWSD provided the City of Flint with at least two modified proposals to consider. 

• A debate ensued between TYJT and KWA's principal engineering firm regarding the others' 
conclusions and estimates for construction of the KWA pipeline. 

• The Flint EFM eliminated all options except the 100% DWSD option or joining KWA. 

In January 2013, the Office of Financial Review (OFR) provided a comprehensive report to the State 
Treasurer analyzing three questions: 1) The projected construction costs and why Treasury believed the 
projections provided by Flint/KWA were acceptable; 2) Identification of the construction contingencies; 
and 3) Identification of the options Flint will utilize in the event of a construction cost overrun or a delay 
in construction. At the end of this report, the OFR recommended to the State Treasurer that KWA 
presented the best future option for future potable water. The OFR also concluded that KWA appeared 
to be the cheaper option; the quality of water would improve; Genesee County appeared willing to 
assist the City in securing the financing for their portion of the project; the KWA project could signify the 
beginning of better collaboration between the City of Flint and Genesee County; and the KWA project 
had both political and popular support. 

Between January and April, intense scrutiny of the various proposals was undertaken by Treasury and 
Flint officials. Treasury officials met with officials from Genesee County to gain a better understanding of 
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the KWA project. In February 2013, Genesee County opened bids for construction of the Lake Huron 
intakes. This bid opening represented the first meaningful step toward commencing construction of the 
KWA system. The bid was $3-million less than projected. 

In March 2013, Treasury was notified that DWSD had contacted Flint to negotiate with the City to retain 
them as a customer. On April 12, 2013, the State Treasurer authorized the Flint EFM to join KWA, 
pending review of any final offer from DWSD. A final offer was received from DWSD on April 15, 2013. 

DWSD's final offer provided two options. The first option was for a "supply only" rate schedule. Only 
water treatment costs would be recovered and DWDS would absorb all other delivery costs. Capital and 
operating revenue charges would be calculated based upon KWA's usage relative to the entire demand 
upon DWSD's Lake Huron WTP. KWA would also have the ability to construct and own its own 
transmission lines. 

The second option was a "full service" rate option. DWSD would provide all production and transmission 
services. Transmission rates would be calculated only on those costs necessary to supply KWA and no 
additional transmission rates would be charged. Capital and operating revenue charges would be 
calculated based upon KWA's usage relative to the entire demand upon the Lake Huron WTP. 

Independent analyses of DWSD's final offer by the OFR, the Flint EFM, and the Department of 
Environmental Quality (DEQ) generally reached the same conclusions: 

• DWSD's offer was a framework subject to negotiations and was not a firm offer. 

• The offer provided by DWSD was incomplete. 

• DWSD's offer did not include a guaranteed rate beyond year one, nor did it limit maximum 
annual rate increases. 

• The DWSD scenarios were based on 40 MGD of service capacity. However, the KWA project provides 
60 MGD of initial capacity with potential expansion to 75 MGD. 

• DWSD indicates that Flint/ Genesee County would be given "broadened representation," it is 
unclear exactly what this means in terms of actual control in the decision making processes. 

• The DWSD offer relies on a single transmission system and would require the City of Flint to 
maintain its WTP for emergency purposes. In addition, it would leave Genesee County without an 
adequate backup supply to meet their needs. 

• DWSD's offer included an attachment that listed the rank-ordered options (from cheapest to most 
expensive). DWSD Scenario 2 is listed as the least expensive option (but it is unclear how the total 
cost of this option was arrived at). DWSD Scenario 1 was not listed. 

• DWSD provided a summary table of their unit costs but how these figures are arrived at was not 
clear, so analysis proved difficult. 

Without specific details from DWSD on this proposal, a true comparative analysis is difficult to provide. 
As such the Flint EFM rejected the DWSD proposal and agreed to join KWA. 

If further information on this issue is needed, please let me know. 
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From: 

Sent: 

Subject: 


Jason Lorenz <jlorenz@cityofflint.com> 

Thursday, April 24, 2014 4:33 PM 

MEDIA ADVISORY: Flint River Water Transition Event 


MEDIA ADVISORY: 

City of Flint Transition to Flint River Water Ceremony 

WHERE: Flint Water Treatment Plant, 4500 N. Dort Hwy. by Stewart Ave. 

WHEN: Friday, April 25, 2014 at 2:00pm 

Description: The City of Flint is holding a ceremony tomorrow to officially begin the 
transition to use of the Flint River by shutting the valve to the intake pipe from Detroit. 

The DEQ has given Flint final authorization to begin water 
distribution from the Flint Water Treatment Plant. City, Genesee 
County, and Michigan Department of Environmental Quality officials 
will be on hand to witness this historic event and answer media 
questions. 


-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 

jjorenz(Q)dtvoffynt,com 



From: 

Sent: 

Subject: 

Attachments: 


Jason Lorenz <jlorenz@cityofflint.com> 

Friday, April 25, 2014 4:23 PM 

PRESS RELEASE: Flint Officially Begins Using River 

Flint.River.Transition.4.25.14.pdf 


For Immediate Release 


City of Flint Officially Begins Using Flint River 
as Temporary Primary Water Source 


Flint, Michigan - April 25, 2014 - For the first time in fifty years, the City of Flint is using the Flint River — part 
of the Saginaw River watershed — as a primary water source for city residents. Today the valve to the pipeline 
from Detroit was closed and the Flint River officially became Flint’s water supply. The temporary switchover is 
scheduled to support the city’s primary water needs for the next two years while construction of the 
forthcoming pipeline from Lake Fluron is completed by Karegnondi Water Authority. Officials from the City of 
Flint, the Genesee County Drain Commission and the Michigan Department of Environmental Quality were all 
on hand to witness the historic event. 


The Flint River was once the primary source of water for city residents up to the 1960s. Over the past 40 
years, it has provided water to city residents as a back-up to water provided to us by Detroit. During 
our partnership with Detroit, Flint has had to transition to the use of the Flint River for residential water on a 
few different occasions, with the most recent temporary switchover happening in 2009. Each temporary stint on 
local water proved three things to city employees and residents alike: That a transition to local river water could 
be done seamlessly, and that it was both sensible and safe for us to use our own water as a primary water source 
in Flint. 

Even with a proven track record of providing perfectly good water for Flint, there still remains lingering 
uncertainty about the quality of the water. In an effort to dispel myths and promote the truth about the Flint 
River and its viability as a residential water resource, there have been numerous studies and tests conducted on 
its water by several different independent organizations. In addition to what has been found in independent 
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studies, it is also the responsibility of the City of Flint Water Service Center to continually test the water 
provided to city residents. Michael Prysby of the Michigan DEQ Office of Drinking Water verified that “the 
quality of the water being put out meets all of our drinking water standards and Flint water is safe to drink.” 


For nearly 10 years Mike Glasgow has worked in the laboratory at the City of Flint Water Service Center. He 
has run countless tests on our drinking water to ensure its safety for public use. Mike has not only conducted 
tests on water provided to us by Detroit, but also on local water from nearby rivers, lakes and streams including 
the Flint River. When asked if over the last decade if he has seen any abnormalities of major concern in the 
water, his response was an emphatic, “No.” In his words, “there has been nothing seen that was of major 
concern,” during his ongoing tenure working in the lab. “The tests results have shown that our water is not only 
safe, but of the high quality that Flint customers have come to expect,” announced DPW Director Howard 
Croft, “we are proud of the end result.” 


Apart from the water plant’s devotion to ensuring that our water is good, Flint is doubly blessed in 
having the Flint River Watershed Coalition as a separate organization dedicated to monitoring the 
overall welfare of local bodies of water, overseeing more than 30 different nearby locations. Rebecca 
Fedewa has been director of the watershed coalition since 2008. By virtue of her passion for her 
work and her position on the board, she is very conversant with the condition of the Flint River. In her words, 
“The Flint River is increasingly healthy, and completely suitable as a drinking water source.” Fedewa and 
FRWC are working closely with the city “to monitor flows and habitats between the intake and the waste water 
treatment plant to ensure there are minimal to no impacts to the overall health of the river.” 


FRWC also invites city residents to be a part of their monitoring exercises during this spring in order “to gain 
firsthand knowledge in the health and vitality of our Flint River.” Mayor Dayne Walling invited everyone at 
today’s event to toast to Flint’s water. “It’s regular, good, pure drinking water, and it’s right in our backyard,” 
said Mayor Walling, “this is the first step in the right direction for Flint, as we take this monumental step 
forward in controlling the future of our community’s most precious resource.” 


-END- 
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-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 



Darnell Earley 
ICMA-CM, MPA 
Emergency Manager 


Dayne Walling 
Mayor 



Jason Lorenz 
Public Information Officer 
( 810 ) 237-2039 
jlorenz@cityofflint.com 


For Immediate Release 

City of Flint Officially Begins Using Flint River 
as Temporary Primary Water Source 

Flint, Michigan - April 25, 2014 - For the first time in fifty years, the City of Flint is using 
the Flint River — part of the Saginaw River watershed — as a primary water source for 
city residents. Today the valve to the pipeline from Detroit was closed and the Flint 
River officially became Flint’s water supply. The temporary switchover is scheduled to 
support the city’s primary water needs for the next two years while construction of the 
forthcoming pipeline from Lake Huron is completed by Karegnondi Water Authority. 
Officials from the City of Flint, the Genesee County Drain Commission and the Michigan 
Department of Environmental Quality were all on hand to witness the historic event. 

The Flint River was once the primary source of water for city residents up to the 
1960s. Over the past 40 years, it has provided water to city residents as a back-up 
to water provided to us by Detroit. During our partnership with Detroit, Flint has had to 
transition to the use of the Flint River for residential water on a few different occasions, 
with the most recent temporary switchover happening in 2009. Each temporary stint on 
local water proved three things to city employees and residents alike: That a transition 
to local river water could be done seamlessly, and that it was both sensible and safe for 
us to use our own water as a primary water source in Flint. 
-CONTINUE- 
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Even with a proven track record of providing perfectly good water for Flint, 
there still remains lingering uncertainty about the quality of the water. In an effort 
to dispel myths and promote the truth about the Flint River and its viability as 
a residential water resource, there have been numerous studies and tests conducted on 
its water by several different independent organizations. In addition to what has been 
found in independent studies, it is also the responsibility of the City of Flint Water 
Service Center to continually test the water provided to city residents. Michael Prysby 
of the Michigan DEQ Office of Drinking Water verified that “the quality of the water being 
put out meets all of our drinking water standards and Flint water is safe to drink.” 

For nearly 10 years Mike Glasgow has worked in the laboratory at the City of Flint 
Water Service Center. Fie has run countless tests on our drinking water to ensure its 
safety for public use. Mike has not only conducted tests on water provided to us by 
Detroit, but also on local water from nearby rivers, lakes and streams including the Flint 
River. When asked if over the last decade if he has seen any abnormalities of major 
concern in the water, his response was an emphatic, “No.” In his words, “there has been 
nothing seen that was of major concern,” during his ongoing tenure working in the lab. 
“The tests results have shown that our water is not only safe, but of the high quality that 
Flint customers have come to expect,” announced DPW Director Howard Croft, “we are 
proud of the end result.” 

Apart from the water plant’s devotion to ensuring that our water is good, Flint is doubly 
blessed in having the Flint River Watershed Coalition as a separate organization 
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dedicated to monitoring the overall welfare of local bodies of water, overseeing more 
than 30 different nearby locations. Rebecca Fedewa has been director of the watershed 
coalition since 2008. By virtue of her passion for her work and her position on the board, 
she is very conversant with the condition of the Flint River. In her words, “The Flint River 
is increasingly healthy, and completely suitable as a drinking water 
source.” Fedewa and FRWC are working closely with the city “to monitor flows and 
habitats between the intake and the waste water treatment plant to ensure there are 
minimal to no impacts to the overall health of the river.” 

FRWC also invites city residents to be a part of their monitoring exercises during 
this spring in order “to gain firsthand knowledge in the health and vitality of our Flint 
River.” Mayor Dayne Walling invited everyone at today’s event to toast to Flint’s water. 
“It’s regular, good, pure drinking water, and it’s right in our backyard,” said Mayor 
Walling, “this is the first step in the right direction for Flint, as we take this monumental 
step forward in controlling the future of our community’s most precious resource.” 

-END- 
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From: 

Sent: 

Subject: 

Attachments: 


Jason Lorenz <jlorenz@cityofflint.com> 
Wednesday, August 20, 2014 5:41 PM 
PRESS RELEASE: Boil Water Advisory Lifted 
Boil Water Advisory Lifted 8.20.14.pdf 


For Immediate Release 


City of Flint Boil Water Advisory has been Lifted, All Testing Indicates Contaminant Free 

Water throughout the City. 


Flint, Michigan - August 20, 2014- The City of Flint’s Utilities Department has received word today from the 
Department of Environmental Quality that the boil water advisory issued for a small portion of the city has been 
lifted. Testing that occurred over the past 24 hours as part of the City’s normal water quality monitoring has 
returned showing no signs of coliform bacteria in any of the sampling areas throughout the city. 


Following the initial positive test result on August 12, resampling was done on August 13th. One sample did 
yield a positive result for fecal coliform bacteria. On August 14, another round of resampling was done and two 
locations tested positive for total coliform bacteria. August 16’s samples resulted in two positive samples for 
total coliform. August 17’s samples resulted in one sample testing positive for total coliforms. Each day 
samples were collected within the boil water area, both upstream and downstream from the initial location. To 
address the total coliform issue the City increased the Chlorine and flushed more fresh water into the 
area. Flushing was to add chlorine to the boil water area. 


Whenever a sample results in a positive for total coliform, a second test is performed for E. coli. No samples 
following the initial fecal coliform positive test have shown any E. coli bacteria. The city of Flint Utilities 
Department in conjunction with the MDEQ worked to investigate possible causes of the positive sample results 
in this area; these could have included water main breaks, loss of pressure, cross connection, unauthorized 
connection to the water system, and sampling error. 
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Follow-up testing needed to continue until three days of sampling showed negative results for E. coli. That 
testing concluded with negative results as of yesterday. The DEQ’s advice to continue the boil-water advisory 
was due to an abundance of caution. 


Total coliform is a naturally occurring and generally harmless. Total coliform positive results generate more 
testing, but do not initiate a boil water notice. When total coliform is detected, follow-up tests are conducted to 
determine if the water contained the more problematic E-coli bacteria. DEQ sampling protocols allow for 5% of 
the samples to contain coliform without need for immediate concern or notification. 

All subsequent testing to date has indicated no E-coli. “We’ve gone above and beyond the DEQ sampling 
requirements to verify that the City’s water is safe in all areas. We are working closely with the MDEQ and 
pleased to announce their authorization to lift the Notice. The continuation of the Notice was at the request of 
the DEQ so we could include the normal City wide test results”, said Flint Utilities Director Daugherty 
Johnson. 

Drinking water contamination due to E-coli or coliform bacteria is very rare due to the fact that the bacteria 
cannot survive in the water for very long. The colder temperature 

of water in the system coupled with the regular blending of chlorine into the water makes for a hostile 
environment for these kinds of bacteria. 

Mike Prysby, district engineer for the Michigan Department of Environmental Quality, said, “The Flint Water 
Treatment Plant has met all applicable drinking water standards during the entire episode including total fecal 
coliform bacteria. This episode was isolated to the distinct section (of the city).” 


Testing of the drinking water is a part of the routine process for ensuring the quality and safety of the system 
which happens weekly at ten different sites around the city. The Flint Water Treatment Plant works diligently 
to provide water of the highest quality to everyone in the city. 


-END- 
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-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 



Flint, Michigan - August 2Q I 2014 - The City qf Flint's Utilities Department has received 
word today from the Department of Environmental Quality that the boil water advisory 
issued for a small portion of the city has been lifted . Testing that occurred over the past: 
24 hours as part of the: City's normal wafer quality monitoring has returned showing no 
signs of coiiform bacteria in any of the sampling areas throughput the city. 

Following the Initial positive test result on August 1 2 , resampling was done on August 
1 3th. One sample did; yield a positive result for fecal coiiform bacteria. On August 14, 
another round of resampling was done and two locations tested positive for total 
coiiform bacteria.. August 16’s samples resulted in two positive samples for total 
coiiform. August 1 7’s samples resulted in one sample testing positive for total coliforms. 
Each day samples were collected within the boil water area, both upstream and 
downstream from the initial location. To address the total coiiform issue the City 
increased the Chlorine and flushed more fresh water into the area. Flushing was to add 
chlorine to the boil water area. 

-CONTINUE- 
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Whenever a sample results in a positive for total coiiform, a second test is performed for 
E. coll. No samples following the initial fecal conform positive test have shown : any E. 
coll bacteria. The city of Flint Utilities Department in; conjunction with the MDEQ worked 
to investigate possible causes of the positive sample results in this area; these could 
have included water main breaks, loss of pressure, cross connection, unauthorized 
connection to the water system, and sampling error. 

Follow-up testing heeded to continue until three days of sampling showed negative 
results for E. coil. That testing concluded with negative results as of yesterday. The: 
DEG'S advice to continue the boil-water advisory was due to an abundance of caution. 

Total coiiform is a naturally occurring and generally harmless. Total coiiform positive 
results generate more testing, but do not initiate a boll Wafer notice. When total coiiform 
Is deteded, foiiow-up tests are conducted to determine if the wafer contained the more 
problematic E-coii bacteria. DEG sampling protocols allow for 5% of the samples to 
contain coiiform without need for immediate concern or notification. 

Alt Subsequent testing to date has indicated no E-coli. "We’ve gone above and beyond 
the DEQ sampling requirements to verify that the City’s water is safe In all areas. We 
are working closely with the MDEG and pleased to announce their authorization to lift 
the Notice. The continuation of the Notice was at the request of the DEG so we could 
include the normal City wide test results’’, said Flint Utilities Director Daugherty 
Johnson. -CONTI NUE- 
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Drinking water contamination due to E-col! or coliform bacteria is very rare due to the 
fact that the bacteria eannotsurvive in the water for very long. The colder temperature 
of water i n the syste m coupled with the regular blending of chlorine into the water 
makes for a hostile environment for these kinds of bacteria, 

Mike Prysby, district engineer for the Michigan Department ef Environmental Quality, 
said, ‘The Flint Water Treatment Plant has met all applicable drinking water standards 
during the entire episode including fecal cpliform bacteria. This episode was 
isolated to the dfstfhet : sectfqn (of the 

Testing of the drinking water is a part Of the routine process for ensuring the quality and 
safety of the system which happens weekly at ten different sites around the city. The 
Flint; Abater Treatment Plant works diligently to: provide water of the highest quality to 
everyone in the city. 
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BOIL WATER MOTICE LIFTED 

tt is no longer necessary to use boiled or bottled water for drinking or cooking. 

On August 15, 2014 you were; notified of the need to boil all tap water used for drinking 
and cooking. Corrective measures have been taken and no conform bacteria have 
been detected in foSiow-up testing of the system’s Water. The water is safe to drink. We 
apologize for any inconvenience and thank you for your patience. 

Please share this Information with all the other people who drink this wafer, especially 
those who may not have received this notice directly (for example, people in 
apartments, nursing homes, schools, and businesses). You can do this by posting this 
notice in a public place or distributing copies by hand or mail. 

For more information, please contact Brent Wright of City of Flint Water Treatment 
Plant at 81 0~78T-6537 ( bwridhf@oilvollihLborn , 

4500 H. Port Hwy 
Flint, M\ 48505 

This notice is being sent to you by City of Flint, water supply serial number 2310. 




From: Darnell Earley <dearley@cityofflint.com> 

Sent: Wednesday, September 17, 2014 7:55 AM 

To: Hollins, Harvey (GOV) 

Subject: Fwd: Boil Water Advisory Review 

Attachments: Boil Water Advisory Advisory_Memorandum.pdf; Boil Water Advisory Review_White 

paper.docx 


Harvey, 

Take a look at the attached information and let me know if this will work for you. This is a start. If you need 
any additional information about this matter we can get that for you as well. 

DE 


Forwarded message 

From: "Howard Croft" <heroft @c i tv offlint . eom> 

Date: Sep 16, 2014 11:02 PM 

Subject: Boil Water Advisory Review 

To: "Darnell Earley" <dearle v @ c i ty offlint . com> 

Cc: 

Mr. Earley, 

The Public Works committee meeting ran a little long and I had a late start on this but was able to complete a 
bullet point overview of the boil water advisory. One copy is in white paper format and the other is an official 
memorandum. I tried to condense this into a comprehensive overview that focused on the main aspects. 

I can add further details if this is not sufficient. 


Thank you, 


Howard Croft 

Public Works Director 

City of Flint 

1101 S. Saginaw Street 

Flint, MI 48502 

PH# 810.766.7346 Ext. 2043 

hcroft@.cityofflint . com 
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MEMORANDUM 

TO: Darnell Earley, Emergency Manager 

FROM: Howard Croft, Public Works Director 

DATE: September 16, 2014 

RE: Recent Boil Water Advisory 


Mr. Earley, 

I have compiled a bullet point list of the pertinent events surrounding the recent boil 
water advisory in the City of Flint. I have separated the events into five categories and 
attempted to condense them into a comprehensive sequence for your review. 


OVERVIEW 

o On Friday September 5 th the City of Flint issued a boil water advisory to 
residents in two of ten test areas around the city, 
o The advisory was due to multiple positive tests for “total coliform” and the area 
covered approximately 9 square miles. 

° On Sunday September 7 th the City expanded the advisory to include another of 
the ten test areas due to a subsequent positive test, 
o The boil water advisories were lifted on Tuesday September 9 th at 5:00 after 
consultation with the DEQ. 


* CITY HALL. 1101 S. SAGINAW STREET . RM S105. FLINT. MICHIGAN 48S02 (810)766-7135 Fax (810) 766-7249 * 



BACKGROUND 


■ State of Michigan Regulations requires that the City of Flint Water Treatment 
Plant perform testing of its water distribution system on a routine basis in ten 
different locations around the City. 

■ The tests take twenty four hours to produce valid results and are sent directly to 
the Department of Environmental Quality for review. 

■ Test results which show positive for “Ecoli” or “fecal coliform” trigger boil water 
notices for the test area and the advisories usually remain in effect until three 
consecutive tests return negative results. 

■ A single positive test for “total coliform” does not generally result in a boil water 
advisory, rather it indicates that the environment is conducive for bacteria. 

■ Typically, investigation into possible causes followed by corrective measures 
such as flushing the affected area with open hydrants will cleanse the system. 

■ This process is overseen by an employee who is required to hold an F-1 State 
License and is listed as the Operator in Charge of the Water Plant and an 
employee who holds an S-1 State License which is required to maintain 
distribution systems of this municipal size. 

■ The City of Flint has over 500 miles of pipe in its distribution system, much of 
which is over 70 years old. 

■ The City of Flint has over ten-thousand valves throughout its distribution system. 

■ The City of Flint has a professional reliability study of its system, that was 
updated in December 2013. 


PROBLEM 

❖ After detecting the initial positive test for total coliform, normal procedures did not 
clear the condition and multiple positive tests ensued. 

❖ The continued positive total coliform tests were the cause for issuing the boil 
water notice. 

❖ Additional discoveries showed that residual chlorine levels in the affected area 
were considerably lower than normal. 
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SOLUTION 

■S On Monday September 8 th the City convened all licensed personnel, Utility 
Supervisors, and DPW Director to a single meeting location and held a 
brainstorming session with the DEQ on conference call. 

S It was agreed that while not totally isolated, the concern was mainly present in a 
specific large transmission line that ran through all positive testing areas. 

■S It was determined to expand the hydrant flushing outside of the immediate 
impact area. 

•S It was found that a 24” valve which feeds this transition main was broken in the 
OFF position outside of the immediate impact area. 

S The broken valve was preventing fresh water from being pushed directly into the 
impacted area while causing water to travel from the water plant around the 
entire city and preventing adequate circulation of fresh water. 

■S In repairing the broken valve, virtually all of the symptoms were erased over a 24 
hour period and the chlorine count has steadily risen back to normal levels 
throughout the transmission main. 


CONCLUSION 

S The City was in direct contact with DEQ personnel daily. 

S The positive tests were for “total coliform” only. 

S The following statement about total coliform was approved by the DEQ and 
made in writing to the public as part of the recent boil water. 

Total coliform bacteria are generally not harmful themselves. Coliforms are bacteria 
which are naturally present in the environment and are used as an indicator that 
other, potentially-harmful, bacteria may be present. 

Usually, coliforms are a sign that there could be a problem with the treatment or 
distribution system (pipes). Whenever we detect coliform bacteria in any sample, we 
do follow-up testing to see if other bacteria of greater concern, such as fecal coliform 
or E. coli, are present. We did not find any of these bacteria in our subsequent testing. 
If we had, we would have notified you immediately. However, we are still finding 
coliforms in the drinking water. 

•S The City of Flint is in the first year of strategic budgetary investment in an 
infrastructure strategy. 

•S The City of Flint infrastructure strategy has been, and will continue to be 
developed with state licensed employees, industry experts, and proven 
experienced consultants. 


Floward D. Croft 
Public Works Director 
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City of Flint 

September 5 th 2014 Boil Water Advisory Review 


OVERVIEW 

o On Friday September 5 th the City of Flint issued a boil water advisory to residents 
in two of ten test areas around the city. 

o The advisory was due to multiple positive tests for “total coliform” and the area 
covered approximately 9 square miles. 

° On Sunday September 7 th the City expanded the advisory to include another of 
the ten test areas due to a subsequent positive test. 

o The boil water advisories were lifted on Tuesday September 9 th at 5:00 after 
consultation with the DEQ. 


BACKGROUND 

■ State of Michigan Regulations requires that the City of Flint Water Treatment 
Plant perform testing of its water distribution system on a routine basis in ten 
different locations around the City. 

■ The tests take twenty four hours to produce valid results and are sent directly to 
the Department of Environmental Quality for review. 

■ Test results which show positive for “Ecoli” or “fecal coliform” trigger boil water 
notices for the test area and the advisories usually remain in effect until three 
consecutive tests return negative results. 

■ A single positive test for “total coliform” does not generally result in a boil water 
advisory, rather it indicates that the environment is conducive for bacteria. 

■ Typically, investigation into possible causes followed by corrective measures 
such as flushing the affected area with open hydrants will cleanse the system. 

■ This process is overseen by an employee who is required to hold an F-1 State 
License and is listed as the Operator in Charge of the Water Plant and an 
employee who holds an S-1 State License which is required to maintain 
distribution systems of this municipal size. 

■ The City of Flint has over 500 miles of pipe in its distribution system, much of 
which is over 70 years old. 

■ The City of Flint has over ten-thousand valves throughout its distribution system. 

■ The City of Flint has a professional reliability study of its system, that was 
updated in December 2013. 


PROBLEM 



❖ After detecting the initial positive test for total coliform, normal procedures did not 
clear the condition and multiple positive tests ensued. 

❖ The continued positive total coliform tests were the cause for issuing the boil 
water notice. 

❖ Additional discoveries showed that residual chlorine levels in the affected area 
were considerably lower than normal. 


SOLUTION 

S On Monday September 8 th the City convened all licensed personnel, Utility 
Supervisors, and DPW Director to a single meeting location and held a 
brainstorming session with the DEQ on conference call. 

S It was agreed that while not totally isolated, the concern was mainly present in a 
specific large transmission line that ran through all positive testing areas. 

S It was determined to expand the hydrant flushing outside of the immediate impact 
area. 

v" It was found that a 24” valve which feeds this transition main was broken in the 
OFF position outside of the immediate impact area. 

S The broken valve was preventing fresh water from being pushed directly into the 
impacted area while causing water to travel from the water plant around the 
entire city and preventing adequate circulation of fresh water. 

•s In repairing the broken valve, virtually all of the symptoms were erased over a 24 
hour period and the chlorine count has steadily risen back to normal levels 
throughout the transmission main. 


CONCLUSION 

S The City was in direct contact with DEQ personnel daily. 
s The positive tests were for “total coliform” only. 

S The following statement about total coliform was approved by the DEQ and made 
in writing to the public as part of the recent boil water. 


Total coliform bacteria are generally not harmful themselves. Coliforms are bacteria 
which are naturally present in the environment and are used as an indicator that 
other, potential ly-h armful, bacteria may be present. 

Usually, coliforms are a sign that there could be a problem with the treatment or 
distribution system (pipes). Whenever we detect coliform bacteria in any sample, we 
do follow-up testing to see if other bacteria of greater concern, such as fecal coliform 
or E. coli, are present. We did not find any of these bacteria in our subsequent 



testing. If we had, we would have notified you immediately. However, we are still 
finding conforms in the drinking water. 


S The City of Flint is in the first year of strategic budgetary investment in an 
infrastructure strategy. 

■S The City of Flint infrastructure strategy has been, and will continue to be 
developed with state licensed employees, industry experts, and proven 
experienced consultants. 



From: 

Sent: 

Subject: 

Attachments: 


Jason Lorenz <jlorenz@cityofflint.com> 
Thursday, September 25, 2014 5:26 PM 
PRESS RELEASE: Fall Hydrant Flushing 
Fall.Hydrant.Flushing.9.25.14.pdf 


For Immediate Release 


Fire Hydrant Flushing Scheduled to Occur in Areas of the City of Flint Beginning Friday, 

September 26, 2014 


Flint, Michigan - September 25, 2014- The City of Flint’s Water Service Center will be doing fire hydrant flushing 
throughout the city beginning on Friday, September 26, 2014 that will continue throughout the weekend. The 
hydrant flushing is a part of regular maintenance designed to enhance the circulation of water in the system and 
a part of the city’s effort to provide high quality water to its residents and businesses. This activity is expected 
to continue throughout the Fall in various parts of the City and will have no effect on water usage by residents 
and businesses. 


Residents in the areas where flushing is taking place should expect to see activity by City crews and signs 
marking open hydrants. "There will be ongoing hydrant flushing as needed and all hydrants in the city will be 
flushed within the next several weeks,” said Utilities Administrator Daugherty Johnson. “If you see a hydrant 
with a barricade on it we are aware of it running and its part of the normal safe operation of a large municipal 
drinking water system. " 


Water distribution systems commonly flush hydrants in an effort to reduce retention times within the system. 
This coupled with constant sampling ensures high quality water to the customer and helps to avoid any future 
boil water notices. The flushing going on currently is reactionary to water plant chlorine residual testing and is 
very dynamic as the chlorine residuals change at different rates. 


l 



“Hydrant flushing is a necessary display of proper system maintenance/operation and should be looked upon 
favorably by everyone,” said Robert Bincsik, City of Flint Water Distribution and Sewer Maintenance 
Supervisor. “After all, hydrants are one of the only visible parts of a water distribution system and serve as a 
way to visually monitor the system.” 


-END- 


-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 

j).Qre.nz@c!tyoffllot.com 
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Jason Lorenz 
Public Information Officer 
(810) 237-2039 
jlorenz@cityofflint.com 


For Immediate Release 

Fire Hydrant Flushing Scheduled to Occur in Areas of the City of Flint 
Beginning Friday, September 26, 2014 

Flint, Michigan - September 25, 2014- The City of Flint’s Water Service Center will be doing 
fire hydrant flushing throughout the city beginning on Friday, September 26, 2014 that 
will continue throughout the weekend. The hydrant flushing is a part of regular 
maintenance designed to enhance the circulation of water in the system and a part of 
the city’s effort to provide high quality water to its residents and businesses. This 
activity is expected to continue throughout the Fall in various parts of the City and will 
have no effect on water usage by residents and businesses. 

Residents in the areas where flushing is taking place should expect to see activity by 
City crews and signs marking open hydrants. "There will be ongoing hydrant flushing as 
needed and all hydrants in the city will be flushed within the next several weeks,” said 
Utilities Administrator Daugherty Johnson. “If you see a hydrant with a barricade on it 
we are aware of it running and its part of the normal safe operation of a large municipal 
drinking water system." 

-CONTINUE- 

City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 
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OFFICE OF EMERGENCY MANAGER 
DARNELL EARLEY 

ICMA-CM, MPA 

Water distribution systems commonly flush hydrants in an effort to reduce retention 
times within the system. This coupled with constant sampling ensures high quality water 
to the customer and helps to avoid any future boil water notices. The flushing going on 
currently is reactionary to water plant chlorine residual testing and is very dynamic as 
the chlorine residuals change at different rates. 

“Hydrant flushing is a necessary display of proper system maintenance/operation and 
should be looked upon favorably by everyone,” said Robert Bincsik, City of Flint Water 
Distribution and Sewer Maintenance Supervisor. “After all, hydrants are one of the only 
visible parts of a water distribution system and serve as a way to visually monitor the 
system.” 


-END- 


City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 




From: 

Sent: 

Subject: 

Attachments: 


Jason Lorenz <jlorenz@cityofflint.com> 

Wednesday, October 15, 2014 5:12 PM 

PRESS RELEASE: Water Main & System Repairs 

Water Map 10.15.2014.pdf; Water Main Repairs 10.15.14.pdf 


MEDIA AVAILABILITY FOR QUESTIONS AND COMMENTS WILL BE 9:00AM, 
THURSDAY OCTOBER 16, 2014. PLEASE CONTACT THIS OFFICE TO CONFIRM. 


For Immediate Release 


Major Water Line Repairs Will Take Place in Robert T. Longway Blvd & Dort Hwy. 

Area, More Repairs to System Scheduled 


Flint, Michigan - October 15, 2014- The City of Flint’s Department of Public Works is working to repair a water 
main break in the area of Dort and Longway. That repair will be followed by more scheduled repairs to the 
system in the area which will begin on Saturday, October 1 8, 2014 and which should be completed by evening 
Sunday, October 19. The work being performed will result in improved operational control over a large 
transmission line running down Dort Hwy. which will include improving chlorine residuals in the southern 
portion of Flint. No residential customers are connected to this line; however, there will be a reduction of 
pressure to the system, which may cause low water pressure in the surrounding area. 


In accordance with DEQ regulations the City of Flint will be issuing a Boil Water Advisory for the area (see 
attached map) ONLY if residents lose water service during this 24 hour period. Residents who lose water 
service during that time should expect to use boiled water for 24 hours after service is restored based on 
testing. If residents in the area do not experience a loss of water service, then there is no need to boil 
water. Any residents who do experience a loss of water should call the Water Service Center at 810-766-7202 
between 8:00am and 4:00pm on Saturday to report the issue. 


l 



A Boil Water Advisory is restricted to drinking water and un-boiled water used for cooking. Once again, this is 
merely a precaution as no one in the affected area should be directly connected to the portion of the system 
being repaired. Low pressure and discoloration may occur for those in the area, but this is no cause for 
concern. The City of Flint asks that residents watch their local news station for announcement of the 
completion of repairs. 


A break in the sixteen inch water main was discovered a week ago and crews have since been examining the 
surrounding system. As a result of that examination, a number of valves in the area were identified as “long 
overdue” for replacement. “The valves we are replacing in this area have needed attention for quite some time,” 
said Flint Utilities Administrator Daugherty Johnson, “the fact that we now have the resources and planning to 
perform this work is a tremendous benefit for the entire City.” 


All of the scheduled work taking place is part of an ongoing, broader plan to examine different sections of the 
water system citywide for needed repairs and upgrades. Upgrading critical infrastructure such as the water 
system is a key part of the City’s Strategic Plan, which is directly guided by the Master Plan, and part of the 
City’s commitment to deliver the highest quality water possible. 


- ATTACHMENT (Affected Area Shaded)- 
-END- 


-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 

1lorenz@cit y offlintxom 
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Jason Lorenz 
Public Information Officer 
(810) 237-2039 
jlorenz@cityofflint.com 


For Immediate Release 

Major Water Line Repairs Will Take Place in Robert T. Longway Blvd & 
Dort Hwy. Area, More Repairs to System Scheduled 


Flint, Michigan - October 15, 2014- The City of Flint’s Department of Public Works is 
working to repair a water main break in the area of Dort and Longway. That repair will 
be followed by more scheduled repairs to the system in the area which will begin on 
Saturday, October 18, 2014 and which should be completed by evening Sunday, 
October 19. The work being performed will result in improved operational control over a 
large transmission line running down Dort Hwy. which will include improving chlorine 
residuals in the southern portion of Flint. No residential customers are connected to this 
line; however, there will be a reduction of pressure to the system, which may cause low 
water pressure in the surrounding area. 


In accordance with DEQ regulations the City of Flint will be issuing a Boil Water 
Advisory for the area (see attached map) ONLY if residents lose water service during 
this 24 hour period. Residents who lose water service during that time should expect to 
use boiled water for 24 hours after service is restored based on testing. If residents in 
the area do not experience a loss of water service, then there is no need to boil water. 

-CONTINUE- 

City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 





CITY OF FLINT 

OFFICE OF EMERGENCY MANAGER 
DARNELL EARLEY 

ICMA-CM, MPA 

Any residents who do experience a loss of water should call the Water Service Center 
at 810-766-7202 between 8:00am and 4:00pm on Saturday to report the issue. 

A Boil Water Advisory is restricted to drinking water and un-boiled water used for 
cooking. Once again, this is merely a precaution as no one in the affected area should 
be directly connected to the portion of the system being repaired. Low pressure and 
discoloration may occur for those in the area, but this is no cause for concern. The City 
of Flint asks that residents watch their local news station for announcement of the 
completion of repairs. 

A break in the sixteen inch water main was discovered a week ago and crews have 
since been examining the surrounding system. As a result of that examination, a 
number of valves in the area were identified as “long overdue” for replacement. “The 
valves we are replacing in this area have needed attention for quite some time,” said 
Flint Utilities Administrator Daugherty Johnson, “the fact that we now have the 
resources and planning to perform this work is a tremendous benefit for the entire City.” 

All of the scheduled work taking place is part of an ongoing, broader plan to examine 
different sections of the water system citywide for needed repairs and upgrades. 
Upgrading critical infrastructure such as the water system is a key part of the City’s 
Strategic Plan, which is directly guided by the Master Plan, and part of the City’s 
commitment to deliver the highest quality water possible. 

- ATTACHMENT (Affected Area Shaded)- 

City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 
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-END- 

City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 














From: 

Sent: 

Subject: 

Attachments: 


Jason Lorenz <jlorenz@cityofflint.com> 

Thursday, October 16, 2014 2:14 PM 

PRESS RELEASE: Statement on GM Water Agreement 

GM.Water.Agreement.Statement.pdf 


For Immediate Release 


Water Issues for General Motors are Not Issues for Residents 


Flint, Michigan - October 16, 2014 ~ The City of Flint is committed to ensuring that all Flint residents have safe 
quality drinking water. That is why we recently reached an agreement with General Motors to allow the 
company to temporarily use Flint Township as a water source for their manufacturing needs. 


The City of Flint uses chloride as an important component in making water safe for drinking, but that can cause 
problems for GM’s machining work. The agreement comes after GM raised concerns about chloride levels in 
Flint’s treated water. 


This temporary switch is needed to allow GM to use water that does not have the same level of treatment 
provided for high quality drinking water. This ensures that Flint residents will continue to have safe quality 
drinking water but minimizes the impact on GM’s machining work. City officials continuously test drinking 
water to ensure quality. 


-END- 


-Jason Lorenz 
Public Information Officer 
City of Flint 


i 



( 810 ) 237-2039 
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Jason Lorenz 
Public Information Officer 
(810) 237-2039 
jlorenz@cityofflint.com 


For Immediate Release 

Water Issues for General Motors are Not Issues for Residents 

Flint, Michigan - October 16 , 2014 - The City of Flint is committed to ensuring that all Flint 
residents have safe quality drinking water. That is why we recently reached an 
agreement with General Motors to allow the company to temporarily use Flint Township 
as a water source for their manufacturing needs. 

The City of Flint uses chloride as an important component in making water safe for 
drinking, but that can cause problems for GM’s machining work. The agreement comes 
after GM raised concerns about chloride levels in Flint’s treated water. 

This temporary switch is needed to allow GM to use water that does not have the same 
level of treatment provided for high quality drinking water. This ensures that Flint 
residents will continue to have safe quality drinking water but minimizes the impact on 
GM’s machining work. City officials continuously test drinking water to ensure quality. 

-END- 


City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.cityofflint.com 



From: 

Murray, David (GOV) 

Sent: 

Thursday, February 12, 2015 4:52 PM 

To: 

Fonger, Ronald 

Cc: 

Hollins, Harvey (GOV) 

Subject: 

RE: contact for Harvey Hollins' office 

Hi Ron, 



Director Hollins and Pastor Harris did speak yesterday, and they continue to engage in discussions about the Flint water 
issue. Everyone wants Flint residents to have dean, safe water. All parties to the discussions are gathering information 
about a variety of available options. There have been passionate and productive talks, and they will continue. 


Dave 


From: Fonger, Ronald [mailto:RFQNGERltSmiive,com] 

Sent: Thursday, February 12, 2015 4:10 PM 
To: Murray, David (GOV) 

Subject: RE: contact for Harvey Hollins' office 


Ok thanks dave 


From: Murray, David (GOV) rmaijto:Mu i TavDl@michiaan.QOvl 

Sent: Thursday, February 12, 2015 3:52 PM 
To: Fonger, Ronald 

Subject: RE: contact for Harvey Hollins' office 

Hi Ron, 

Sorry for the delay, will have something for you shortly. 


From: Fonger, Ronald [ maiito: RFONGERl@miive.com1 

Sent: Thursday, February 12, 2015 11:28 AM 
To: Murray, David (GOV) 

Subject: contact for Harvey Hollins' office 

Dave: 

I just spoke to Pastor Alfred Harris with Concerned Pastors for Social Action. 

He talked about a conference call yesterday with Harvey Hollins, and said Hollins has asked the cities of Flint and Detroit 
for information about the cost of supplying water to Flint. 

I tried to reach Brad Wurfel as a starting point on this but I'm not having any luck. Who should I be talking to at the state 
for information on this? 

Thanks, 


Ron Fonger 
Mlive Media Group 
Reporter 


l 



mobile BKlSEl 

email rfon^rl@mlive.coro 

address 540 S. Saginaw St. #101, Flint Ml 48502 
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From: 

Sent: 

Subject: 

Attachments: 


Jason Lorenz <jlorenz@cityofflint.com> 
Monday, February 16, 2015 6:21 PM 
PRESS RELEASE: Water Advisory Committee 
Water Advisory Committee Feb.2015.pdf 


For Immediate Release 


City of Flint to Form Water Advisory Committee from Members of the Community to 

Share Updates and Concerns 


Flint, Michigan - February 16, 2015 - In response to the recent concerns regarding water quality in the City of 
Flint, a water advisory committee of 40 citizens consisting of business owners, elected officials and members of 
various community organizations is being formed. The committee’s formation comes after the City hired the 
firm Veolia to provide an analysis of Flint’s water system as well as recommendations on actions to improve 
water quality. The purpose of the committee will be to provide the community with ongoing information on the 
City’s work to maintain a safe water supply and to improve quality. 

In addition to gathering information from the City to share during their interactions with the community, 
committee members will also be expected to share the concerns they receive from the community in order for 
those concerns to be addressed. Mayor Dayne Walling pointed out that the level of connection between the City 
and the community provided by the committee is an important step toward ensuring that the public is engaged 
in this ongoing issue. 

“Members of our community have concerns about the quality of their water, the costs associated with delivering 
it and the problems facing the infrastructure that brings it to them,” said Mayor Walling. “As we worked to 
address each of these areas in turn, keeping our residents, businesses and visitors informed on the progress 
being made and keeping a dialogue open to hear any new concerns is crucial.” 


All meetings by the Water Advisory Committee will be open to the public and will be held at easily accessible 
locations throughout the city. Meetings will be held on a regular basis as work continues at least until the City is 
receiving its water from the Karegnondi Water Authority, which is anticipated to be in 2016. 


l 



The first meeting is anticipated to be during the first week of March, 2015. Letters have been sent to prospective 
members and confirmation is expected to be received by Friday, February 20, 2015. Any group who has not 
received an invitation and who would like to have a member participate can send a request to 

may or @,c i ty offli nt. . com. 

A second, smaller group of experts in various areas surrounding water is also being formed. The Technical 
Advisory Committee will consist of members from the areas of health, government, industry, education and 
scientific research. That group will be announced later this week. 

Groups and designated individuals asked to join the Water Advisory Committee: 


Flint City Council President 
Chair Public Works Cmte. 

Concerned Pastors for Social Action 

Flint & Genesee Chamber of Commerce 

Flurley Medical Center 

McLaren Flint 

Genesys Health System 

The United Way 

Big Brothers Big Sisters 

Flint Community Schools 

Genesee County Commissioner 

Genesee County Medical Society 

Kettering University 


Mott Community College 
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U of M Flint 


Consumers Energy 
Flint River Watershed Coalition 
Hamilton Community Health Network 
Tenacity Brewing (owner/city resident) 
Master Plan Infrastructure team 
Genesee County Drain Commissioner 
The Torch (owner/city resident) 

Flint Area Congregations Together 
Flint Neighborhoods United 
State Rep. Phil Phelps 
State Rep. Sheldon Neeley 
State Senator Jim Ananich 
Governor's Office 
U.S. Rep. Dan Kildee 
COGIC Alliance 

Flint Downtown Small Business Assoc. 
Genesee Landlords' Assoc. 

Brennan Senior Center 
Hasselbring Senior Center 


Valley Area Agency on Aging 


3 



The Salvation Army 


Catholic Charities of Shiawassee and Genesee Counties 
Genesee County Health Dept. 


-END- 


-Jason Lorenz 
Public Information Officer 
City of Flint 
( 810 ) 237-2039 

llQrenz@cjtyMf[int,com 
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(810) 237-2039 

For Immediate Release 

City of Flint to Form Water Advisory Committee from Members of the 
Community to Share Updates and Concerns 

Flint, Michigan - February 16, 2015- In response to the recent concerns regarding water 
quality in the City of Flint, a water advisory committee of 40 citizens consisting of business 
owners, elected officials and members of various community organizations is being 
formed. The committee’s formation comes after the City hired the firm Veolia to provide 
an analysis of Flint’s water system as well as recommendations on actions to improve 
water quality. The purpose of the committee will be to provide the community with ongoing 
information on the City’s work to maintain a safe water supply and to improve quality. 

In addition to gathering information from the City to share during their interactions with 
the community, committee members will also be expected to share the concerns they 
receive from the community in order for those concerns to be addressed. Mayor Dayne 
Walling pointed out that the level of connection between the City and the community 
provided by the committee is an important step toward ensuring that the public is engaged 
in this ongoing issue. 

“Members of our community have concerns about the quality of their water, the costs 
associated with delivering it and the problems facing the infrastructure that brings it to 
them,” said Mayor Walling. “As we worked to address each of these areas in turn, keeping 
our residents, businesses and visitors informed on the progress being made and keeping 
a dialogue open to hear any new concerns is crucial.” 

-CONTINUE- 

City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.citvofflint.com 





All meetings by the Water Advisory Committee will be open to the public and will be held 
at easily accessible locations throughout the city. Meetings will be held on a regular basis 
as work continues at least until the City is receiving its water from the Karegnondi Water 
Authority, which is anticipated to be in 2016. 

The first meeting is anticipated to be during the first week of March, 2015. Letters have 
been sent to prospective members and confirmation is expected to be received by Friday, 
February 20, 2015. Any group who has not received an invitation and who would like to 
have a member participate can send a request to mayor@cityoffjint.com . 

A second, smaller group of experts in various areas surrounding water is also being 
formed. The Technical Advisory Committee will consist of members from the areas of 
health, government, industry, education and scientific research. That group will be 
announced later this week. 

Groups and designated individuals asked to join the Water Advisory Committee: 


Flint City Council President 


Chair Public Works Cmte. 


Concerned Pastors for Social Action 


Flint & Genesee Chamber of Commerce 


Hurley Medical Center 


Flint Community Schools 
Genesee County Commissioner 
Genesee County Medical Society 
Kettering University 
Mott Community College 


McLaren Flint 


U of M Flint 


Genesys Health System 
The United Way 
Big Brothers Big Sisters 


Consumers Energy 


Flint River Watershed Coalition 


Hamilton Community Health Network 


-CONTINUE- 
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1 101 S. Saginaw Street - Flint, Michigan 48502 
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Tenacity Brewing (owner/city resident) 
Master Plan Infrastructure team 
Genesee County Drain Commissioner 
The Torch (owner/city resident) 

Flint Area Congregations Together 
Flint Neighborhoods United 
State Rep. Phil Phelps 
State Rep. Sheldon Neeley 
State Senator Jim Ananich 
Governor's Office 
U.S. Rep. Dan Kildee 


COGIC Alliance 

Flint Downtown Small Business Assoc. 
Genesee Landlords' Assoc. 

Brennan Senior Center 
Hasselbring Senior Center 
Valley Area Agency on Aging 
The Salvation Army 

Catholic Charities of Shiawassee and 
Genesee Counties 

Genesee County Health Dept. 


-END- 


City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.citvofflint.com 





From: 

Sent: 

To: 

Subject: 

Attachments: 


Gerald Ambrose <gambrose@cityofflint.com > 

Wednesday, February 18, 2015 5:01 PM 

Hollins, Harvey (GOV); Workman, Wayne (TREASURY); Byrne, Randall (Treasury); 
Koryzno, Edward (Treasury); Widigan, Robert (TREASURY); Saxton, Thomas (Treasury) 
Fwd: Copy of Presentation 

Flint Public Works Committee Interim Report V6 - Final. pptx 


Veolia presentation... interim report 

Forwarded message 

From: "Nicholas, Robert" < ro bert . nicho i as@, veo i ia . com > 

Date: Feb 18, 2015 4:03 PM 
Subject: Copy of Presentation 

To: <j lorenz @ cit yo ff3.int . corn>. "Elizabeth Murphy" <entur phy i' a! cit v ofiTlnt.coni>. "Howard Croft" 
<hcroft @c it y offlint . com>. " uantbrose @ cif y onlirH.com" < gambrose@cityofflint.com> 

Cc: 

Good Afternoon 

You will find attached a copy of the presentation for this afternoon. 


Rob Nicholas 

Vice President, Development 
Municipal St Commercial Business 


tel 

M 859 582 0104 


5071 Endview Pass / BrooksviUe, FL 34601 
Robert, Nicholas@veolia.com 
www.veoNanorlhamerjca.com 



Confidentiality Note: This e-mail message and any attachments to it are intended only for the named recipients and may contain legally priviledged 
and/or confidential information. If you are not one of the intended recipients, please do not duplicae or forward this e-mail message and immediately 
delete it from your computer. 
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City Council Public Works Committee 

Interim Water Quality Report 


Weekl 


Week 2 

o Provide a review of current 


o Carry out more detailed study 

actions 


of initial findings 

o Engage staff, visit facilities 

i |x \ 

o Make recommendations for 

and analyze data 

: - 

Improving water quality 

o Make interim report 


o Provide a plan, cost and 
schedule for change 


Items of Note 

• Not in scope - studying why the change from DWSD or the history of the utility 

• What we found - A very frustrated community and a staff trying to solve the problem, 
having some success but frustrated with the pace of change 


© February 18, 2015 Flint Public Works Committee 


2 





Everybody Is Checking the Safety of Water 


oCity, state, news media, universities and 
other groups 

oSafe = compliance with state and federal 

standards and required testing 

o Latest tests show water is in compliance with 
drinking water standards 

o Monthly report available on web page 

oMore than 20,000 tests required annually 
for city 

o Strict testing requirements in place (what 
and how to test) 





oTTHM is formed as a result of the reaction between chlorine 
and organic material in the water 

o City is required to test quarterly at 8 sites 

o Last summer, several sites had more TTHM than allowed 

oCity has reduced levels of TTHM and now all sites are in 
compliance 

o Customer notification letters are required until tests are in 
compliance an average of four quarters 

o It will take at least 2 more quarters to lower average 

o Even a change to DWSD water doesn’t solve problem 

o Flint is not alone - hundreds of communities are facing 
TTHM issues 


© February 18, 2015 Flint Public Works Committee 
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o Old cast iron pipes 

o Always has been some 
discolored water problems ■ 
mostly after water breaks 

o Efforts to reducing TTHM 
didn’t help discoloration 

o Doesn’t mean the water is 
unsafe but it is not appealing 
and raises questions 

o City will test the water at 
your home - call 787-6537 
or email 

flintwater@cityofflint.com 

o Tracking customer 
complaints is important 


Location of water quality complaints 
The last 12 months - fewer than you think 


W Stewart; 


: Swarf/ Creefc: 






o Adjust the chemicals being fed - 
stop some, increase some and 
change some 

o Provide better monitoring of water 
quality to help make adjustments 

o Continue repair or replacement of 
broken parts 

o Reduce the over capacity of the 
distribution system 

o Do a better job explaining what is 
happening 

o Do a better job of asking for help 


February 18, 2016 Flint Public Works Committee 
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o Water plant improvements 

o Optimize chemical dosages 
o Consider different chemicals 

o Change dosing points 
o Install granulated activated carbon 
o Complete plant upgrades 
o Implement best mgt practices 

o Distribution system 
improvements 

o Fix broken valves 
o Ask for customer feedback 
o Reduce tank storage 
o Target line flushing 
o Run a hydraulic model 

o Better communication with 
customers 

o Engage advisory committees 
o More accessible utility 
o Make it easy to access information 
o Better customer communication 


© February 18, 2015 Flint Public Works Committee 
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Optimize Plant Processes 



ferric chloride 



anionic polymer 




Test each unit to find the best 
combination of chemical & dosage 
Compare combined process to 
industry benchmarks for water quality 
Use models to predict results for 
TTHM, Chlorine Levels and Corrosion 


pt \ 'p 


carbon dioxide 


chlorine 


fluoride j 
chlorine 





Complete Plant Construction & Re Prioritize Capital 



o Complete water plant renovation 

o Target SCADA and instrumentation in 
plant 

o Speed up valve turning contract 
& provide money for 
replacements 

o Speed up hydraulic model update 
to reduce tank volume 

o Evaluate installing of granulated 
activated carbon on filters 


Weather can impact timing 



Digging up a water valve for repair 
Need good weather to start 


© February 18, 2015 Flint Public Works Committee 



Implement Best Management Practices 


Activities to Help Operators 


Maintain Good Water Qualit 


o Process Control 
Management Plan 

o Lab QA/QC Program 

o Computerized Maintenance 
Management System 

o Asset Management System 

o Training and Certification 
Program 

o Vulnerability Plan 


o Speed up flow of water from 
plant to homes - 2 weeks 
plant to house 

o Find closed valves & open them 
o Replace broken valves 
o Update hydraulic model 

o Reduce system storage 

o Track customer complaints 

o Test customer water 

o Spot flush hydrants to clean areas 
of stagnant water in the system 


Flushing out discolored water 



Q February 18, 2015 Flint Public Works Committee 
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Develop a proactive customer communication plan 


o Create advisory committees to help direct efforts and improve flow 
of information 

o Establish a single point of contact to manage all water quality 
complaints 

o Provide additional customer service training to staff 

o Expand neighborhood and community outreach 

o Change monthly billing statements from card to envelope with 
information 


© February 18, 2016 Flint Public Works Cor e 



Example - Communicate in the field 


We are conducting our annual flushing program to enhance your 
water quality and clean the distribution system, 

DC Water crews will be flushing hydrants in your area 
i 0:00 p.m. to 6:30 a.m. on the following dates: 


through 


50 


* Your water supply will not be shut off during hydrant flushing. 

* You may notice slight water discoloration or low water pressure, 

* During this time, customers can continue normal water usage, 
including drinking, bathing and laundry (unless water is discolored). 

If ) :■ , co Sored water during this period; 


Provide field crews with additional 
communications tools to use fb 
address questions or concerns 

from the public 

Create door hangers, flyers, or yard signs 
to notify neighborhoods about main 
breaks, hydrant flushing, or system 
maintenance that may affect the public 
Create a business card or other contact 
card with the name and phone number of 
the single point of contact with the 
Department of Public Works who is 
managing information flow 

*sample door hanger provided by DC 
Water & Sewer Authority 
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Clear, concise information is key 


Addressing Flint's Water Concerns: Water System Questions 
. ^ 


Simplify the reports on the web 

page dedicated to addressing 

water system questions 

Create a single-page , easy to understand 
report for the public 

Use charts or provide other examples to 
demonstrate water quality testing and 
system or treatment plant improvements 
underway 

Provide name, phone number and email 

address for identified point of contact so 
customers can request more information 

Continue to provide Monthly Operation 

Report and Water Quality Report Summary 
for those customers interested in more 
technical information 
Use site to provide additional notice of 
field work that may impact customers 




Q . Search 


cmrioswiss visitors 
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Weekl 


Week 2 

o Provide a review of current 


o Carry out more detailed study 

actions 


of initial findings 

o Engage staff, visit facilities 

nummum : :: : :: : : : :: : ::: : : ::: : ::: ■; 

o Make recommendations for 

and analyze data 

V 

Improving water quality 

o Make interim report 


o Provide a plan, cost and 
schedule for change 
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REMEMBER 

We just started. Might not have an answer yet to your question 

o When will water improve - The water has improved with 
current actions. More changes will occur over weeks and 
months because of safety reviews 

o Date of next update and final report - An update will be 
provided next week and a report the following week. 

oTime frame for implementing recommendations - The 

City is already started. Others a few days and some weeks 
or months due to State approval being required or weather. 

o Cost of changes - Don’t know yet but we are aware of the 
financial concerns 


© February 18, 201S Flint Public Works Committee 
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o How are TTHM formed - It’s the reaction of chlorine to 
organics (leafs, dirt) in the water. 

o How to reduce TTHM - Reduce organics before introducing 
chlorine and shorten time chlorine has to react with the 
organics 

o What causes discoloration - Older lines, the iron parts of 
the system will leach iron into the water causing the 
discoloration. Other times its just air built up. 

o Why no discoloration with DWSD - There was. Flint had 
a bad time with breaks of old line and is doing lots of 
construction. This stirred up the water and caused 
discoloration. 


Q 




o Can you test my water - The city will test your water for 
free. But, only 2 of 20 people have taken the city up on the 
offer since it began offering the service. 

o Medical problems - Some people may be sensitive to any 
water. Talk to your doctor. The City is communicating with the 
medical community. 

o Confidence that future problems will be avoided - 

Recommendations will include putting programs in place to 
better respond to water changes and assure quality 


© February 18, 2015 Flint Public Works Committee 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Elizabeth Murphy <emurphy@cityofflint.com > 
Thursday, February 19, 2015 9:49 AM 
Hollins, Harvey (GOV) 

Gerald Ambrose; Workman, Wayne (TREASURY) 
Flint Water Cost Analysis 
DWSD Switch Impact (2).xlsx 


Mr. Hollins, 

Jerry Ambrose asked me to respond to your request for more information on the Flint water cost analysis chart 
which you sent him yesterday. Please see the attached chart; it contains an added analysis by Jerry. The sections 
for which you asked for data can not be provided as we don't calculate prices in the manner you are comparing. 

Jerry's chart clearly represents what Flint has been talking about - a major increase in water rates would be 
necessary to pay the additional charge to purchase DWSD water. 


Liz Murphy 

Assistant to the Emergency Manager 
City of Flint 
810 237 2025 
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c 

D 

Current Operations 


Monthly 

Annual 

71,594 

859,128 


E 

F 

DWSD Reconnect 


Monthly 

Annual 

71,594 

859,128 


G 

H 

Impact on Switch to DWSD on 
the FY 15 Flint Budgeted Water 
Revenue Set at $37,000,000 

% Rate Increase 
needed to adjust to 
DWSD Switch 



Price Per MCF 


Cost of Water Usage per MCF 


Fixed Charge/Month 


Flint Incremental Cost of Treatment Plant 
Operation (to continue as a back-up only) 


Flint Set aside 


Flint Professional Services 


Cost of Water/Month Avg. 



250,000.00 $ 3,000,000.00 $ 


700,000.00 $ 8,400,000.00 | $ 


$3,083,333.33 $37,000,000.00 


nan 


12,818,189.76 

34.64% 

mumim 


22,978,589.76 

62.10% 

(239,587.00) $ 

(2,875,044.00) $ 

20,103,545.76 

54.33% 

BHin 


17,103,545.76 

46.23% 

iMin 


8,703,545.76 

23.52% 

WMm 1EI 


8,703,545.76 

23.52% 


Rate Increase if the New Fee Collection Level 
to Handle DWSD 

14 Additional Cost was $48,403,542 



11,403,542.00 



m 


System Cost 


Av Cost/ resident 




m 


Annual 

Monthly 

Annual 

Monthly 



EH 








na 

2015 Budgeted Revenues for Water 

$37,000,000 

$3,083,333 

$1,788 

$149 











m 









Add fixed charge for DWSD 

$10,160,400 

$846,700 






Add commodity charge from DWSD 

$12,818,190 

$1,068,182.50 





m 

Deduct cost for WTP water operations 

-$2,875,044 

$239,587 





m 

Deduct Flint Set aside 

-$3,000,000 

-$250,000 
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Deduct All Maintence and Improvement 
Costs* 

-$8,400,000 

-$700,000 





m 








m 

Additional Costs with DWSD 

$45,703,546 

$3,808,629 

$2,208.59 

$184.05 




Increase ($) 

$8,703,546 

$725,296 

$420.59 

$35.05 




lncrease(%) 

23.52% 

23.52% 

23.52% 

23.52% 



m 








32 

* NOTE: DEDUCTING ALL MAINTENANCE AND 
IMPROVEMENT COSTS IS UNREALISTIC AND 
FURTHER DEGRADES THE SYSTEM 



Given the note, this 
would likely be the 
minimum rates would 
need to be increased 









































































From: 

Sent: 

To: 

Subject: 


Gerald Ambrose <gambrose@cityofflint.com > 
Friday, February 20, 2015 1:17 PM 
Hollins, Harvey (GOV) 

Re: Flint Water Cost Analysis 


It would be interesting to back into the numbers that Harvey wants.... but I am assuming you or A1 can break up 
the $149 into fixed and commodity. 

On Fri, Feb 20, 2015 at 12:56 PM, Hollins, Harvey (GOV) <hQlfinsh @ -michlgan.gov> wrote: 


Ms. Murphy, 


Thank you. The calculations in the table was provided by treasury and i was seeking clarification, i am not a water 
expert, but I learned that typically, most rates have two components. 


1, Fixed-cost recovery charge 


This charge is based on the size of the water meter at the home or business. Most residential customers will 
have a meter between 5/B th 's of an inch and 1 inch. 


2. Consumption Charge 

This charge is based on the amount of water used. The rate for usage is determined by the distance and 
elevation of the home or business from the water source. 

MCF is used in many place for calculating rates; however, since Flint is currently not using this calculation, what are the 
cost components that make up the $149 avg. monthly charge to the resident? 


Best, 

Harvey 


l 



From: Elizabeth Murphy rmaiito:emurphy@cityoffHntxoml 

Sent: Thursday, February 19, 2015 9:49 AM 
To: Hollins, Harvey (GOV) 

Cc: Gerald Ambrose; Workman, Wayne (TREASURY) 
Subject: Flint Water Cost Analysis 


Mr. Hollins, 

Jerry Ambrose asked me to respond to your request for more information on the Flint water cost analysis chart 
which you sent him yesterday. Please see the attached chart; it contains an added analysis by Jerry. The sections 
for which you asked for data can not be provided as we don't calculate prices in the manner you are comparing. 


Jerry's chart clearly represents what Flint has been talking about - a major increase in water rates would be 
necessary to pay the additional charge to purchase DWSD water. 


Liz Murphy 

Assistant to the Emergency Manager 
City of Flint 
810 237 2025 
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From: 

Sent: 

To: 

Subject: 


Gerald Ambrose <gambrose@cityofflint.com > 
Friday, February 20, 2015 1:19 PM 
Hollins, Harvey (GOV); Elizabeth Murphy 
Fwd: Flint Water Cost Analysis 


Sorry, Harvey, message was meant for Liz Murphy so we can respond to your inquiry.. 

However, Liz is out until Monday. 

jerry 

Forwarded message 

From: Gerald Ambrose <gambrose @ ci ty offlint.com> 

Date: Fri, Feb 20, 2015 at f: 16 PM 

Subject: Re: Flint Water Cost Analysis 

To: "Hollins, Harvey (GOV)" <hollinsh @ imichig a n.g o v> 


It would be interesting to back into the numbers that Harvey wants.... but 1 am assuming you or A1 can break up 
the $149 into fixed and commodity. 

On Fri, Feb 20, 2015 at 12:56 PM, Hollins, Harvey (GOV) < hollinsh@mich.igan gov > wrote: 


Ms. Murphy, 


Thank you. The calculations in the table was provided by treasury and I was seeking clarification, I am not a water 
expert, but I learned that typically, most rates have two components. 


1, Fixed-cost recovery charge 

This charge is based on the size of the water meter at the home or business. Most residential customers will 
have a meter between 5/8*' s of an inch and 1 inch. 

2 , Consumption Charge 

This charge is based on the amount of water used. The rate for usage is determined by the distance and 
elevation of the home or business from the water source. 

MCF is used in many place for calculating rates; however, since Flint is currently not using this calculation, what are the 
cost components that, make up the $149 avg, monthly charge to the resident? 


Best, 


Harvey 
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From: Elizabeth Murphy [mailto:emurphv@cityoffijntxom l 

Sent: Thursday, February 19, 2015 9:49 AM 
To: Hollins, Harvey (GOV) 

Cc: Gerald Ambrose; Workman, Wayne (TREASURY) 
Subject: Flint Water Cost Analysis 


Mr. Hollins, 

Jerry Ambrose asked me to respond to your request for more information on the Flint water cost analysis chart 
which you sent him yesterday. Please see the attached chart; it contains an added analysis by Jerry. The sections 
for which you asked for data can not be provided as we don't calculate prices in the manner you are comparing. 


Jerry's chart clearly represents what Flint has been talking about - a major increase in water rates would be 
necessary to pay the additional charge to purchase DWSD water. 


Liz Murphy 

Assistant to the Emergency Manager 
City of Flint 
810 237 2025 
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From: Gerald Ambrose <gambrose@cityofflint.com > 

Sent: Friday, February 20, 2015 1:41 PM 

To: Hollins, Harvey (GOV) 

Cc: Elizabeth Murphy; Workman, Wayne (TREASURY) 

Subject: Re: Flint Water Cost Analysis 

Harvey, 

Quick response, subject to verification by Liz Murphy: 

Components of the average charge: 

$ 57.38 fixed-cost recovery charge 
$ 91.63 consumption charge 
$149.01 

Consumption charge based on 7 units of water @$13.09 per unit 
1 unit = 748 gallons of water 

There may be a way to convert a unit into an MCF, but I do not know it. 

Jerry 

On Fri, Feb 20, 2015 at 12:56 PM, Hollins, Harvey (GOV) <hollinsh @ m iehig a n. go v> wrote: 

Ms, Murphy, 

Thank you. The calculations in the table was provided by treasury and I was seeking clarification. I am not a water 
expert, but I learned that typically, most rates have two components. 


1, Fixed-cost recovery charge 

This charge is based on the size of the water meter at the home or business. Most residential customers will 
have a meter between 5/8 :h 's of an inch and 1 inch. 

2, Consumption Charge 

This charge is based on the amount of water used. The rate for usage is determined by the distance and 
elevation of the home or business from the water source. 

MCF is used in many place for calculating rates; however, since Flint is currently not using this calculation, what are the 
cost components that make up the S149 avg. monthly charge to the resident? 


l 



Best 


Harvey 


From: Elizabeth Murphy [mailtQ:emurphy@cltvQfnintcorn] 

Sent: Thursday, February 19, 2015 9:49 AM 
To: Hollins, Harvey (GOV) 

Cc: Gerald Ambrose; Workman, Wayne (TREASURY) 
Subject: Flint Water Cost Analysis 


Mr. Hollins, 

Jerry Ambrose asked me to respond to your request for more information on the Flint water cost analysis chart 
which you sent him yesterday. Please see the attached chart; it contains an added analysis by Jerry. The sections 
for which you asked for data can not be provided as we don't calculate prices in the manner you are comparing. 


Jerry's chart clearly represents what Flint has been talking about - a major increase in water rates would be 
necessary to pay the additional charge to purchase DWSD water. 


Liz Murphy 

Assistant to the Emergency Manager 
City of Flint 
810 237 2025 
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From: 

Liz Murphy <emurphy@cityofflint.com > 

Sent: 

Friday, February 20, 2015 2:48 PM 

To: 

Gerald Ambrose 

Cc: 

Hollins, Harvey (GOV); Workman, Wayne (TREASURY) 

Subject: 

Re: Flint Water Cost Analysis 


Please verify this with A1 Mooney - $147 average charge is 
for water and sewer. Both have fixed and commodity charges. 

Liz 

Sent from my iPhone 

On Feb 20, 2015, at 1:40 PM, Gerald Ambrose <gambrose @ cit v oiIli nt . eom> wrote: 
Harvey, 

Quick response, subject to verification by Liz Murphy: 

Components of the average charge: 

$ 57.38 fixed-cost recovery charge 
$ 91.63 consumption charge 
$149.01 

Consumption charge based on 7 units of water @$13.09 per unit 
1 unit = 748 gallons of water 

There may be a way to convert a unit into an MCF, but I do not know it. 
Jerry 


On Fri, Feb 20, 2015 at 12:56 PM, Hollins, Harvey (GOV) <holl in sh@mi cb i gan . go v> wrote: 

Ms. Murphy, 

Thank you. The calculations in the table was provided by treasury and 1 was seeking clarification, i am 
not a water expert, but i learned that typically, most rates have two components. 


1. Fixed-cost recovery charge 


This charge is based on the size of the water meter at the home or business. Most residents 
customers wilt have a meter between 5/8 tn 's of an inch and 1 inch. 


2, Consumption Charge 


l 



This charge is based on the amount of water used. The rate for usage is determined by the 
distance and elevation of the home or business from the water source. 


MCF is used in many place for calculating rates: however, since Flint is currently not using this 
calculation, what are the cost components that make up the $149 avg. monthly charge to the resident? 


Best. 

Harvey 


From: Elizabeth Murphy r mailt.o:emurphv@cit.voffiintcoml 

Sent: Thursday, February 19, 2015 9:49 AM 
To: Hollins, Harvey (GOV) 

Cc: Gerald Ambrose; Workman, Wayne (TREASURY) 
Subject: Flint Water Cost Analysis 


Mr. Hollins, 

Jerry Ambrose asked me to respond to your request for more information on the Flint water cost 
analysis chart which you sent him yesterday. Please see the attached chart; it contains an added 
analysis by Jerry. The sections for which you asked for data can not be provided as we don't 
calculate prices in the manner you are comparing. 


Jerry's chart clearly represents what Flint has been talking about - a major increase in water rates 
would be necessary to pay the additional charge to purchase DWSD water. 


Liz Murphy 


2 



Assistant to the Emergency Manager 


City of Flint 
810 237 2025 
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From: 

Liz Murphy <emurphy@cityofflint.com > 

Sent: 

Friday, February 20, 2015 2:56 PM 

To: 

Hollins, Harvey (GOV) 

Cc: 

Gerald Ambrose; Workman, Wayne (TREASURY) 

Subject: 

Re: Flint Water Cost Analysis 


You are off by a factor of 10 1 unit= lccf= 748 gal. 1 mcf = 100 ccf. Approximately I don't have info in front of me. 

Sent from my iPhone 

> On Feb 20, 2015, at 2:46 PM, "Hollins, Harvey (GOV)" < honinsh@niichigan.gov > wrote: 

> 

> Jerry, 

> Thank you very much. I believe 1MCF equals 7480 gallons of water. If that is true then 10 units = 1 MCF. 

> Best, 

> Harvey 

> 

> On Feb 20, 2015, at 1:40 PM, Gerald Ambrose < gambrose@cityoff!int.corrKmaiito:gambrose@citvoffiint.com » wrote: 

> 

> Harvey, 

> 

> Quick response, subject to verification by Liz Murphy: 

> 

> Components of the average charge: 

> 

> $ 57.38 fixed-cost recovery charge 

> $ 91.63 consumption charge 

> $149.01 

> 

> Consumption charge based on 7 units of water @$13.09 per unit 

> 

> 1 unit = 748 gallons of water 

> 

> There may be a way to convert a unit into an MCF, but I do not know it. 

> 

> Jerry 

> 

> 

> On Fri, Feb 20, 2015 at 12:56 PM, Hollins, Harvey (GOV) < hoilinsh@michigan.gov<m3iltQ:holiinsh@michigan.gov » 

wrote: 

> Ms. Murphy, 

> Thank you. The calculations in the table was provided by treasury and I was seeking clarification. I am not a water 
expert, but I learned that typically, most rates have two components. 

> 

> 1. Fixed-cost recovery charge 

> 

> This charge is based on the size of the water meter at the home or business. Most residential customers will have a 
meter between 5/8th's of an inch and 1 inch. 


l 



> 

> 2. Consumption Charge 

> 

> This charge is based on the amount of water used. The rate for usage is determined by the distance and elevation of 
the home or business from the water source. 

> MCF is used in many place for calculating rates; however, since Flint is currently not using this calculation, what are the 
cost components that make up the $149 avg. monthly charge to the resident? 

> 

> Best, 

> Flarvey 

> 

> 

> 

> 

> 

> 

> 

> From: Elizabeth Murphy [m3iito:emurphv@cityofflint.coml 

> Sent: Thursday, February 19, 2015 9:49 AM 

> To: Hollins, Flarvey (GOV) 

> Cc: Gerald Ambrose; Workman, Wayne (TREASURY) 

> Subject: Flint Water Cost Analysis 

> 

> Mr. Hollins, 

> Jerry Ambrose asked me to respond to your request for more information on the Flint water cost analysis chart which 
you sent him yesterday. Please see the attached chart; it contains an added analysis by Jerry. The sections for which you 
asked for data can not be provided as we don't calculate prices in the manner you are comparing. 

> 

> Jerry's chart clearly represents what Flint has been talking about - a major increase in water rates would be necessary 
to pay the additional charge to purchase DWSD water. 

> 

> - 

> Liz Murphy 

> Assistant to the Emergency Manager 

> City of Flint 

> 810 237 2025 

> 
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From: Koryzno, Edward (Treasury) 

Sent: Wednesday, February 25, 2015 4:35 PM 

To: Hollins, Harvey (GOV) 

Subject: Flint water advisory committee formed by mayor, emergency manager | MLive.com 


http://wyvw.mlive.eom/news/fiint/index.ssf/2Q15/Q2./40-member citizen water commithtml 


Sent from my iPad 


l 



From: 

Murray, David (GOV) 

Sent: 

Thursday, March 05, 2015 1:00 PM 

To: 

Wurfel, Brad (DEQ) 

Cc: 

Hollins, Harvey (GOV) 

Subject: 

Flint water 


Hi Brad and Harvey, 

Jarrod asked me to touch base and see if there is an update on the Flint water and filters plan. 
Thanks! 

Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

IViijrrayDlcSrnid'iiaari.aov 

517-335-6397, office 



Twitter:@michigandmurray 
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From: 

Wurfel, Brad (DEQ) 

Sent: 

Thursday, March 05, 2015 1:01 PM 

To: 

Murray, David (GOV) 

Cc: 

Hollins, Harvey (GOV) 

Subject: 

RE: Flint water 


Got it halfway penned before the League of Condemnation Voters report card came up. I will have some information to 
Harvey this afternoon. Does Jarrod want to be copied? 
b 


From: Murray, David (GOV) 

Sent: Thursday, March 05, 2015 1:00 PM 
To: Wurfel, Brad (DEQ) 

Cc: Hollins, Harvey (GOV) 

Subject: Flint water 

Hi Brad and Harvey, 

Jarrod asked me to touch base and see if there is an update on the Flint water and filters plan. 
Thanks! 

Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
MurravDl jjSmidiigiin.gov 
517-335-6397, office 



Twitter:(S>michigandmurray 
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From: 

Sent: 

To: 


Clayton, Stacie (GOV) 

Friday, March 06, 2015 2:05 PM 

Hollins, Harvey (GOV); ‘Gerald Ambrose'; ‘Maxine Murray'; Thelen, Mary Beth (DEQ); 
Wurfel, Brad (DEQ); Devereaux, Tracy Jo (DEQ); Busch, Stephen (DEQ); 'Natasha 
Henderson'; Shekter Smith, Liane (DEQ) 

Subject: Flint Water Meeting 

Attachments: SomnioGlobal_Ozone disinfection technology.pdf 

Greetings All, 

Attached is a brief overview of the information to be presented on Monday at the 1 :00pm meeting with 
Steve Linder of the Sterling Corporation regarding Flint Water. The meeting will be held at the 
Sterling Corporation’s offices on 106 W. Allegan, Ste. 2 in Lansing. I have sent the appointment and 
here are the list of attendees: 

Harvey Hollins, Director, Governor’s Office of Urban and Metropolitan Initiatives 
Gerald Ambrose, Flint Emergency Manager 
Natasha Henderson, Flint, City Manager 

Liane Shekter Smith, Chief, Office of Drinking Water and Municipal Assistance (DEQ) 

Stephen Busch, Office of Drinking Water and Municipal Assistance (DEQ) 

Brad Wurfel, Director of Communications (DEQ) 

Please let me know if you have any questions, thank you. 

Stacie 

Stacie Clayton, Assistant Director 
Harvey Hollins III, Director 

Governor’s Office of Urban and Metropolitan Initiatives 
3044 West Grand Boulevard, Ste. 14-650 
Detroit, Ml 48202 
313.456.4994 (office) 

davtons3@michigan.ciov 




Today about 98% of water treatment facilities in the U.S. use some form of chlorine to disinfect 
drinking water supplies. It is a cost effective method for destroying potentially harmful bacteria 
and viruses. However, chlorine’s ability to interact with organic compounds in water leads to 
trihalomethanes (THMs) formation. Especially, river or lake water with high level of organic 
matter require heavy chlorination to combat high level of bacteria, resulting in dangerous levels 
of THMs and bad smell. THMs, when ingested can encourage the growth of free radicals that 
can destroy or damage vital cells in the body. Besides cancer, exposure to THMs has been 
linked to other health issues including asthma, eczema, heart disease and higher miscarriage 
and birth defect rates. Further, high level of chlorine also poses serious risk to the aging 
infrastructure. 

Chemical free water disinfection technologies such as UV light and ozone have long been 
recognized to be much safer than chlorination, however, their high cost has prevented wider 
adoption. The basic mechanism of ozone 
generation and disinfection is shown in 
the picture. Ozone has a high oxidation 
potential (much higher than chlorine) and 
a superior response time compared to 
other sanitizing products. Its high 
oxidizing potential enables ozone to break 
down organic matters that chlorine 
cannot. Some pollutants can only be 
oxidized by ozone. For example, Cryptosporidium Parvum, a drinking water pollutant, is 
resistant to most disinfectants, but is effectively destroyed by ozone. Most importantly, the 
emission from ozone is pure oxygen and it leaves no residues. 

UV light is a competing non-chemical sterilization technique. Intense UV rays break down the 
sensitive RNA and/or DNA of microorganisms, thus preventing the organism from reproducing. 
Ozone, on the other hand, oxidizes the microorganisms, thus destroying their cells completely. 
UV sterilization being a line of sight process, to be effective, one needs to remove most of the 
suspended matter prior to the treatment. In contrast, ozone oxidizes the soil or particulate 
matter, changing or destroying the chemistry of the soiling materials such as organic 
compounds. 

Despite the great benefits of ozone, its widespread adoption is limited due to the high total 
ownership cost of current commercial ozone generators. Somnio’s AiR 2 0 3 ™ ozone generator is 
a paradigm shift in ozone generation technology. The first and only commercial barrier less 
ozone generator eliminates the requirement of dielectric barriers and highly filtered dried oxygen 
(pure or enriched) supplies, which restrain current commercial ozone generators. This 
groundbreaking technology brings a market-competitive, robust, energy efficient, and scalable 
modular device that offers a financially attractive alternative with the capability of producing 
varying levels of ozone depending on the application at hand. 

Producing ozone cost effectively is only part of the greater story of the far reaching benefits of 
ozone. Applying ozone effectively for a given application requires careful and intelligent design, 
sensing and monitoring. In addition to its revolutionary AiR 2 0 3 ™ ozone generator, Somnio 
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collaborates with end users to provide complete and economical turnkey solutions. Somnio’s 
current in-house test plant incorporates all necessary safety features and automation. 



From: 

Thelen, Mary Beth (DEQ) 

Sent: 

Tuesday, March 17, 2015 4:52 PM 

To: 

Hollins, Harvey (GOV) 

Cc: 

Wyant, Dan (DEQ); Wurfel, Brad (DEQ); Clayton, Stacie (GOV); Sygo, Jim (DEQ) 

Subject: 

RE: City of Flint Information - Consultants 


Not that I’m aware of but I will double check with our staff that gave us the names. 
Thanks. 


Mary Beth 


Mary Beth Thelen 

Management Assistant to Director Dan Wyant 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 (new numbers) 
Fax: 517-241-7401 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, March 17, 2015 4:47 PM 
To: Thelen, Mary Beth (DEQ) 

Cc: Wyant, Dan (DEQ); Wurfel, Brad (DEQ); Clayton, Stacie (GOV); Sygo, Jim (DEQ) 

Subject: Re: City of Flint Information - Consultants 

Thank you. Has anyone from DEQ talked with them? Do they know I will be calling? 

Best, 

Harvey 

On Mar 17, 2015, at 9:54 AM, Thelen, Mary Beth (DEQ) <THELENA12@michigan.gov> wrote: 

Good Morning Harvey, 

The consultants listed below are working with Flint and are in the best position to 
recommend a water filter system. The locals should be asked to use their consultants to 
recommend a technology. 


Warren Green with Lockwood, Andrews & Newman, Inc. 
630 - 918-2494 

and 

Marvin Gnagy with Veolia North America 
419 - 450-2931 


i 



Thank you. 

Dan Wyant 
Director 


Mary Beth 
Mary Beth Thelen 

Management Assistant to Director Dan Wyant 

Department of Environmental Quality 

Constitution Hall, 6th Floor South 

Phone: 517-284-6712 or 284-6700 (new numbers) 

Fax: 517-241-7401 

Thelenm2@michigan.gQv 
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From: Wurfel, Brad (DEQ) 

Sent: Wednesday, March 18, 2015 8:10 AM 

To: Hollins, Harvey (GOV) 

Cc: Thelen, Mary Beth (DEQ); Wyant, Dan (DEQ); Clayton, Stacie (GOV); Sygo, Jim (DEQ) 

Subject: Re: City of Flint Information - Consultants 


Harvey, Steve Busch called them yesterday but the consultant said he'd already talked with you. 

Regardless, sounds like it was a good conversation in that it brings the city appropriately into the mix on this 
idea. 

Let us know what else you need. Thanks! 
b 

Sent from my iPhone 

On Mar 17, 2015, at 4:47 PM, "Hollins, Harvey (GOV)" <hollins h@m ich iga n. g o v> wrote: 

Thank you. Has anyone from DEQ talked with them? Do they know I will be calling? 

Best, 

Harvey 


On Mar 17, 2015, at 9:54 AM, Thelen, Mary Beth (DEQ) <THELENM2 @m ichi.gan. go v> wrote: 

Good Morning Harvey, 

The consultants listed below are working with Flint and are in the best 
position to recommend a water filter system. The locals should be asked 
to use their consultants to recommend a technology. 


Warren Green with Lockwood, Andrews & Newman, Inc. 
630 - 918-2494 

and 

Marvin Gnagy with Veolia North America 
419 - 450-2931 


Thank you. 

Dan Wyant 
Director 
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Mary Beth 


Mary Beth Thelen 

Management Assistant to Director Dan Wyant 

Department of Environmental Quality 

Constitution Hall, 6th Floor South 

Phone: 517-284-6712 or 284-6700 (new numbers) 

Fax: 517-241-7401 

Thelenm2@michicjan.gov 
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From: Wurfel, Brad (DEQ) 

Sent: Wednesday, March 18, 2015 10:08 AM 

To: Hollins, Harvey (GOV) 

Cc: Thelen, Mary Beth (DEQ); Wyant, Dan (DEQ); Clayton, Stacie (GOV); Sygo, Jim (DEQ) 

Subject: Re: City of Flint Information - Consultants 


Harvey, Steve Busch called but it sounds like you called the contractor first. Regardless, sounds like it was a 
good start to getting the city involved and looped in. Let us know what more you need. Thanks, 
b 

Sent from my iPhone 

On Mar 17, 2015, at 4:47 PM, "Hollins, Harvey (GOV)" < holl insh@miehigan. gov > wrote: 

Thank you. Has anyone from DEQ talked with them? Do they know I will be calling? 

Best, 

Harvey 

On Mar 17, 2015, at 9:54 AM, Thelen, Mary Beth (DEQ) <THELENM2@michigan. gov > wrote: 

Good Morning Harvey, 

The consultants listed below are working with Flint and are in the best 
position to recommend a water filter system. The locals should be asked 
to use their consultants to recommend a technology. 


Warren Green with Lockwood, Andrews & Newman, Inc. 
630 - 918-2494 

and 

Marvin Gnagy with Veolia North America 
419 - 450-2931 


Thank you. 

Dan Wyant 
Director 
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Mary Beth 


Mary Beth Thelen 

Management Assistant to Director Dan Wyant 

Department of Environmental Quality 

Constitution Hall, 6th Floor South 

Phone: 517-284-6712 or 284-6700 (new numbers) 

Fax: 517-241-7401 

Thelenm2@michiQan.aov 


2 



From: 

Sent: 

To: 

Subject: 

Attachments: 


fyi still being reviewed.. 


Gerald Ambrose <gambrose@cityofflint.com> 
Wednesday, March 18, 2015 4:00 PM 
Hollins, Harvey (GOV) 
draft announcement - dwrf restructuring 
March 19 announcement.docx 
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DRAFT 


For release March 19, 2015 


Emergency Manager Jerry Ambrose today authorized a restructuring of four outstanding Drinking Water 
Supply Revenue bonds to allow postponing current principal payments in the total amount of $2.24 
million. This action will allow the $2.24 million budgeted for debt service to be used for expenses 
associated with maintaining safety and improving quality of the Flint water supply. Approval of the 
State Treasurer is required before the restructuring can occur. 

Flint has recently received a final report from Veolia, its water expert advisor, making a series of 
recommendations to maintain and improve the Flint water supply. These recommendations, along with 
other input as well as items identified in the City's current capital improvements plan, will be considered 
as the City develops and implements its action plan to maintain and improve the Flint water supply. 
Discussion on the development of the action plan will begin today at the Water Advisory Committee 
meeting, scheduled to begin at 2:00 pm at the Flint Public Library. 

The State of Michigan was instrumental in allowing the restructuring, as approvals are required by both 
the State Treasurer and the Director of the Michigan Department of Environmental Quality. "At all 
levels, the State of Michigan has been most cooperative in assisting the City of Flint as it addresses the 
many issues confronting the Flint water system", said Emergency Manager Jerry Ambrose." Access to 
$2.4 million at this time will be very helpful in implementing our action plan." 

The proposed restructuring will free up funds to enable the City to more quickly move forward on 
recommended improvements to its water treatment and distribution system. Several recommendations 
for improvement are currently unbudgeted, and the $2.4 million will help assure that the most 
important can be implemented. Recommendations to be considered include the addition of a 
Granulated Activated Carbon Filter, estimated at as much as $1.5 million; acceleration of the repair and 
replacement of values, estimated at an additional $120,000 annually; replacement of additional pipeline 
replacement, estimated at $1 million per mile; and acceleration of the project to automate plant 
operations, estimated at $450,000. $1,315 million will become available in the City's current fiscal year, 
and the remaining $925,000 will be available in the next fiscal year. 

The bonds are currently financed at a rate of 2.5%, and postponement of the principal payment will 
incur some additional interest expense over the life of the issue. Interest costs will increase by 
approximately 2% ($228,000) over the 20 year life of the issues. 



From: Widigan, Robert (TREASURY) 

Sent: Friday, March 20, 2015 11:48 AM 

To: Hollins, Harvey (GOV) 

Subject: FW: Flint Water Advisory Committee Meeting 03-19-15 

Attachments: Veolia-Flint-Water-Quality-Report-03.12.2015.pdf; Flint-WTP-Improvements.pdf 


Good morning, Harvey: 

It was good seeing you yesterday. 

Below is a summary of yesterday's meeting, with attachments that I sent out this morning. There was a great deal of 
information discussed at the beginning of the meeting before you arrived. I wanted to pass it along to you. 

If you have any questions, comments, or concerns please let me know. 


Thank you, 


Robert Widigan | Office of Fiscal Responsibility 
State of Michigan | Department of Treasury 
430 W. Allegan Street | Lansing , Ml 48922 
Office (517)33S-2130| 



From: Widigan, Robert (TREASURY) 

Sent: Friday, March 20, 2015 11:32 AM 
To: Byrne, Randall (Treasury) 

Cc: Workman, Wayne (TREASURY) (Workm3nW @ michio a n.a o v): Koryzno, Edward (Treasury); Cline, Richard (Treasury) 
Subject: Flint Water Advisory Committee Meeting 03-19-15 

Randy, 

Yesterday's meeting was very informational; however, discussion was cut short by understandably upset water 
customers. The main points of information relayed during yesterday's meeting are as follows: 

1. The City provided a table of water improvements* currently that the City is in the process of implementing or 
currently evaluating. 

o The City has built a hydraulic model to assist the City in identifying the locations of bad valves, 
o The City restructured four outstanding Drinking Water Revolving bonds allowing the City to afford an 
additional $2.24M towards Capital Improvements in Water. With $2.24M the City will: 

i. Installing a $1.5M Granulated Activated Carbon Filter (GAC). This will provide the best reduction 
possible and provide better than 90% removal of total organic carbon (TOC), dramatically 
reducing the potential for total trihalomethane (TTHM) formation. This entire project needs to 
be done by early June to assure a flow of water throughout the system. Several months are 
required for the engineering design, State approval, bidding of work, and installation of the GAC. 
According to the Veolia report, this process needs to begin now. 

ii. Accelerate repair and replacement of values, estimated at an additional $120K annually. 
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iii. Implement a process control management plan (PCMP) to increase efficiency and 
professionalism by allowing operators on the day shift to communicate with the night shift, 
ensure operators follow the same treatment plan for the water, ensure adjustments are unified 
between all operators, and inform staff as to what the process is when water quality set points 
begin to drift away from its desired quality levels. This will help the City transition to lake water. 
Estimated at $25K annually. 

iv. Automate plant operations to allow the City to monitor activities throughout the entire plant, 
estimated at $450K. 

2. Department of Public Works director Howard Croft provided a breakdown of FY 2015 Water and Sewer 
budgeted expenditures*, and explained 96% of the $70M is needed if the City uses DWSD or river water as its 
source. 

3. Also provided was a document* with answers to all 61 questions asked at the last Water Advisory Committee. 

Suggestions for the City: 

1. The facilitators seemed to have inexperience in mediating or controlling the flow of the meeting. This lead to 
upset outbursts from the public, which stopped any information from being communicated to the public. The 
City may wish to hire professional mediators with experience in facilitating large public meetings. 

2. The agenda did not include time for public comment. This gives the perception that the meeting is "closed off" 
to the opinions of the residents. 

3. It was mentioned by the Mayor, that he City charges an initial cost of $425 to new renters. This fee appears to 
higher than anticipated, and more information should be provided regarding fees and fee structures. 

If additional information is desired, please let me know. 

*Sources: City of Flint, Water Advisory Committee meeting handouts (once received form the City they will be provided 

to anyone interested) and Veolia's Water Quality Report, dated: March 12, 2015. 


Regards, 

Robert Widigan | Office of Fiscal Responsibility 
State of Michigan | Department of Treasury 
430 W. Allegan Street | Lansing, Ml 48922 
Office (517) 335-2130 1 

VVidiganR@michigan.gov 
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Emergency Manager Gerald Ambrose 




The City of Flint changed water sources, transitioning from Detroit’s system to the Flint River. This change created 
water treatment challenges that have resulted in water quality violations. Aging cast-iron pipe has compounded the 
situation, leading to aesthetic issues including taste, odor and discoloration. Public interest and scrutiny of the 
drinking water system intensified following the distribution of required public notices of violation. 


The City of Flint has made a number of good decisions regarding treatment changes that have improved water 
quality. Flowever, this is a very complex water quality issue and the City is seeking additional advice on what to do to 
ensure healthful drinking water for the community. 


Veolia appreciates the City’s decision to seek independent third parties to review current treatment processes, 
maintenance procedures and actions taken to date, and provide ideas for improvement. We are pleased to present 
this final report to the City of Flint following our experts’ 160 -hour assessment of the water treatment plant, 
distribution system, customer service and communications programs, and capital plans and annual budget. 


This report provides recommendations and a roadmap for improvement, though our engagement was limited in 
scope. Our assessment included reviewing actions taken by the City to date, validating the City’s plans going 
forward, and making recommendations for ideas not being considered. 

Although a review of water quality records for the time period under our study indicates compliance with State and 
Federal water quality regulations, Veolia, as an operator and manager of comparable utilities, recommends a variety 
of actions to address improvements in water quality and related aesthetics including: operational changes and 
improvements; changes in water treatment processes, procedures and chemical dosing; adjustments in how current 
technologies are being used; increased maintenance and capital program activities; increased training; and, an 
enhanced customer communications program. 


We are also providing a recommended schedule and estimated costs for implementing changes. It is our desire to 
help Flint residents and public officials better understand the current situation so that informed decisions can be 
made to ensure safe drinking water for the city’s customers. 



Water Quality Report 

March 12, 2015 
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To address water quality Issues, the city has made operational changes, sought help from the State, hired 
engineering firm Lockwood, Andrews & Newnam, Inc. (LAN) to provide additional advice, and hired Veolia for an 
assessment from a utility operator’s perspective. The City has also reached out to different specialty vendors 
(chemical suppliers, filter companies and tank aeration companies) for information about products to help with the 
TTHM issues. These are logical steps to take. 


Flint is not alone in dealing with TTHM problems, as many utilities across the country are facing this chaiienge. The 
City appears to be following standard steps that many of those communities are taking to successfully correct the 
problem. 

Although the primary focus of this review was based on solving the TTHM problem, the public has also expressed its 
frustration over discolored and hard water. Those aesthetic issues have understandably increased the level of 
concern about the safety of the water. 

The review of the water quality records during the time of Veolia’s study shows the water to be in compliance with 
State and Federal regulations, and, based on those standards, the water is considered to meet drinking water 
requirements. 

The City has been proactive in its efforts to reach out to the medical community, to set up a phone number and 
email address to receive complaints, to post State Water Quality reports, to provide the list of EPA required water 
tests, and offer to test the water at customers' homes. 

From our review, these numerous efforts demonstrate how the city is trying to be transparent and responsive 
beyond what many other communities might do in similar circumstances. 
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The Michigan Department of Environmental Quality (MDEQ) has requested specific actions be taken related to the 
total trihalornethane (TTHM) issues. The February 2015 report from LAN ( Operations ! Evaluation Report TTHM 
Formation Concern) indicated apparent reasons for the elevated levels of TTHM in the distribution system. These 
generally relate to high Total Organic Carbon (TOC) in the water source, improperly operating equipment both in the 
plant and the distribution system, less-than-optlmai plant TOC removal and old cast-iron pipe in the distribution 
system. Our assessment confirms that these reasons are likely given our on-site laboratory testing and 
analysis, as well as our first-hand observations. 

Due to time constraints, LAN’s report to the Stats was submitted prior to Veolia’s final analysis and 
recommendations, and contained a number of key initial and contingent steps the City should consider, including: 

Initial Actions 

• Hire a Third Party Water Quality Expert to Complete Independent Audit 

• Obtain a THM Analyzer 

• Carry Out Jar Testing 

• Water Plant Optimization Softening 

• Water Plant Optimization Disinfection of Filter Beds (Pre-Chlorination) 

• Water Plant Optimization Polymer Aid to Coagulation and Flocculation 

• Increase Water Main Flushing 

• Water Modeling Cedar Street Pump Recirculation 

• Water Modeling West Side Pump Recirculation 

• Broken Valve Locations 

• Increase Flushing 


Contingent Actions 

• Fix Ozone System 

• Start Feeding Coagulant and Flocculation Polymer 

• Convert to Lime and Soda Ash Softening 

• Change Disinfection to Chloramine or Chlorine Dioxide Temporarily 

• Install Pre-Oxidant at Intake 

• Replace Filter Media Implement Advanced Treatment 

• Increase Main Flushing 

• Continue Valve Replacement 

• Emphasize Cast Iron Pipe Replacement 
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Veoiia's Reco m m e ndations 


While many of Veoiia’s recommendations match the initial assessment provided by LAN, our approach, as an 
operator and manager of comparable utilities, considers a more comprehensive solution. These improvements 
include operational changes, differences in water treatment regimes and chemical dosing, increased maintenance, 
and increased training. 


• Addition of Permanganate - The addition of a permanganate chemical will help reduce ozone demand as 
well as chlorine demand. The reduction of ozone is needed to help eliminate the possibility of violating the 
bromate limit. The addition of the chemical will require state approval, submission of design documents for 
approval, procurement of the equipment and installation. The State has indicated they will work with the 
City on expediting review and approval of any requested changes. The required dosage of permanganate is 
estimated to range from 0.5 mg/L to 1 .2 mg/L with a corresponding price of $1 60,000 to $320,000 per year. 
(Please note - The water in the river is dynamic which means it will change with weather, seasons and other 
factors. The estimates provided are based on bench testing at a given time and as such require the 
operators to test water and to verify chemical dosages on a frequent basis.) 

• Reduction of Ozone Feed - Treating water is a delicate balance - increasing ozone to fix the TTHM 
problem can raise bromate levels to a point of violation. The introduction of permanganate is being 
recommended to reduce the demand for ozone so that feed rates will not exceed 5 mg/L. The current 
ozone dosing has been as high as 8 mg/L and, as such, if allowed to continue, will increase the risk of 
violating the bromate levels. 

• Increase of Ferric Chloride - Four coagulants were tested by Veolia -ferric chloride, ferric sulfate, 
polyaluminum chloride (PACI) and aluminum chlorohydrate (ACH). Ferric chloride and ACH were found to 
be the best choice of product for effectiveness in removing TOC, a precursor to TTHM formation. Current 
ferric chloride dosages are too low and dosages of 100 mg/L or more are recommended. Again, please 
note, that the amount of chemical needed changes with the nature of the river and as such, water must be 
tested multiple times a day with corresponding changes in chemical dosages. This increase to 100 mg/L is 
twice what is currently being fed and much higher than what had previously been fed last year. The 
increase in chemical costs could be up to $1 ,000,000 per year. This change in dosage (using ferric 
chloride) can be made immediately without state permit review. 

• Reduction of Lime - Lime is currently being overfed. A higher dosage of lime does not necessarily mean 
better treatment. A review of different dosages with jar testing indicates that the current dosage of 280 mg/L 
can be reduced to 230 mg/L. This represents a potential range of savings of up to $270,000 per year. This 
change can be made immediately. It should be noted that the current softening equipment is in poor 
condition, which does complicate the treatment process with a poor balance of flow between the two basins, 
weirs that are not level causing bypassing with the softener basins, and simply old mechanical equipment 
that periodically breaks down. This equipment is not going to be needed when a change to lake water 
occurs. Addition of soda ash to help further reduce hardness in cold weather might require dosages up to 
40 mg/L with an annual chemical cost up to $320,000. There have also been some questions or complaints 
from the public regarding hard water. The water entering the plant is currently 360 mg/L and the plant is 
reducing that level of hardness to about 210 mg/L. Optimization of the dosage can reduce the hardness 
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further to about 180 mg/L. This reduction however has been sporadic as equipment breakdowns and high 
flows have caused problems keeping the softening process on-line. As we have noted before, the dosage 
needs to be adjusted daily or more often based on process control monitoring. The raw water hardness in 
the summer is much less than in the winter. For illustration purposes, the difference could be 360 mg/L in 
raw water in winter compared with 220 mg/Lin the summer. 

• Eliminate Pre-Chlorination on the Filters - The reduction of pre-chlorination on the filters during the 
summer months can help reduce TTHM formation. This action has to be considered carefully with 
procedures documented and reviewed for engineering principles. As such, it will take time for the design 
engineer to determine what could be done to assure the proper chlorine contact time and document that 
other safety protocols in water are met. This requires state approval. Any submission should be considered 
along with a possible change in filter media. If Granulated Activated Carbon (GAC) is installed then the pre- 
chlorination would be stopped or drastically reduced because of the chlorine impact on the GAC filter media. 
Veolia’s initial investigation into changes in chlorine feed point indicate that the recommended action can be 
accomplished while maintaining the required regulatory contact time for disinfection. 

• Change Filters to Granulated Activated Carbon (GAC) - The object of the other changes being made is 
to reduce the TOC before chlorine is added into the process. The plant by design is limited on the amount 
of TOC removal possible. A maximum removal of only 60% is likely if the plant is properly optimized. The 
change of filter media to GAC would provide the best reduction possible and provide better than 90% 
removal dramatically reducing the potential for TTHM formation and thus ensuring compliance with that 
parameter for the water system. The change in filter media; however, is complicated requiring approval by 
the state, design of the changes, procurement of the media and a contractor to install it. That will take time 
and is likely in a range of $1 .5 million (more or less) in cost. The use of GAC also requires more testing and 
monitoring of the media and the TOC than with the current media. GAC will accumulate TOC and begin to 
become in effective after a period of time. Depending upon the level of TOC reaching the filters this could 
be as short as 3 months and as long as 9 months. The amount of TOC is dependent upon the river water 
quality and operation of the other plant processes. Once the ability of the filters to remove TOC is 
diminished, the GAC media has to be replaced if river water continues as a source. The change to lake 
water will not require TOC removal and the media could continue to be used as filter media for that new 
water source. 

• Corrosion Control - The primary focus of this study was to assure compliance with the TTHM limits. That 
is not the only problem facing the city and its customers though. Many people are frustrated and naturally 
concerned by the discoloration of the water with what primarily appears to be iron from the old unlined cast 
iron pipes. The water system could add a polyphosphate to the water as a way to minimize the amount of 
discolored water. Polyphosphate addition will not make discolored water issues go away. The system has 
been experiencing a tremendous number of water line breaks the last two winters. Just last week there 
were more than 14 in one day. Any break, work on broken valves or hydrant flushing will change the flow of 
water and potentially cause temporary discoloration. 

• Eliminate a Storage Tank - The water system has more storage than it requires, due to excess capacity in 
the water lines in combination with the storage tanks. The City has already employed LAN to update the 
hydraulic model. The hydraulic model should be used to help determine if water levels can be lowered 
further and even to remove some storage tanks from service. That decision may need to be made 
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seasonally. For example demand during water main breaks last week required extensive amounts of water. 
The excess storage is more a problem with TTHM formation for the system in summer than winter. 

• Prioritize Valve Replacement - The hydraulic model shows long water age in portions of the system that 
appear to be contributing to the TTHM problems. LAN has updated the model to include the location of 
broken valves and that added information is being used to identify other system problems. The City has a 
contract for valve turning and repair work that should be focused on known broken valves, particularly in 
sections of the distribution system with old water age. This activity however must wait until warmer weather 
in fear of causing problems in the water system with lines freezing. 

• Target and Increase Flushing - Flushing the fire hydrants can be useful in cleaning out lines to minimize 
discolored water complaints and also helping reduce the age of water. This DOES NOT mean just opening 
hydrants. The hydraulic model needs to be used to determine which hydrants should be opened and for 
how long to ensure the lines are properly cleaned. For example, this might require 1 5 minutes or even 
several hours of flushing depending on location. The flushing of hydrants also needs to include records of 
hydrant condition, color of water initially and after periodic increments plus chlorine residual testing. All of 
that information will help provide information to the engineers on the effectiveness of the procedure. Each 
crew doing the work should be trained to help explain the process to the public and also warn 
neighborhoods about flushing so that staining of laundry can be avoided. 

• Change to Lake Water - The changes being made now to the water plant will not be the same changes 
required to treat lake water once it becomes available. A thorough analysis and plan needs to be made in 
preparation of that switch. This is going to need to include changes in how the plant is operated, like 
eliminating lime softening and reducing the dosages of many chemicals. Consideration will also have to be 
given to algae treatment when lake water is being used. 

• Operating Programs - All of the changes discussed above are based on testing and techniques proposed 
by engineers and skilled operators of both LAN and Veolia. The staff will need further training and 
implementation of detailed protocols to successfully implement the changes and to ensure long-term 
success at the plant. This means the City needs to implement a series of programs to ensure success in 
these changes. 

o Process Control Management Plan (PCMP) - The amount of testing and resulting changes in 
chemical dosages, along with monitoring the impact on the water, will require a well-documented 
process that all operators follow. An example of this is jar testing, which is used by the operators to 
identify the most effective chemicals and dosages to optimize treatment. The staff understands the 
basic treatment process but needs further practice and training to become proficient in the use of 
routine process control to adjust for water quality. This is commonly referred to as a PCMP and is 
used as a standard operating procedure so that the operators on the day shift can communicate 
with the night shift, that operators are following the same treatment plan for water, that the 
adjustments are unified between different shifts and different people, that a desired water treatment 
quality is defined and variations from it signal alarms and that the staff knows what to do when the 
water quality setpoints begin to drift away from its desired quality levels. 

o Lab QA/QC - The operation of the water plant is dependent upon accurate lab results. Standard 
operating procedure needs to be set and lab technicians trained in that process. EPA and the State 
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set procedures and standards to be met and the staff should strive to meet those standards. The 
City has already purchased a TTHM analyzer but should also consider a TOC analyzer that can be 
an online continuous device to provide immediate information on influent and effluent levels of TOC. 
Part of the lab records should be historical review of data to help operators better understand the 
changes they make in the plant. 

o Maintenance Management - The key to water equipment is having all the equipment effectively 
maintained and functioning properly. The current capital program is fixing many broken pieces of 
equipment and updating the plant to current standards. This however must be followed with a 
rigorous maintenance program that ensures the proper preventive maintenance, is able to predict 
when maintenance is needed to keep equipment functioning properly and responsive to changes in 
flows and source water quality. 

o Training - The changes being suggested are new to the staff and as such training needs to be 
provided in what the changes involve, why they are being made, the impact on the water quality, 
and how best to run the plant. A good demonstration of skill level is for the staff to become certified 
by the State as a licensed water plant operator. Many utilities now require all operators to hold at 
least the minimum certification level as a starting point and offer incentives to increase their 
certification level. 

• Communication Program - The city should lay out an immediate, written strategy for communicating with 
the public in the short-term, as well as a 6-to-12 month strategy that contemplates known, future events like 
the KWA pipeline and switch to lake water. A wide range of activities are underway to work with the public 
but a comprehensive and coordinated effort, with a strategic focus, will help the utility and its customers. 

• Dedicated Communications Personnel - The City has a single, dedicated public information 
officer, tasked with providing service to all of city government. The current focus on 
communications support for Public Works, and the anticipated needs over the next several years, 
indicate the city would benefit from the hiring of a staff person in Public Works who could establish a 
communications program designed to provide clear and concise information to a broad audience 
though a number of different channels. In the interim, the city could hire a communications intern, 
local communications firm, or somebody with experience who is able to provide reduced or no-cost 
services for the immediate future. 

• Communications Planning - Public Notification - The City should be congratulated on its efforts 
to keep the public informed. It is posting its monthly reports on the web page to provide 
transparency, though these reports are highly technical - and may be too technical for the customer 
base at large. They are valuable to those customers who do want this level of detail. The city should 
create a single-page dashboard of information that outlines the water utility’s performance for the 
previous month, post the dashboard on the website, print copies for distribution at customer service 
or other reception areas, and be provided during speaking engagements or other events. This 
dashboard should be easy to understand, and include: 

o The number of water quality tests conducted the previous month 

o The number of violations reported 
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o Whether these results are in or out of compliance 

o Information about other proactive measures such as main and hydrant replacements, or 
other programs to improve performance of the water utility 

o Benchmarking information so the reader has a greater understanding of how Flint compares 
with other similar utilities in the region and across the country 

• Public Meetings -There should be additional, proactive coordination with neighborhood, 
community and civic groups to provide speakers on timely topics. Given the list of numerous 
responsibilities, the Public Works director cannot do it alone - the city should identify three or four 
other staff members, knowledgeable about the water utility who can also speak to various groups, 
provide information and answer questions. The development of an outreach strategy to target key 
neighborhood, community and civic groups also will advance the communications effort and the 
dissemination of information in both the short and long term. 

• Standard tools - Work crews in the field are often the faces of the utility - the city should create 
standardized tools for communicating with the public that can be easily and quickly delivered to the 
community in the event of main breaks, flushing or pre-planned capital improvements. Tools should 
include: 

o Door hangers for individual distribution 

o Yard signs with simple messaging to be placed near work-sites 

o A simple tri-fold brochure with useful information about the utility and appropriate contact 
information 

o Specific flyers about a range of topics 

o Infographics about how the water system works, from the intake to the customer’s site 

• Change in Billing Format - The City currently has no real way to reach all customers on a regular 
basis and provide information. The city should consider changing from a billing postcard to using an 
envelope and bill stuffer. Monthly or bi-monthly bill inserts are typically used to provide educational 
material for customers and are standard ways to provide information. Understandably, budget 
considerations must be taken into account. 

• Use Public Affairs Programming and Opportunities - The news media has been covering this 
topic quite extensively - there are other media-related opportunities that may reach a wider 
audience. Taking advantage of these opportunities will help the city relay information to its 
customers and the community. 

o Participate in regular editorial-board meetings to provide background information and 
updates on key milestones or events. 

o Identify a local weekly television program and offer to provide guests to speak about key 
milestones or upcoming events. 
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Conclusions and Next Steps 

The focus of this report is to help assure TT'HM compliance and then improve genera! water quality. The City had 
good results in its most recent TTHM rests, although that is to be expected with the changes made to date and the 
cooler weather which contributes to low TTHM formation. Warm weather will be a different situation both in the 
nature of the Flint River water quality and in the formation of TTHM. With those changes coming, the City needs to 
act quickly to make improvements before additional testing takes place this spring and summer. The summary 
below provides the recommended actions, a priority for their implementation and projected costs either operational 
or capital. The costs are rough orders of magnitude and wii! vary with changes in water quality, operational 
decisions, and engineering choices being made and in some cases require State approval. Although a priority is 
assigned many of these actions can take place simultaneously. 




Annual 

Operational 

Cost 

One Time 
Capital 
Cost 

1 

implement operating programs for process control, lab QA/QG, 
maintenance, and training. These programs are needed regardless of 
the TTHM issue and will help with transition to Sake water. The City 
has decided upon a central maintenance software and the water 
system should be the first to utilize this program since costs are 
already budgeted. These programs should be initiated immediately. 

$ 25,000 

$ 250,000 •• 
$ 350,000 

2 

Contract with your engineer and initiate discussions with the State on 
the reduction of chlorine prior to the filters and changing the filter 
media to GAG. This activity has the longest time frame for design and 
approval, but also is extremely critical to assuring reduced TTHM 
production. The current filter cleaning and maintenance project needs 
to be adjusted to take into consideration the change in filter media 
both to dispose of the anthracite instead of cleaning and to install the 
GAG. This entire project needs to be done by early July to assure a 
flow of wafer throughout the system. Several months are required for 
the engineering design, State approval, bidding of work and 
installation of GAG and as such needs to begin now. 

$ 0 

$1,500,000 

Contract with your engineer and initiate discussions with the State on 
the addition of 0.5 to 1 .2 mg/L of either potassium permanganate (dry) 
or sodium permanganate (liquid). This will take time to get approved 
and to implement. The use of liquid tanks at the raw water pump 
station may be the quickest and least expensive alternative for a 
temporary measure. 

$ 1 60,000 - 
$ 320,000 

$ 50,000 
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Contract with your engineer and initiate discussions with the State on 
the addition of a corrosion control chemical. This action can be 
submitted and discussed with the state at the same time as the other 
chemical and filter changes saving time and effort. A target dosage of 
0.5 mg/L phosphate is suggested for improved corrosion control. 

$ 50,000 

$ 50,000 

3 

Increase the ferric chloride dosage to 100 mg/L depending on river 
water TOC levels. (Lower TOC levels can be treated with less ferric 
chloride.) This change can be made now and is allowed by the State. 

$ 1 ,000,000 

$ 0 

Reduce the ozone feed rate to 5 mg/. This change can be done now 
and does not require State approval. 

($50,000 - 
$100,000 

$ 0 

Reduce the lime dosage to minimize hardness levels after softening. 
This will eliminate magnesium removal during treatment, but will also 
reduce total hardness. A reduction in carbon dioxide dosing for 
recarbonation treatment also is expected due to the reduction in lime 
feed. This change can be made now and does not require State 
approval. 

■ 

$ 0 

4 

Confirm with the engineer when the revised hydraulic model will be 
completed and if necessary for time to focus on areas of longest water 
age if that would speed up the effort. Identify impact of reducing tank 
levels or eliminating a tank seasonally to improve water age. Include 
with this effort a list of hydrants to flush along with time required to 
assure drawing fresh water through the system. The engineer has 
been assigned this task already and confirmation of the timing of a 
delivery is needed. 

$ 0 

Already 

Contracted 

Ask the engineer to identify dosed valves on a map that are impacting 
water age and that can be bid for replacement as soon as weather 
permits. Have the engineer identify areas of the system where the 
valve contractor should be focused on finding and fixing closed 
valves. 

$ 0 

Already 

Budgeted 

5 

implement the recommendations in the communications program 
including a person assigned to public works education, using 
envelopes instead of cards along with bill stutters for education and 
provide training for staff. Envelopes and bill stutters are expensive 
and might be done periodically and not every month. The cost of 
TTHM notices, Annua! Water Quality Reports and City notices should 
be figured into if any additional costs would exist. Many of these 
changes are underway now by the City. 

Position 

Being 

Budgeted 



Notes 

• The costs provided are rough order of magnitude which final engineering will firm up but will fluctuate with final decisions on engineering, 


operating technique and water quality. 

• The change from river to lake water will dramatically cut the chemical costs as less is needed once the change occurs. This means that potassium 
permanganate will likely not be needed, ferric will drop as much as it went up, ozone levels will be lower and little lime will be needed. 


10 





















Water Quality Report 

March 12, 2015 


10SI 


} 4*'* 



UwvlvU 


The real question is what changes can be expected from these results in lowering the TTHM, improving the 
aesthetics and preparing for the change to lake water. 


• TTHM - The City has already made great strides in reducing the TTHM levels with the changes already 
made. The additional suggestions by Veolia will further reduce TTHM in the water and help get the city 
released from the notices being provided to customers. 

• Hardness - The hardness entering the plant this winter is 360 mg/L with the current system reducing it to 
21 0 mg/L and optimization will reduce to about 1 80 mg/L. During the summer the levels will be lower 
probably in the 140 mg/L to 150 mg/L range. The target set by the current best operating practices is 120 
mg/L to 1 50 mg/L. 

• Discolored Water - The discolored water is caused by the old unlined cast iron pipe. The water from the 
plant can have an impact on discolored water, but a greater concern is the breaks and construction work 
that disrupt the flow of water causing discoloration. A polyphosphate is suggested to help bind the old cast 
iron pipe reducing instances of discolored water. This along with improve flow of water and programmed 
hydrant flushing will help, BUT WILL NOT eliminate discolored water occurrences. 

• Change to Lake Water - The recommendations include the suggestion of programs to help the staff better 
manage the treatment process, additional testing to adjust the plant and additional lab monitoring, a 
maintenance program focused on keeping equipment properly functioning and more training for staff to 
improve their skill level. Those actions will prepare the staff for the change of water sources when it comes 
next year in addition to developing a thorough plan for the switch. 
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City of Flint 
Water Improvements 


DATE 

IMPROVEMENT 

EFFECT 

COST 

Nov. 

Increased flushing efforts (as weather 
permits) 

Reduced time of water in the 
system 

N/A 

Nov. 

Adjusted operational softening to no 
less than 80% 

Reduce chlorine demand 

N/A 

Dec. 

Started hydraulic modeling of 
distribution system 

Helps to identify locations of 
bad valves 

$80,000 

Dec. 

Started evaluation of different 
polymers 

Removal of organic carbon 

N/A 

Dec. 

Started SCADA upgrades inside of 
Water Plant 

Improvement of internal 
software controls 

$424,000 

Budgeted 

Jan. 

Hired vendor to upgrade efficiency of 
the ozone system 

Better oxidation and 
disinfecting 

$7,200 

Jan. 

Started jar testing 

Assists in dosage amounts 
and polymer aids 

N/A 

Feb. 

Hired consultant Veolia for process 
review 

Professional 

recommendations 

$40,000 

Feb. 

Leasing a TTHM analyzer 

Increased internal testing 
ability 

$8,000 

Feb. 

Adjustments to reservoir level to 
match demand 

Reduce time of water in 
system 

N/A 

Mar. 

Implement process controls 

Professionalism / efficiency 

-$300,000 

Mar. 

Utilize Granulated Activated Carbon 
Filtering 

Large reduction in TOC 

$1,500,000 

Mar. 

Increase ferric chloride / reduce ozone 
feed rate / reduce lime dosage 

Reduction in hardness 

-$600,000 

Mar. 

Build hydraulic model 

Assists in identifying 
locations of bad valves 

Budgeted 


Mar. Communication program 


Community awareness 


*-$80,000 



From: Gerald Ambrose <gambrose@cityofflint.com > 

Sent: Tuesday, March 24, 2015 1:12 PM 

To: Hollins, Harvey (GOV) 

Cc: Workman, Wayne (TREASURY); Byrne, Randall (Treasury); Koryzno, Edward (Treasury) 

Subject: Corrected memo - fixed charge memo 

Attachments: Fixed charge calculationl.docx 


Sorry, some parts should have said "per month", not "per day." 
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RESIDENTIAL WATER/SEWER RATES - FIXED AND COMMODITY CHARGES 


General statistics indicate that the average person uses between 80 and 100 gallons of water per day, or between 2,400 and 3,000 gallons per 
month. The City's general estimate for the average residential bill is based on consumption of approximately 5,200 gallons per month (7 units * 
745 gallons. So the average we use is not out of line if the average number of users in a residence is around 2. 

At $149 average costs per month, Flint's charges are very high in comparison to other systems, and an issue which must be addressed. 
Unfortunately, the Flint system, which has the capacity to serve a population of more than 200,000, now serves a population of approximately 
100,000. The system, as currently configured today, needs between $65 million and $70 million in revenues annually to operate. One cannot 
simply reduce rates without affecting the ability of the system to operate. 

Like many systems, Flint charges both a fixed charge and a commodity charge to generate revenues. The concept of the fixed charge is that there 
is a certain amount of the utility system which must operate regardless of how much of the commodity is used. Operation and maintenance of 
the system, including building, treatment, and distribution infrastructure, as well as debt service, are examples. 

On the other hand, chemicals, utilities, and staffing to a certain extent vary with the amount of the commodity and can thus be linked to usage. 

In Flint, the total fixed charge for the water and sewer bill accounts for approximately 40% of the average residential users bill. The amounts 
determined to be "fixed charges" were established many years ago, and the water rate study done for the City in 2014 made no 
recommendations for change. 

The Flint system, which more than 10 years ago was very stable financially, had declined into a deficit financial position by June 30, 2012. 
Significant rate increases, many of which were enacted before the State assigned an Emergency Manager in late 2011, were necessary to 
stabilize the financial position of the system. Other decisions, including the decision to partner with Genesee County in the KWA, and the 
decision to utilize the Flint River for an interim period, were made with the goal of stabilizing rates and moderating future increases. Safety, 
quality, and affordability are the key priorities going forward. 

Following is the detail of the water and sewer rate components. 


WATER/SEWER RATES 


Average Residential User 



WATER 
COMMODITY 
CHARGE PER 
UNIT 

Water Service 
Charge* 5/8" 
remote 

SEWER 
COMMODITY 
CHARGE 
PER UNIT 

Sewer 

Service 

Charge 

Unit 
s for 
Ave. 
Bill 

WATER 

COMMODITY 

Service 

Charge* 

5/8" 

remote 

SEWER 

COMMODITY 

Sewer 

Service 

Charge 

Total 










■■1 

$ 7.92 

$ 22.90 

$ 5.17 

$ 34.48 

7.00 

$85.44 

$22.90 


$34.48 
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Water and Sewer 
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UTILITY 

29% 

$22.90 

Fixed 

Charge 

$34. 

48 

49% 


$57.38 

39% 

Fixed 

Charge 

CHARGE 

71% 

$55.44 

Commodity 

$36. 

19 

51% 


■m 

61% 

1 


100% 

$78.34 


$70, 

67 

100% 


$149.01 

100% 



RECENT RATE INCREASES 


Overall cost to residential users for water and sewer have increased significantly since 2003 - almost three-fold. Note, however, that much of 
the recent increases were made prior to the appointment of an EM... 
















Increases 
Enacted by EM 

Increases Enacted Prior to 
EM 

EM 

PRE-EM 

Aug 

July 

July 

Jan 

Oct 

2014 

2012 

2011 

2011 

2003 



$66.12 

$48.99 


$?0,6? ! 

$65.80 

$45.24 

$33.50 

$27.47 

$149.01 

$140.02 

$111.36 

$82.49 

$57.07 

$8.99 

$28.66 

$28.87 

$25.42 


6% 

26% 

35% 

45% 



Change in the Financial Position of the Water and Sewer System 


The financial position of the water and sewer system in 2003 was strong. However, by 2011 the financial position had declined to the point 
where the system was in deficit. In spite of increases made prior to the appointment of an Emergency Manager, the utility system was still in a 
deficit position in 2012. While the financial position of the system is now positive, it is still less strong than in 2003: 

Water and Sewer (Assets in 
Millions) 









Capital Assets 

Restricted 

Unrestricted 









From: Gerald Ambrose <gambrose@cityofflint.com > 

Sent: Thursday, March 26, 2015 3:01 PM 

To: Workman, Wayne (TREASURY); Hollins, Harvey (GOV); Byrne, Randall (Treasury); 

Koryzno, Edward (Treasury); Widigan, Robert (TREASURY); Cline, Richard (Treasury) 
Subject: Notice to Flint water customers 

Attachments: Flint Letter Color Header to Water Customers Final (l).pdf; MDEQ Required notice.pdf 


FYL. 

Here is an advance copy of the communications to be mailed to Flint customers at the end of this week. April 1 
is the deadline. 

Will not hit mailboxes until Friday at the earliest. We will have a media event on Friday announcing the 
communication. 

J 


l 



Water Quality Update 




City of Flint Resident: 

We are pleased to report that City of Flint water is safe and meets U.S. Environmental Protection Agency 
guidelines. While we continue to work on improving aesthetic qualities, such as discoloration or odor, 
you can be confident that the water provided to you today meets all safety standards. Maintaining 
safety and quality in our water is a top priority of the City. 

We accomplished this by: 

> Upgrading the ozone treatment process at the Water Treatment Plant 

> Increasing water main/hydrant flushing to reduce stagnation 

> Conducting additional testing of treatment to identify areas of improvement 

> Improving water circulation by repairing valves and adjusting reservoir levels 

Our most recent testing in February showed that every testing site was well below allowable levels, as 
shown below: 
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Water Quality Update 




The Michigan Department of Environmental Quality (MDEQ) has acknowledged our progress: 
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Notification is based on four quarters of test results. Because of last year's test results, the City's annual 
quarterly testing average is not yet below the state's allowable average and the City is required to issue 
the attached notice ("Important Information about Your Drinking Water"). 



If you have any questions about this report or would like a test done at your home, free 

of charge, please call us at 810-787-6537. 

Maintaining safe water and improving its quality is a top priority for all of us at the City of Flint, and we 
apologize for the concerns these notices have raised. We have taken many steps to improve the safety 
and quality of our water supply and will be taking more. As you may know, we have recently received a 
series of recommendations from several sources, including a report from international urban water 
system consultant, Veolia North America. We will be taking further action steps to assure that water 
remains safe and that water quality is improved, and we will be working with our recently created 
Citizen Advisory Committee and our Technical Advisory Committee as we progress. Please track our 
progress on our website cityofflint.com. 








City of Flint Okl Not Meei-Treainl eat Requirements 

Oiir water system recently violated a dririkin§ : water standard. Although this Incident was notan 
emergency', asour customers, you have a light to know what happ.eried and what we .are doing; to correct, 
this situation.. 

We. routinely monitor for the presence Qfbrihktng water. contaminants; Samples were collected for total 
tdha iomethanes (TtHM) analysis from eight locations on a quarterly basis (May 21 , August 21 f 
November 20 of 2014, and February 171 2015). The average of the results at ANY: of the eight locations 
must not exceed the maximum contaminant level ftVICL} for TTHMs, otherwise our water system exceeds 
the MOL. The standard far TTBMs is 30 micro grams per Iker (dg/t). The location reporting fire highest 
ITHM'tevelws 10,5 ug/L; thus, our water system exceeds the TTHM MCL. 

What should I do? 

* There is nothing you needito do unless you have a severely compromised immune system, have 
an Infant or are elderly. These people may be at increased risk and should seek advice .about, 
drinking -water from their health ears providers. 

* You do not . need to boil your water or take other corrective. actions. If a . situation arises where the 
water is no longer safe to drink, you will be notified within 24 hours. 

What does this mean? 

This is notan emergency, if it had been -ah ; emergency, you would have been.noiififed within 24 hours. 

People who drink water containing irihahmethenee in excess of the MCL over many years may 
experience problems with their fiver, kidneys, or Geatmimwags system, and may have an .increased risk 
of getting cancer. 

What is being done ? 

We are currently working on solutions to correct . the problem. We anticipate cesolv^nig the problem, in 
£015. Our most recent individual sample results were all less than half the SO pg/L, standard, however 
since compliance is calculated using a locational running annual: syetag© (LRAA) of the most recent four 
quarters, we are still out: of compliance with the MOL at two of. eight locations. 

For more information, please contact Mr. Brent Wright at S17-787^85&7,©r the Fjlnt ’Water Piant at . 

4500 North DoF Highway, Flint, Michigan 48505. 

Please sham ibis information with all the other people who- drink this water, especially those who may not 
have received this notice directly (far example, people In apartments) nursing homes,, schools, arid 
businesses), You. can do this by posting Ms.bepde-.ih a.pab.(fe'pHam or distributing copies by hand or mail. 

This notice is being sent to you by the City of Flint. 


CERTIFICATION: F2 §3 


i certify that this wat@r.Sb[pp^'haMal^''Q©mp.llsd with the public notification requirements 
in the foliehigan Safe Drinking Wafer Act, 1973 PA 399, as amended, and the 
administrative rules. 






Plant Su p ervis or 
Tifcte 


March 25, 2:9 15 


.Signature Titfe BateDfstriUsitted 

Reminifer to wafer syppSan fafe fioiie&'CBrtifiKatton mast. be se^fott-fe Department oSGcvirorWiental PuBlfty. 



From: Dempkowski, Angela (Treasury) 

Sent: Tuesday, April 28, 2015 11:45 AM 

To: Hollins, Harvey (GOV) 

Cc: Clayton, Stacie (GOV) 

Subject: DWSD 

Attachments: KWA SUMMARY FOR GOVERNOR.Version I.04-18-13.doc; #l.pdf; #2.pdf 


Sent on behalf of Wayne Workman. 



Angela Dempkowski j Senior Executive Management Assistant/Treasury 
State of Michigan | 430 W. Allegan Street, 1st Floor | Lansing, MI 48922 
(517) 373-4415 | (517) 373-0633 (fax) 
dempkowskia@miehiqari.gov 



Think Green! Don’t print this e-mail unless you need to. 


CONFIDENTIAL! 7~y NO TICE: This e-mai!, and any attachments, is for the sole use of the intended recipient(s) 
and may contain information that is confidential and protected from disclosure under the law. Any unauthorized 
review, use, disclosure, or distribution is prohibited. If you are not the intended recipient, please contact the 
sender by reply e-mail, and delete/destroy all copies of the original message and attachments. 

Thank you 


l 


RICK SNYDER 
GOVERNOR 


State of Michigan 
DEPARTMENT OF TREASURY 
Lansing 


ANDY DILLON 
STATE TREASURER 


SUMMARY REPORT 


TO: Brom Stibitz, Senior Policy Advisor; Department of Treasury 

FROM: Eric Cline. Unit Operations Specialist 

SUBJECT: Flint Water System Summary 

DATE: April 18,2013 


Summary 

In November 2012 the Department of Treasury commissioned the firm of Tucker, Young, Jackson & Tull, Inc. 
(TYJT) to analyze options for the City of Flint to either remain a customer of the Detroit Water & Sewer 
Department (DWSD) or to join the Karegnondi Water Authority (KWA) in Genesee County. The purpose of this 
study was to provide objective analyses to the State Treasurer and Flint's Emergency Financial Manager (EFM) 
in order to secure future potable drinking water for the City. 

In December 2012, staff from TYJT met with representatives from the Department of Treasury’ and the City of 
Flint to provide a preliminary report on their findings. At this meeting, five options were presented: These 
options ranged from the Flint Water Plant providing 100% water, to 100% provision of untreated Lake Huron 
Water by KWA, to 100% provision of treated drinking water by DWSD, or provision of variable amounts of 
water from DWSD using a combination of blended DWSD water and Flint River water. 

From the presentation of the preliminary report in December 2012 to the submission of the final report by TYJT 
in January 2013, a number of developments made arriving at a final decision very difficult. 

• DWSD provided the City of Flint with at least two modified proposals to consider. 

• A debate ensued between TYJT and KWA’s principal engineering firm regarding the others' conclusions 
and estimates for construction of the KWA pipeline. 

• The Flint EFM eliminated all options except the 100% DWSD option or joining KWA. 

In January 2013, the OFR provided a comprehensive report to the State Treasurer analyzing three questions: 1) 
The projected construction costs and why Treasury believed the projections provided by Flint/KWA were 
acceptable; 2) Identification of the construction contingencies; and 3) Identification of the options Flint will 
utilize in the event of a construction cost overrun or a delay in construction. At the end of this report, the OFR 
recommended to the State Treasurer that KWA presented the best future option for future potable water. The 
OFR also concluded that KWA appeared to be the cheaper option; the quality of water would improve; Genesee 
County appeared willing to assist the City in securing the financing for their portion of the project; the KWA 
project could signify the beginning of better collaboration between the City of Flint and Genesee County; and 
the KWA project had both political and popular support. 

Between January and April, intense scrutiny of the various proposals was undertaken by Treasury and Flint 
officials. Treasury officials met with officials from Genesee County to gain a better understanding of the KWA 
project. In February 2013, Genesee County opened bids for construction of the Lake Huron intakes. This bid 
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opening represented the first meaningful step toward commencing construction of the KWA system. The bid 
was $3 -million less than projected. 

In March 2013, Treasury was notified that DWSD had contacted Flint to negotiate with the City to retain them 
as a customer. On April 12, 2013, the State Treasurer authorized the Flint EFM to join KWA, pending review of 
any final offer from DWSD. A final offer was received from DWSD on April 15, 2013. 

DWSD's final offer provided two options. The first option was for a “supply only” rate schedule. Only water 
treatment costs would be recovered and DWDS would absorb all other delivery costs. Capital and operating 
revenue charges would be calculated based upon KWA’s usage relative to the entire demand upon DWSD’s 
Lake Huron WTP. KWA would also have the ability to construct and own its own transmission lines. 

The second option was a “full service” rate option. DWSD would provide all production and transmission 
services. Transmission rates would be calculated only on those costs necessary to supply KWA and no 
additional transmission rates would be charged. Capital and operating revenue charges would be calculated 
based upon KWA’s usage relative to the entire demand upon the Lake Huron WTP. 

Independent analyses of DWSD’s final offer by the OFR, the Flint EFM, and the Department of Environmental 
Quality (DEQ) generally reached the same conclusions: 

• DWSD's offer was a framework subject to negotiations and was not a firm offer. 

• The offer provided by DWSD was incomplete. 

• DWSD's offer did not include a guaranteed rate beyond year one, nor did it limit maximum annual 
rate increases. 

• The DWSD scenarios were based on 40 MGD of service capacity. However, the KWA project provides 60 
MGD of initial capacity with potential expansion to 75 MGD. 

• DWSD indicates that Flint/ Genesee County would be given “broadened representation,” it is unclear 
exactly what this means in terms of actual control in the decision making processes. 

• The DWSD offer relies on a single transmission system and would require the City of Flint to maintain its 
WTP for emergency purposes. In addition, it would leave Genesee County without an adequate backup 
supply to meet their needs. 

• DWSD's offer included an attachment that listed the rank-ordered options (from cheapest to most 
expensive). DWSD Scenario 2 is listed as the least expensive option (but it is unclear how the total cost of 
this option was arrived at). DWSD Scenario 1 was not listed. 

• DWSD provided a summary table of their unit costs but how these figures are arrived at was not clear, so 
analysis proved difficult. 

Without specific details from DWSD on this proposal, a true comparative analysis is difficult to provide. As 
such the Flint EFM rejected the DWSD proposal and agreed to join KWA. 

If further information on this issue is needed, please let me know. 

Copy: Roger Fraser, Deputy State Treasurer; Bureau of Local Government Services 
Edward Koryzno, Administrator; Office of Fiscal Responsibility 
Randall Byrne, State Administrative Manager; Office of Fiscal Responsibility 


« AUTO PATH » 



4/29/2015 ELB Notes 


Prepared for Wayne Workman 

Prepared by Drew Van de Grift 


Accomplishments: 

• Complete elimination of operating deficits through cost reductions and the 
implementation of financial best practices. . 

• General Fund accumulated deficit reduction from 19.1 million in 2012 to approximately 
7 million currently. 

• Workforce and employee compensation both have been reduced by 20%. 

• $850 in unfunded OPEB liabilities has been reduced to $240 million, 

• A qualified city administrator has been hired. 

• Consolidation of the city-funded 68 ,h District Court into the county-funded 67 th District 
Court. $800k in annual savings 

• Consolidation of 9 11 dispatch services into the county system. More than $ 1 million in 
annual savings. 

• EM Administrations: 


o 

Michael Brown 

December 

2011 

o 

Ed Kurtz 

August 

2012 

o 

Michael Brown 

July 

2013 

o 

Darnell Earley 

October 

2013 

o 

Gerald Ambrose 

January 

2015 


Continuing Challenges: 

• OPEB reductions are subject to a federal lawsuit. Loss of this legal action means an 
additional $5 million annual OPEB expense. 

• Future expense reductions are necessary to balance multi-year projections. 

• The transition to KWA and maintenance of the aging water distribution infrastructure are 
important challenges which require significant funding and continued leadership. 

• The City must reappraise all of the real property in the City prior to the 20 1 8 Assessment 
Roll. This will be a costly, but necessary undertaking. 

Post Emergency Manager Flint 

• It is anticipated that the Governor will appoint a Receivership Transition Advisory Board 
to assist the City as it navigates future challenges. 

• The City has adopted its first Master Plan since the 1 960s. This Plan is sound and will 
provide direction for future years. 

• A new Capital Improvement Plan has been adopted. 

• A new methodology for blight elimination has been implemented, which will improve the 
city and the lives of the residents. 
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RICK SNYDER 

GOVERNOR 



State of Michigan 
DEPARTMENT OF TREASURY 
Lansing 



NICK A. KHOURI 
STATE TREASURER 


DATE: April 29, 2015 

TO: Local Emergency Financial Assistance Loan Board (ELB) 

FROM: Drew V an de Grift, Michigan Department of Treasury 

SUBJECT : City of Flint Emergency Loan 


Executive Suramar 


Mg^ijl^^^nd oper||p§i;;^|tess has occi|||||in the City^^^^^d^iSM|||^i^f 
em|||ency mt|||ement. Cityf$| .Flint is a^t’^uesting a ||% million emergeni|||loan to 
fulMbliminate 'tf^remaiiiig GenefllFund acduftihMed deflcit$|>uch. a loan will liable the 




i|psful exit of$|r. Anp|bse as eptlfgency April 3$p015. 


Firihticial Backeitflund |f§|p|§|fY 


In |||vember 201$| a fipatjicial eM|rgency Go^hor Snyder. By thgfiilose of 

fis|||year 2012$J|% Cit^Gener^^und a eiBffliiiiiaiio^eja cit in|^|:ksed to $19.1 miU|||, while 
its ||fater Fun|§§$id an p|.8 milf||]l acci$|filated defi|iii| The|||ity had not com|]||d with 

mwifniiQ rlpfiajLit'limttinfmWirilnnc ntfjLEnrl AiYfVci a(±A in Rr'ftrVii cimriftnia fni* parti n F ttif» SriivU'prl i n a 


underfunded to a point oPinsolvencyf wiflf pension assets v approximating less than 60% of the 
correlating liability. Unfunded OPEB liabilities exceeded $850 million. These circumstances 
were dire and jeopardized the continued delivery of essential municipal services. 



Four emergency managers have been appointed since the City entered receivership. Great 
progress has been made during these administrations, and the financial condition of the City has 
improved markedly. Changes in the structure of the City have led to more professional and 
responsible management of municipal assets and to reduction of expenses. The new city 
administrator operates with an emergency manager approved plan for increased efficiencies. 
New ordinances have been enacted by the City, ordinances which control the City’s strategic 
plan, balanced multi-year budget, fund balance usage, the establishment of a budget stabilization 
fund, and the purchasing process for the City. Modifications to certain collective bargaining 
agreements have reduced the unfunded OPEB liability, which the City currently calculates to be 
$240 million - less than a third of what it was only four years ago. These collective bargaining 
agreement modifications are contested in a pending federal lawsuit, the loss of which could 
reverse these savings and reinstate the full unfunded OPEB liability. In this event, the City 
calculates that its cost of OPEB will increase by approximately $5 million a year. 
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These best practices have largely addressed the financial emergency in Flint. Budgets have been 
balanced, and accumulated deficits have shrunken precipitously. The City indicates that the 
accumulated deficit in the Water Fund has been eliminated. The General Fund accumulated 
deficit now has been reduced to approximately $7 million. 

Rational for Emergency Loan 

This $7 million emergency loan would fully eliminate the existing accumulated deficit in the 
City’s General Fund. These emergency loan proceeds would also repay a previous loan from the 
City’s Water Fund and enable further water system improvements. This final step would allow 
Mr. Ambrose to successfully exit as emergency manager and for the City to transition back to 
local control. The City will be bound to implement the financial and operational best practices 
covenanted to in the loan agreement, for the life of the outstanding loan. Lastly, the City meets 
all of the statutory prerequisites to be eligible for this loan under the Emergency Municipal Loan 
Act, MCL 141.931 et seq. 

Loan Properties 

This $7 million loan will be repaid over 15 years, and carries a 2,09% annual interest rate. The 
debt service is level throughout the duration of the loan. Further detail is found in the repayment 
schedule included in this packet. 

Conclusion 


This emergency loan request comes at a time when the City of Flint has made considerable 
financial and operational progress. The proceeds of this loan would be used to eliminate the last 
significant deficit in the City. This action would allow the exit of the emergency manager and 
bind the City to the terms of this loan to ensure prudent financial management for the future of 
the City of Flint. 



From: 

Sent: 

To: 

Subject: 


Murray, Mark 

Thursday, July 23, 2015 12:22 PM 
Hollins, Harvey (GOV) 

RE: Water Filter 


If we can work this out, where would you want them delivered? Who would receive? State? City? 

Original Message 

From: Hollins, Harvey (GOV) [mailto:hoHinsh@michigan.govl 

Sent: Thursday, July 23, 2015 12:20 PM 
To: Murray, Mark 
Subject: RE: Water Filter 

Thank you. 

Original Message 

From: Murray, Mark 

Sent: Thursday, July 23, 2015 10:57 AM 

To: Hollins, Harvey (GOV) 

Cc: Steele, Cindee 
Subject: RE: Water Filter 

Will get back soon. 

Original Message 

From: Hollins, Harvey (GOV) [ mailto:hoHinsh@michigan.govl 

Sent: Wednesday, July 22, 2015 12:17 PM 
To: Murray, Mark 
Subject: Water Filter 

Mark, 

Per our last conversation, I expressed that we were interested acquiring and distributing 1500 water filters to Flint 
residents to assist with the quality (perceived or real) of their drinking water until the KWA pipeline comes online. 

A few weeks ago, you asked me to send you the product ID number so you could check with your suppliers regarding 
price. I apologize for taking long to send you product ID; a number of conversations needed to occur in Flint before we 
could proceed. 

The product ID for a Brita Filter for kitchen faucets is: 

Product ID 3176421 
UPC 7-23987-0078 

Thank you for taking the time to look into this. 

Best, 

Harvey Hollins III, Director 
Governor's Office of Urban Initiatives 


l 


313.456.4994< tek313,456,4994 > (office) 


NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 


NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Wyant, Dan (DEQ) 

Sunday, July 26, 2015 12:35 PM 
Hollins, Harvey (GOV) 

FW: Need upate on lead / copper tests for Flint 

DWSD-CorrosionControlStudy.pdf; Flint lead history.pdf; DWSD-Flint-1993-Lead- 
Letter.pdf 


Harvey, 

FYi, I will cal! you on Monday to discuss. 

Dan Wyant, Director 
Department of Environmental Quality 
517-284-8700 (New Number) 


From: Wurfel, Brad (DEQ) 

Sent: Friday, July 24, 2015 4:18 PM 

To: Saxton, Thomas (Treasury); Muchmore, Dennis (GOV); Wyant, Dan (DEQ) 

Subject: FW: Need upate on lead / copper tests for Flint 

Guys, here’s an update and some clarification on the lead situation in Flint. Please limit this 
information to internal for now. 


By the tenants of the federal statute, the city is in compliance for lead and copper. That aside, they 
have not optimized their water treatment (for the most part, this means adding phosphates to 
minimize the degree that the water Ph mobilizes lead and copper in people’s home plumbing). 

Compliance with the standard started with testing. A june-Decernber run of tests (all in homes with 
lead in their premise plumbing) concluded in December. Another January -■ June round of sampling 
concluded last month. Everything checks out in terms of compliance, but now the next step is 
optimizing the water supply. 

So, In about two weeks, DEG will be sending a formal communication about the optimizing issue. The 
federal program has long timelines for action. A community water supplier gets 18 months to study 
the options, and two years thereafter to implement water system optimization measures. 


My point: Conceivably, by the time we’re halfway through the first timeline, the city will begin using a 
new water source with KWA ... and conceivably, the whole process starts ail over again . 

In terms of near-future issues, the bottom line is that residents of Flint do not need to worry about 
lead in their water supply, and DEG’s recent sampling does not indicate an eminent health threat from 
lead or copper. That said, anyone with lead pipes in their premise plumbing (this translates to tens of 
thousands of homes in our older urban centers, btw) should at least be aware that, they have them, 
and to some limited degree that’s going to impart minute parts per billion of lead in water no matter 
what. Its why nobody uses lead water pipes anymore. 
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The long version of this note is below. Let’s connect next week. I’d like some thoughts about what 
more the state could be doing - most immediately, to convey the results of our testing and teli the 
story to the residents of Flint in an effort to quell some fears. 

Thanks! 

b 


From: Busch, Stephen (DEQ) 

Sent: Friday, July 24, 2015 3:46 PM 
To: Wurfel, Brad (DEQ) 

Cc: Shekter Smith, Liane (DEQ); Wyant, Dan (DEQ); Pallone, Maggie (DEQ); Prysby, Mike (DEQ); Benzie, Richard (DEQ) 
Subject: RE: Need upate on lead / copper tests for Flint 

Brad, 

As we discussed, the City has completed the last round of monitoring (Jan 1 - June 30, 2015). The last samples came in 
about a week ago. We have made the compliance determination that the 90' j1 percentile level is 11 parts per billion, 
which is below the Action Level Standard of 15 parts per billion (there is no Lead maximum contaminant level 
standard). The federal rule requires measuring lead levels in water from household plumbing materials to determine 
the corrosivity of the City's water in order to limit exposure. 

I have provided a summary of Flint's lead compliance monitoring from the last 20+ years since this regulation started in 
1991, The City of Flint itself has never had a 90 th percentile level exceed the 15 part per billion action level. Sampling 
requirements look at the worst case plumbing materials. Samples must be collected in accordance with the regulatory 
requirements and criteria in order to be used for compliance determinations. 

Because the City of Flint serves a population of over 50,000 they are required to have Fully Optimized Corrosion 
Control. While it is possible to meet the fully optimized requirement without additional treatment, based on their two 
rounds of sampling since switching to the Flint River, we have determined they did not meet the eligibility for this per 
the regulation. They now have to complete a study (within 18 months) and are then allowed a period of additional time 
(2 additional years) to install the selected treatment for Fully Optimized Corrosion Control in accordance with the 
regulatory requirements. This is what DW5D was required to do back in 1993 1997 (see attached letter and 
study). We are planning to suggest the City directly submit a treatment process to shorten the timeline to achieve full 
optimization. This letter is currently being drafted but won't be ready to mail out for another week. 

Liane and i had a conference call with ERA region V in Chicago on Tuesday to go over ail of this and they are in support of 
these next steps with the City. 

The matter will be potentially further complicated when the City switches over to water from the Karegnondi Water 
Authority next year to re-evaiuate the continuing requirement to fully optimize corrosion control. 

The DEQ recognizes that there is has been no level of lead exposure determined to be safe, but again the regulation was 
developed to optimize water corrosivity to limit exposure and the City is following the regulatory requirements. 

Lead is not coming from the Flint River or the City's Water Treatment Plant or the public distribution system. It is from 
lead service lines into homes and from plumbing materials and fixtures within the private property of the household. 
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As watermains are replaced within the City lead services associated with that section of waterrnain would be replaced in 
order to reconnect to City water. This 'would also place burden on the homeowner to pay for having the service line re- 
plumbed. However, since 2000 only 16 miles of the City's 500 miles of waterrnain have been replaced as they did not 
have the financial means to do so. 

Let us know if there are questions or you need any additional information. 

Stephen Busch, P.E. 

MDEQ. Lansing District Coordinator 

Office of Drinking Water and Municipal Assistance 

Lansing and Jackson District Supervisor 

517-643-2314 

buschs@michigan.gov 


From: Wurfel, Brad (DEQ) 

Sent: Friday, July 24, 2015 12:09 PM 

To: Busch, Stephen (DEQ); Prysby, Mike (DEQ) 

Cc: Shekter Smith, Liane (DEQ); Wyant, Dan (DEQ); Pallone, Maggie (DEQ) 

Subject: Need upate on lead / copper tests for Flint 

Guys, the Flint Ministers met with the Governor’s office again last week. They also brought along 
some folks from the community - a college prof and a GM engineer - who imparted that 80 water 
tests in Flint have shown high lead levels. 

Could use an upate on the January / june testing results, as well as recap of the December testing 
numbers, and any overview you can offer to edify this conversation. 

Call me or email today if possible. Thanks! 
b 


Brad Wurfel 

Communications Director 

Michigan Department of Environmental Quality 

517 - 284-6713 
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City of Detroit 

Water and Sewerage Department 
Water Board Building 
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735 Randolph Street 
Detroit, Michigan 48226-2830 
Phone 3 1 3 • 224 • 4 800/224 *480 1 
Fax 313 * 224 * 6067 


June 10, 1994 


To: DWSD Wholesale Customers 

RE: EXECUTIVE SUMMARY OF DETROIT'S CORROSION CONTROL STUDY 


Enclosed is a copy of the Executive Summary prepared by our consultant. Tucker, Young, 
Jackson & Hull, detailing work to date on the Corrosion Control Study performed for Detroit 
and Detroit's wholesale customers. 

The EPA required large utilities to test water samples in highest risk homes for led and copper 
content in 1 992 to determine if the action levels of 1 5 micrograms per liter and 1 .3 milligrams 
per liter respectively were exceeded. Detroit complied with this requirement and determined 
that the action level for lead was exceeded in many communities. Therefore, DWSD 
conducted and continues to conduct a public education program designed to inform 
consumers how to reduce their exposure to lead. 

The EPA further required large water suppliers to determine if their lead could be less corrosive 
and, if so, the utility was mandated by the Lead and Copper Rule to determine ways the water 
could be made less corrosive and report their recommendations to the primary agency. For 
DWSD, the primary agency is the Michigan Department of Public Health (MDPH). 

After several years of study, DWSD is forwarding the complete study findings to the MDPH 
for their consideration. It was concluded that DWSD could reduce the corrosivity of the water 
in the most cost effective and efficient manner by the addition of ortho-phosphate, specifically 
in the form of phosphoric acid. The Executive Summary of these findings is being forwarded 
to you for your information. The MDPH has until the end of December 1994 to consider 
DWSD's recommendation. In the interim, DWSD plans on conducting a demonstration test 
of the corrosion control treatment in our distribution system to further assist the MDPH and 
to further safeguard public health. 


KL/IMS/JH/cs 


Very truly yours, 

/7 



//irving M. Se'hdra'ytz', P.E. 

Assistant Defector, Water iply Operations 



^athleen LeaV' 
Deputy Director 



Dennis W. Archer, Mayor 



Lead and Copper Corrosion 
Control Optimization Study 
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prepared by 

Tucker, Young, Jackson, 1UII, Inc., in association with 
CH2M HILL, INC., and Economic and Engineering Services, Inc. 

May 1984 


Detroit Water and Sewerage Department 





4 Introduction 

As a result of the Safe Drinking 
Water Act (SDWA) Amendments of 1986, 
the U.S. Environmental Protection Agency 
(EPA) published final drinking water 
regulations for lead and copper in the June 
7, 1991, Federal Register. Those regulations, 
known as the Lead and Copper Rule 
(LCR), require: 

• Tap water monitoring, which is a 
new approach for water utilities 

• Treatment optimization for lead and 
copper corrosion control 

• Public education and lead sendee 
line removal if utilities exceed preset 
lead or copper levels 

Large utilities, sendng populations 
greater than 50,000, are required to 
conduct corrosion control studies to 
demonstrate that they are either already 
providing optimal treatment or to deter- 
mine optimal treatment for their system. 

DWSD made necessary public notices 
and embanked on studies to develop 
optimal treatment solutions. 

In response to the regulations, the 
Detroit Water and Sewerage Department 
(DWSD) conducted two rounds of moni- 
toring at home water taps for lead and 
copper and throughout the distribution 
systems for other water quality param- 
eters. Monitoring was a cooperative effort 
between the DWSD, wholesale water 
customers, and the Michigan Department 
of Public Health (MDPH). Copper levels 
were well below EPA limits. Lead levels, 
however, exceeded EPA action levels 


(ALs) and DWSD made necessary public 
notices and embarked on studies to 
develop optimal treatment solutions. 

Lead exposure sources for humans 
include air, food, dust, paint, and drinking 
water. Elevated lead levels in blood have 
been associated with adverse health effects 
in humans. Federal health authorities have 
many programs to reduce lead exposure 
including low-lead gasoline and reduced 
lead content in paint. Although drinking 
water may not be the major source of lead, 
reducing lead levels in drinking water will 
have a positive health benefit. An addi- 
tional benefit of corrosion control is 
prolonged life for water distribution pipes 
and home plumbing. This results in lower 
costs for water utilities and their customers. 

In March 1992, the DWSD contracted 
with Tucker, Young, Jackson, Tull, Inc. 
(TYJT), in association with CH2M HILL, 
INC., and Economic and Engineering 
Services, Inc. (EES), to perform a lead and 
copper corrosion control study. The 
purpose of the study was to determine the 
optima! approach for reducing lead and 
copper concentrations in DWSD drinking 
water without adversely affecting other 
water quality characteristics. Major tasks 
in this study were to: 

• Evaluate existing water quality data, 
existing distribution system pipe 
materials and the results of lead and 
copper sampling 

• Identify and analyze feasible and 
practical treatment methods to 
reduce lead and copper corrosion 
(desktop analysis) 

• Design and construct a pipe-loop 
testing apparatus to evaluate 
treatment alternatives identified in 
the desktop analysis 
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Executive Summary 


* Operate the pipe loops for 1 year to 
evaluate selected corrosion control 
treatments on different pipe 
materials 

* Evaluate the effectiveness and 
feasibility of the tested treatment 
alternatives in reducing lead and 
copper concentrations 

• Recommend an optimum lead 
corrosion control treatment 

• Develop an implementation plan for 
full-scale corrosion control facilities 

This report presents the results of the 
DWSD Lead and Copper Corrosion 
Control Optimization Study. 


Existing Conditions 


Figure ES-1 
DWSD Water System 


The DWSD obtains water from three 
intakes. Two of these, the Belle Isle and the 
Fighting Island Intakes, take water from 
the Detroit River. The third intake is on 
Lake Huron. Water is treated at five water 
treatment plants (WTPs) including the 
Water Works Park, Southwest, 

Springwells, Northeast, and Lake Huron 
WTPs. The water system is shown in 
Figure ES-1. Treated water from the 5 
WTPs is distributed to the City of Detroit 
and 119 wholesale water customer sys- 
tems. The DWSD water system serves 
about 4 million people. 

Water leaving the WTPs is of good 
quality and considered moderately 




Lake Erie 


N 

legend 

Bl Water Plant 
o Intake 

Water Plant Service Area Under Contract 

■ Lake Huron 

9 Mixture Lake Huron & Northeast 

■ Northeast 

3 SprtngweBs High 
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3 Mbctire Springwefl Int & Southwest 
m Water Works Park 
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corrosive. For example, pH from the five 
WTPs averages 7.4, alkalinity averages 76 
mg/L (CaC0 3 ), and hardness averages 100 
mg/L (CaCOj). Nevertheless, some 
increase in lead and copper is resulting 
from the corrosive action of the water, 
primarily on sendee pipe and household 
plumbing. The main sources of lead are 
50:50 lead/tin solder, brass containing 
lead used in faucets, and lead sendee lines 
and plumbing. 

The regulation lead AL is 0,015 mg/L 
at the 90th percentile in home water taps. 
During the LCR Compliance Monitoring 
conducted in 1992, DWSD's 90th percen- 
tile lead concentration was 0.017 mg/L in 
the first round and 0.023 mg/L in the 
second round of sampling (Figure ES-2). 
Looking at the data in a slightly different 
manner, 35 to 37 percent of the 119 pur- 
veyor water systems exceeded the AL 
for lead. 


Figure ES-2 

LCR Compliance Monitoring Results for Lead 



Round 1 Rouid 2 


For copper, the 90th percentile 
concentrations were 0.34 and 0.19 mg/L 
for two rounds of sampling-well below 
the copper AL of 1.3 mg/L (Figure ES-3). 
Lead uptake, therefore, is the major 
concern within the DWSD water system. 

Determining the optimal lead control 
treatment is essential; it is the objective of 
conducting this corrosion control study. 
Further, there are an estimated 200,000 
lead service lines (LSLs) in DWSD's direct 
sendee area and possibly more in areas 
sensed by wholesale customers. After 
corrosion treatment is optimized, the 
possibility exists that lead ALs may still be 
over 0.015 mg/L at the 90th percentile. 
Should this occur, the DWSD would need 
to embark on a removal program for LSLs, 
which could cost between $300 and 
$800 million. 

4 Desktop Analysis 

To reduce the number of chemicals 
for long-term testing, a screening analysis 
was performed using desktop techniques 
recommended by U.S. EPA. Lead corro- 
sion control treatment methods examined 
for their applicability to DWSD are as 
follows: 

* Polyphosphates 

« Orthophosphates 

♦ Zinc orthophosphate 

• Polyphosphate/orthophosphate 

blends 

• Silicates 

• pH adjustment 

* Alkalinity adjustment 

* Calcium adjustment 

The main criteria for selecting a lead 
corrosion control method is performance 
for lead uptake reduction. Lead corrosion 
control methods were also evaluated 
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Figure ES-3 

LCR Compliance Monitoring Results tor Capper 



based on effects on other drinking water 
regulations, industrial water users, 
wastewater treatment, water quality, 
water treatment operations, consecutive 
water systems, and multiple sources of 
supply and treatment. 

Based on this evaluation, the follow- 
ing chemical treatments were eliminated 
from consideration for pipe-loop testing. 

* Polyphosphates. These products are 
primarily used to sequester iron, 
calcium, and manganese and may 
actually do more to promote lead 
corrosion than to prevent it. 

• Polyphosphate/Orthophosphate 
Blends. These products have not 
been proven to be more effective 
than orthophosphates alone for lead 
reduction, and their proprietary 
chemical composition makes 
selection of the optimum product 
difficult. 


• Silicates. Sodium silicate inhibitors 
require a high dosage for lead 
control and, based on a survey of 
major industries, would have 
significant adverse effects on 
industrial water users. 

• Alkalinity Adjustment. This 
technique would have marginal 
performance for lead reduction 
based on DWSD water quality and 
would be impractical for a system 
the size of DWSD. 

• Calcium Adjustment to Deposit a 
Calcium Carbonate Layer. This 
technique is not a proven method 
for lead reduction, and would be 
difficult to produce a uniform layer 
throughout a distribution system 
the size of DWSD. Calcium 
carbonate deposition, however, can 
occur when pH is raised for lead 
reduction. This situation is 
addressed under the pH adjustment 
alternative. 

Lead corrosion control treatment 
methods applicable for DWSD water are 
as follows: 

• Orthophosphates. These products 
have been shown to be an effective 
means of lead reduction for water 
similar to that of the DWSD. 

• Zinc Orthophosphate. These 
products are also a proven method 
of lead reduction, although there is 
concern about zinc in industrial 
water and wastewater. 

• pH adjustment. This technique is 
also a proven method of reducing 
lead solubility, although higher pHs 
affect some industrial users and can 
increase calcium carbonate 
deposition. 
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A survey of 16 Great Lakes area 
water utilities using water of similar 
quality to that of DWSD demonstrated the 
effectiveness of orthophosphate, zinc 
orthophosphate, and pH adjustment in 
reducing lead concentrations at the 
consumers' taps. Those treatment meth- 
ods, therefore, were retained for further 
testing in the pipe-loop apparatus. 

| Pipe-Loop Testing 

Based on the desktop analysis, it was 
concluded that the following treatments 
would be tested in the pipe loops: 

• Adjusting pH to 8.1 using sodium 
hydroxide 

• Adjusting pH to 8.7 using sodium 
hydroxide 

• Adding zinc orthophosphate at 
doses of 0.4 mg/L for zinc and 
phosphorous (as P) 

• Adding orthophosphate using phos- 
phoric acid at a dose of 0,4 mg/L as P 


Pipe-loop testing produces information 
on the corrosion control treatment 
most likely to effectively reduce lead 
levels. 


It is important to understand that 
pipe-loop testing is conducted to provide 
information on the relative effectiveness 
of corrosion control treatments. The results 
cannot be used to predict actual lead 
levels that may occur at customers' taps in 
the water system. Pipe-loop testing, 
however, produces information on the 
corrosion control treatment most likely to 
effectively reduce lead levels and is an 
approved optimization technique. 

S Executive Summary 


Figure ES-4 

Typical Testing Apparatus 



A pilot-scale testing apparatus was 
designed and constructed to test each of 
the treatment techniques on different pipe 
materials. Five pipe-loop racks were 
constructed: one for each of the four 
methods and another for control (no 
treatment provided). Each pipe-loop rack 
included one new lead pipe loop, two 
identical copper pipe loops with lead 
soldered joints, one brass tester, and one 
section of old lead pipe. Three weight loss 
testers were also included for measuring 
corrosion rates of steel, galvanized steel, 
and copper. A typical testing apparatus is 
shown in Figure ES4. 

The pipe-loop facility was installed 
in the lower level of the Water Works Park 
High Service Pump Station and operated 
from January to November, 1993. After an 
initial period of passivation, water 
samples were collected on a weekly basis 
and analyzed for lead, copper, and zinc. 
The 1-liter water samples were taken after 
the water had been in contact with the 
pipe loop materials for 8 hours. This was 
done to represent the first-draw sampling 
required by the LCR. Additional sampling 
included daily monitoring for pH, chemi- 
cal doses, and temperature. Disinfection 





by-products (DBPs) and pipe insert weight 
loss were done quarterly. Flavor profile 
analyses to assess any changes in tastes or 
odors were run monthly. 

Results of pilot testing indicated: 

♦ The inhibitor treatments, zinc 
orthophosphate, and phosphoric 
acid are statistically better than the 
untreated control for both old and 
new lead piping (Figure ES-5). 

• For lead solder and copper piping, 
the median lead levels were lowest 
in the water with inhibitors (zinc 


orthophosphate and phosphoric 
acid), but only the phosphoric acid 
results were statistically better than 
the other loops (Figure ES-6). 

For brass, the results indicated that 
the treatments were no better than 
the control; however, lead levels 
were near the detection limit in the 
brass testers (Figure ES-6). 

Zinc orthophosphate and 
phosphoric acid were also found to 
be the most effective treatments in 
reducing copper (Figure ES-7). 


Figure ES-5 

Relative Lead Levels from Lead Pipe 


Figure ES-6 v 

Relative Lead Levels from Soldered 
Copper and Brass 


(U Soldered Copper Pipe 
0 Brass 



Ortho- Zinc 
phosphate Ortho- 
phosphate 


Ortho- 2nc 
phwpftate Qrtho- 
phwphatB 
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Figure ES-7 

Relative Copper Levels from Copper Pipe 


0.2 



Control pH 8.1 pH 8.7 Zinc Orttio- 


Grtho- phosphate 
phosphate 


* DPBs were increased for the pH 
adjustment treatments as expected. 
The DBPs formed as a result of this 
increase, however, did not exceed 
EPA-proposed limits. The 
orthophosphate and zinc 
orthophosphate did not increase 
DBPs. 

• None of the corrosion control 
treatments had an adverse effect on 
the taste and odor of the water 
produced. 


I Evaluating Corrosion 
Control Treatment 

The four corrosion control treatments 
tested in the pipe loops were evaluated 
based on the following criteria: 

• Performance for lead uptake 
reduction 

• Feasibility of implementation within 
regulatory and functional constraints 

• Reliability in terms of operational 
consistency and continuous 
corrosion control protection 

• Cost 

Pipe-loop data analyses indicated 
orthophosphate and zinc orthophosphate 
are most likely to yield the best results for 
lead reduction. pH adjustment was not as 
effective for lead control. Orthophosphate 
and zinc orthophosphate were effective at 
reducing copper levels. 

A feasibility analysis indicated that 
industrial water users would be affected 
adversely by zinc or a higher water pH. 
Wastewater operations would be ad- 
versely affected by zinc and orthophos- 
phates loadings. There were no major 
effects of corrosion control treatment on 
drinking water regulations. pH adjust- 
ment could, however, decrease disinfec- 
tion effectiveness and increase DBP 
formation. 

The reliability of zinc orthophos- 
phate and sodium hydroxide chemicals is 
less than would be expected for ortho- 
phosphates. Zinc orthophosphate is a 
proprietary chemical with price and 
supply constraints. Sodium hydroxide 
availability and price depend on market 
conditions. Orthophosphate (phosphoric 
acid) is available as a generic chemical and 
is commonly used in the food and bever- 
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age industry; therefore, price and avail- 
ability are more stable. From a WTP- 
operations standpoint, pH adjustment is 
less reliable because pH can change with 
raw water quality and treatment conditions. 

The chemical cost of each treatment 
alternative is shown in Figure ES-8. 
Phosphoric acid addition is less than half 
the cost of pH adjustment to 8.1, the next 
lowest chemical cost. This represents an 


Figure ES-8 

Treatment Alternatives Costs 


18-' 

16-' 


Note: 

Chemical Dose Cost 

H,P0< 1.23 mg/1 P0 4 $Q.4O/IbP0, 

NaOH (pH 8.1} 4.3 mg/1 NaOH $0-24/lh NaOH 
NaOH (pH 8.7) 7.2 mg/1 NaOH $0^4/lb NaOH 
ZnP0 4 1,23 mg/1 P0 4 S1.37/&P0, 



H,P0 4 pH 8.1 ZnP0 4 pH 8.7 


Corrosion Control Treatment 


average cost savings of about $2,400 per 
day. Phosphoric acid could save the 
DWSD about $10 million in present worth 
in the next 20 years compared to the next 
lowest cost alternative. 

4 Selecting Corrosion 
Control Treatment 

The relative ranking of alternatives 
for the four criteria (performance, feasibil- 
ity, reliability, cost) is summarized in 
Figure ES-9. Values of 1 through 4 were 
assigned for each treatment alternative in 
each criteria category (1 was best; 4 worst). 
Because performance for lead reduction 
was the main criteria, it was given a 
weight of 2. Each of the other criteria was 
given a weight of 1. 

Orthophosphates were ranked 
highest overall. Zinc orthophosphate was 
second, mainly because of its adverse 
effects on industry, wastewater plant 
operations, and higher costs. pH adjust- 
ment was ranked lowest because it is less 
effective for lead reduction, less reliable, 
and demonstrates more adverse effects on 
industry and drinking water regulatory 
compliance. 


Optnophosphates were selected as 
the optimal treatment alternative for 
lull-scale lead corrosion control. 


Based on corrosion control theory, 
comparison with analogous water sys- 
tems, and the extensive pilot plant studies, 
orthophosphates were selected as the 
optimal treatment alternative for full-scale 
lead corrosion control. 
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Figure ES-9 
Alternatives Ranking 
by Criteria 


Weighted 


Treatment 


Phosphoric Acid 


Zinc Orthophosphate 


pH 8.1 


pH 8.7 


Legend: 1 = Best; 4 = Worst 


Phosphoric acid is the recommended 
form of adding orthophosphate. It is a 
generic chemical and can be bid competi- 
tively. It does not add sodium to the water 
and costs less than any other form of 
orthophosphate. In addition, the finished 
water pH is already in the optimal range 
for lead solubility reduction by phos- 
phates, so pH adjustment is not required. 

The recommended dose of phospho- 
ric acid is 1.2 mg/L as P for initial passiva- 
tion and a sustained dose of 0.4 mg/L as P 
for maintaining control of lead uptake. 
Values may be adjusted based on full-scale 
results. 

3 Full-Scale Implementation 

The LCR requires optimal corrosion 
control treatment installation by January 1, 
1997. To meet this deadline, the implemen- 
tation schedule in Figure ES-10 is pro- 
posed. The first element of implementa- 
tion is to conduct full-scale demonstration 
testing in the distribution system served 


by one of the WTPs before installing 
chemical feed facilities in the other four 
plants. Operation of lead corrosion control 
facilities at all plants is planned for May 
1996. This will provide additional time to 
optimize the system before lead monitor- 
ing is required in 1997. 

The chemical equipment required for 
each WTP is summarized in Table ES-1. A 
schematic of a typical liquid chemical 
system is shown in Figure ES-11. 


The cost of lead corrosion control 
chemicals is estimated to he about 
$0.87 per year per household. 


The estimated capital cost for 
corrosion control facilities at the five 
WTPs is $3,740,000. The estimated cost of 
chemicals is $868,000 per year. The cost of 
lead corrosion control chemicals is esti- 
mated to be about $0.87 per year per 
household. 
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of lead reduction, such as removing lead 
service lines, will not be required. 

If the lead AL is still exceeded after 
optimization and stabilization, a program 
for lead service line removal should be 
developed in addition to an ongoing public 
education program. 


Operation of lead corrosion control 
facilities at ail plants is planned for 
May 1996. 

Figure ES-10 — — 

implementation Schedule 


1. Demonstration 
Testing 

Z. Predesign 

3. Design 

4. Bidding 

5. Award 


6. Construction 

7. Training 

8. Startup 

9. Initial Sampfing 

10. First Rouid 
Sampling 

11. Second Round 
Sampling 



A monitoring program will be 
established before and after corrosion 
control treatment is implemented to 
determine performance for lead reduction 
and effects on other water quality param- 
eters. If lead is reduced to below the EPA 
AL of 0.015 mg/L for two consecutive 6- 
month monitoring periods, other methods 
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1 @ 350. 

2 @650 


Number of bulk tanks 


Bulk tank capacity each (gal) 


Number of day tanks 


Day tank capacity (gal) 


Number of feeders 


Feeder capacity each (gpd) 


Number of transfer pumps 


Transfer pump capacity 
each (gpm) 


Transfer 

Pump 


Bulk Tank 1 
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Figure ES-11 

liquid Chemical System Schematic 

To Bilk 
Tank 2 


Table ES-1 


Chemical Equipment Summary 
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City of Flint Lead and Copper Rule Monitoring History 


90th Percentile Number of Samples Samples Samples Required 
Monitoring Period (parts per billion) above 15 ppb Required Collected Frequency 
Jan. -June 2015 11 ppb 6 60 68 * Unofficial 

July - Dec. 2014 | 6 ppb | 2 100 100 6 months 

New Source and Treatment - Flint River and Flint WTP 

June - Sept. 2011 0 ppb 0 23 23 3 years 

June - Sept. 2008 0 ppb 0 33 33 3 years 

June - Sept. 2005 1.4 ppb 0 33 33 3 years 

June - Sept. 2002 4 ppb 1 33 33 3 years 

June - Sept. 2001 4.4 ppb 0 33 33 1 year 

June - Sept. 2000 7 ppb 2 33 33 1 year 

Jan. -June 1999 5 ppb 0 33 33 lyear 

July - Dec. 1998 7.4 ppb 1 33 33 6 months 

July - Dec. 1997 5 ppb 1 33 33 6 months 

Jan. -June 1997 4.5 ppb 1 33 33 6 months 

DWSD Study and OCC Treatment 


July -Dec. 1992 

14.4 ppb 

2 

\ 

33 

33 

6 months 


Jan. - June 1992 

15 ppb 

A 

l 

33 

33 

6 months 









STATE OF MICHIGAN 



JOHN ENGLER, GOVERNOR 

DEPARTMENT OF PUBLIC HEALTH 

3423 N. LOGAN/MARTIN L. KING JR., 8LVD. 

P.O. BOX 30195, LANSING, MICHIGAN 48909 
Venice Davis Anthony, Director 


March 15, 1993 


City of Flint WSSN : 

,1101 South Saginaw Street 
Flint, Michigan 48502 

Attention: Mr. Charles Smith, Utilities Superintendent 

Subject: Lead/Copper Monitoring 

Gentlemen: 

We have reviewed the results of the second round of the lead and 
copper monitoring completed for your water supply for the period of 
July 1, 1992, through December 31, 1992. The samples were 

collected and analyzed to comply with the U.S. Environmental 
Protection Agency's Lead and Copper Regulation. The action levels 
specified in the regulation require that the 90th percentile 
results from the distribution system samples for lead and copper 
not exceed 15 and 1300 ug/1, respectively. 

Since the 90th percentile lead level for your water system is 14.4 
ug/1, the lead action level of 15 ug/1 has not been exceeded. 
Also, the 90th percentile copper level was significantly below the 
copper action level of 1300 ug/1. This means that your water 
system has met both action levels for the first two monitoring 
periods . 

Although many of the Detroit Water and Sewerage Department (DWSD) 
customers have met' the action levels, DWSD is required to conduct 
a study to determine whether their water treatment processes can be 
improved to further reduce corrosion. The study is to be completed 
by July 1, 1994, and any recommended treatment modifications must 
be in place by January 1, 1997. 




City of Flint 
Page 2 

March 15, 1993 


Further monitoring of your water system for lead and copper will 
not be required until the DWSD study is complete and any additional 
corrosion control treatment has begun. We will inform you when 
monitoring is again required. This may be as late as January 1997. 

.If you have any questions, please call me at (517) 335-8309. 


Timothy A. Benton, P.E. 
District Engineer 
Division of Water Supply 
Bureau of Environmental and 
Occupational Health 



TAB : im 

cc: John Weisenberger , Water Plant Supervisor 

cc : Genesee County Health Department 



From: 

Murray, Mark 

Sent: 

Monday, July 27, 2015 7:44 AM 

To: 

Hollins, Harvey (GOV) 

Cc: 

Behler, Stacie 

Subject: 

RE: Water Filter 

Harvey - 



We are all set. Stacie Behler can serve as liaison on this one. The merchant team can source 1,500 filters. We will get 
them to the community at cost. My guess is this will be $20k or so, but the team will give you a final number. 

Because we don't want to be a state vendor, we won't sell them to you. Stacie will work out logistics of whether we 
make a donation of gift cards to the state that you use to purchase them, or whether there is some other entity to which 
we can give them. 

Given all the circumstances, we are not interested in any publicity. We want it to be clear that the state is providing 
these, not Meijer. 

Thanks for reaching out. 

Mark 

Original Message 

From: Hollins, Harvey (GOV) [mailto:hoHinsh@friichigan.govl 

Sent: Thursday, July 23, 2015 12:20 PM 
To: Murray, Mark 
Subject: RE: Water Filter 

Thank you. 

Original Message 

From: Murray, Mark 
Sent: Thursday, July 23, 2015 10:57 AM 
To: Hollins, Harvey (GOV) 

Cc: Steele, Cindee 
Subject: RE: Water Filter 

Will get back soon. 

Original Message 

From: Hollins, Harvey (GOV) fmailtochoHmsh@michigan.govl 
Sent: Wednesday, July 22, 2015 12:17 PM 
To: Murray, Mark 
Subject: Water Filter 

Mark, 

Per our last conversation, I expressed that we were interested acquiring and distributing 1500 water filters to Flint 
residents to assist with the quality (perceived or real) of their drinking water until the KWA pipeline comes online. 



l 



A few weeks ago, you asked me to send you the product ID number so you could check with your suppliers regarding 
price. I apologize for taking long to send you product ID; a number of conversations needed to occur in Flint before we 
could proceed. 

The product ID for a Brita Filter for kitchen faucets is: 

Product ID 3176421 
UPC 7-23987-0078 

Thank you for taking the time to look into this. 

Best, 

Harvey Hollins III, Director 
Governor's Office of Urban Initiatives 

313.456.4994<te!:313.456.4994> (office) 



NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 


NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 
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From: 

Sent: 

To: 

Subject: 


Haan, Andrew (GOV) 

Wednesday, July 29, 2015 1:07 PM 

Hollins, Harvey (GOV); Clayton, Stacie (GOV); Armstrong, Anne (GOV) 
Flint water article 


I always enjoy reading my daily Citylab email. Today was a little different, as the article on Flint water below 
presents the situation there in a quite negative light. 

Thought the team would be interested.... 

http://www.citylab.corp/weather/2015/07/ ag i ng -infrastructure-is-poisoning-americas-water- 
supplv/3 99878/'?utm_source ::: nl link.5_072915 

Andrew Haan 
Associate Director 

Governor’s Office of Urban and Metropolitan Initiatives 

Southwest Michigan First 

241 E. Michigan Avenue 

Kalamazoo. MI 49007 

(269) 303-1967 
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From: 

Sent: 

To: 

Subject: 


Clayton, Stacie (GOV) 

Wednesday, July 29, 2015 1:10 PM 

Haan, Andrew (GOV); Hollins, Harvey (GOV); Armstrong, Anne (GOV) 
RE: Flint water article 


Thanks, Andrew. Harvey, Dennis and DEQ have been working on this since earlier this year. Harvey 
has been spending quite a bit of time in Flint these past few month - smile. 

Stacie 


From: Haan, Andrew (GOV) 

Sent: Wednesday, July 29, 2015 1:07 PM 

To: Hollins, Harvey (GOV); Clayton, Stacie (GOV); Armstrong, Anne (GOV) 

Subject: Flint water article 

I always enjoy reading my daily Citylab email. Today was a little different, as the article on Flint water below 
presents the situation there in a quite negative light. 

Thought the team would be interested. .. 


http:/Avww.citylab.coni/weather/2Q15/07/aging-ititrastructure-is-poisoning-americas-water- 
supply/399878/?utm s ources ! l ink s 0 72915 

Andrew Haan 
Associate Director 

Governor’s Office of Urban and Metropolitan Initiatives 

Southwest Michigan First 

241 E. Michigan Avenue 

Kalamazoo. MI 49007 

(269) 303-1967 


l 



From: 

Sent: 

To: 

Cc: 

Subject: 


Akemann, Jamie j] 

Friday, July 31, 2015 7:40 AM 
Bob Richardson Jr 

Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen Hardy; Rolland, 
Heather; Hollins, Harvey (GOV); Behler, Stacie; Clayton, Stacie (GOV) 

RE: Meijer 


Good morning, 

Below is the address for delivery of the water filters. Please copy Stacie Clayton when they are shipped with a 
tracking number. She will ensure someone is at the church the day of delivery. 

Thanks for the support! 

Deliver to: 

Pastor Allen Overton 
Mt. Carmel Baptist Church 
1610 West Pierson Road 
Flint, Ml 48504 
810.397.0219 

Please let me know if you need anything else from me. 

Stacie 

313.456.4994 (office) 

ciavtons3@mich5Qan.aov 


From: Bob Richardson Jr 

Sent: Tuesday, July 28, 2015 4:17 PM 

To: Akemann, Jamie 

Cc: Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen Hardy; Bob Richardson Jr 
Subject: RE: Meijer 
Importance: High 



coordinate 


with 



does to support our categories 



seveiooment 
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From: Akemann, Jamie 
Sent: Tuesday, July 28, 

To: Bob Richardson Jr 
Cc: Mears, Scott 
Subject: Meijer 

Bob, 

I hope all is well for you and I look forward to seeing you this fall at our vendor summit. 

Meijer needs some help supporting the Flint Michigan community and was hoping Clorox can jump in. 

They are having some issues with water quality and are looking for a donation of 1500 water filters for drinking water. 
Would Clorox consider donating as a silent partner with Meijer? 

Please let me know as we want to support the community. 

Best Regards, 

Jamie 


The product ID for a Brita Filter for kitchen faucets is: 

> Product ID 3176421 

> UPC 7-23987-0078 


m gMSPSf 

i J 8- 

Jamie Akemann 

Vice President Hardlines 

2350 3 Mile Road NW I Grand Rapids, Ml 49544 

P: (616) 791-3082 C: 


•JWWWWWWWWWWWWVWWWWWVJWWWWWWWWWWV- WJVJVJVJVJVJVJVJWWWWWWWWWWWWWWWWWWWWWWWWWWWWWWWWWWWWWW^ 


MOTE: This electronic meeftage and an y dies transmitted with are confidential and intended solely ter the use of the individual or entity to whom they are 
addressed, if yen have received this message if- acre: , any unauthorised review, use, disclosure, distribution or espying of this message is prohibited, if yon are 
not the intended recipient, please confect the seeder by reply e-mail and destroy ail copies of the engine! message. Unless expressly stated in this e-matf, nothing 
in this message should be construed as a digital or electronic signature or writing 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended only 
for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are notified that 
you have received this message in error and that any review, dissemination, distribution or copying of this message is 
strictly prohibited. If you have received this message in error, please delete this message and notify the sender 
immediately. 


NOTE: This electronic message and any Stes transmuted with li arc confidential and intended solely lor the use of the individual or entity to whom they are 
addressed. If you have received this message it; error arty unauthorised review, use, disclosure, distribution or copying of this message is prohibited. If you are 
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From: Clayton, Stacie (GOV) 

Sent: Friday, July 31, 2015 9:55 AM 

To: Akemann, Jamie 

Cc: Bob Richardson Jr; Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen 

Hardy; Rolland, Heather; Hollins, Harvey (GOV); Behler, Stacie 
Subject: Re: Meijer 


Good Morning All, 

Thank you, again. 

Is it possible to delay the shipment of the filters until next Tuesday, August 4? 

I was just informed they are creating a distribution plan in Flint so the filters can be given to the community when 
received. This will alleviate the church having to store the filters. 

I apologize for not communicating this sooner. Please let me know if the delay is possible. 

Stacie Clayton 
Sent from my iPhone 

On Jul 31, 2015, at 7:40 AM, Akemann, Jamie < jarnie.Akernarni@meiier.corri > wrote: 

Good morning, 

Below is the address for delivery of the water filters. Please copy Stacie Clayton when they are 
shipped with a tracking number. She will ensure someone is at the church the day of delivery. 

Thanks for the support! 

Deliver to: 

Pastor Allen Overton 
Mt. Carmel Baptist Church 
1610 West Pierson Road 
Flint, Ml 48504 
810.397.0219 

Please let me know if you need anything else from me. 

Stacie 

313.456.4994 (office) 

ciaytofis3i@michiaan.qov 


From: Bob Richardson Jr [rriailto:bob.r;chardsorua>dorox.cofrs1 

Sent: Tuesday, July 28, 2015 4:17 PM 
To: Akemann, Jamie 

Cc: Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen Hardy; Bob Richardson Jr 


l 


Subject: RE: Meijer 
Importance: High 


Ate 


a 


coordinate 


Thanks much tor all Mener does to support our cai 


Bob Richardson 



Devs I o p st- ess l 


From: Akemann, Jamie [malito:Jamie'Akern3nn@meijer,cofr=1 

Sent: Tuesday, July 28, 2015 1:05 PM 
To: Bob Richardson Jr 
Cc: Mears, Scott 
Subject: Meijer 

Bob, 

I hope all is well for you and I look forward to seeing you this fall at our vendor summit. 

Meijer needs some help supporting the Flint Michigan community and was hoping Clorox can jump in. 

They are having some issues with water quality and are looking for a donation of 1500 water filters for 
drinking water. 

Would Clorox consider donating as a silent partner with Meijer? 

Please let me know as we want to support the community. 

Best Regards, 

Jamie 


The product ID for a Brita Filter for kitchen faucets is: 

> Product ID 3176421 

> UPC 7-23987-0078 


<irr!agss00.;4>r!g> 

Jamie Akemann 
Vice President Hardlines 


2350 3 Mile Road NW I Grand Rapids, Ml 49544 
P: (616) 791-3082 C: 
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From: Bob Richardson Jr 

Sent: Friday, July 31, 2015 9:56 AM 

To: Clayton, Stacie (GOV); Akemann, Jamie 

Cc: Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen Hardy; Rolland, Heather; 

Hollins, Harvey (GOV); Behler, Stacie 
Subject: RE: Meijer 

Mary Anne, Alyssa 
Can we delay shipment ? 

Thanks 

Bob Richardson 

Director Of Sales, Customer and Industry Development 
Bus:972-871-6721 Cell: 


Original Message 

From: Clayton, Stacie (GOV) [mailto:claytons3@michigan.gov] 

Sent: Friday, July 31, 2015 8:55 AM 
To: Akemann, Jamie 

Cc: Bob Richardson Jr; Mears, Scott; Mary.Anne Flogan Johnson; Alyssa Wisenor; Stephen Flardy; Rolland, Fleather; 
Hollins, Flarvey (GOV); Behler, Stacie 
Subject: Re: Meijer 

Good Morning All, 

Thank you, again. 

Is it possible to delay the shipment of the filters until next Tuesday, August 4? 

I was just informed they are creating a distribution plan in Flint so the filters can be given to the community when 
received. This will alleviate the church having to store the filters. 

I apologize for not communicating this sooner. Please let me know if the delay is possible. 

Stacie Clayton 
Sent from my iPhone 

On Jul 31, 2015, at 7:40 AM, Akemann, Jamie MjEBBBBBBBBBBB BBBS BMbKbitfBEBEBEBEBEBEBBS^S^^SSdBl 

wrote: 

Good morning, 

Below is the address for delivery of the water filters. Please copy Stacie Clayton when they are shipped with a tracking 
number. She will ensure someone is at the church the day of delivery. 

Thanks for the support! 


l 





Deliver to: 


Pastor Allen Overton 
Mt. Carmel Baptist Church 
1610 West Pierson Road 
Flint, Ml 48504 



Please let me know if you need anything else from me. 
Stacie 

313.456.4994 (office) 

daytons3@michigan.gov<mailto:claytons3@michigan.gov> 


From: Bob Richardson Jr 
Sent: Tuesday, July 28, 2015 4:17 PM 
To: Akemann, Jamie 

Cc: Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen Hardy; Bob Richardson Jr 
Subject: RE: Meijer 
Importance: High 

Jamie 

Looks like we can support. Alyssa will coordinate with logistics on product. 

Thanks much for all Meijer does to support our categories 
Bob Richardson 

Director Of Sales, Customer and Industry Development 
Bus:972-871-6721 Cell: 

From: Akemann, Ja 
Sent: Tuesday, July 
To: Bob Richardson Jr 
Cc: Mears, Scott 
Subject: Meijer 

Bob, 

I hope all is well for you and I look forward to seeing you this fall at our vendor summit. 

Meijer needs some help supporting the Flint Michigan community and was hoping Clorox can jump in. 

They are having some issues with water quality and are looking for a donation of 1500 water filters for drinking water. 
Would Clorox consider donating as a silent partner with Meijer? 

Please let me know as we want to support the community. 

Best Regards, 
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Jamie 


The product ID for a Brita Filter for kitchen faucets is: 

> Product ID 3176421 

> UPC 7-23987-0078 


<image001.png> 

Jamie Akemann 

Vice President Hardlines 

2350 3 Mile Road NW I Grand Rapids, Ml 49544 



NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please contact 
the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, nothing 
in this message should be construed as a digital or electronic signature or writing. 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 


NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please contact 
the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, nothing 
in this message should be construed as a digital or electronic signature or writing. 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 
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From: Mary.Anne Hogan Johnson .j; 

Sent: Friday, July 31, 2015 11:21 AM 

To: Clayton, Stacie (GOV); Akemann, Jamie 

Cc: Bob Richardson Jr; Mears, Scott; Alyssa Wisenor; Stephen Hardy; Rolland, Heather; 

Hollins, Harvey (GOV); Behler, Stacie 
Subject: RE: Meijer 


Hello Stacie, 

We will order the product today for delivery after Tuesday. We will let you know the exact date and the tracking 
information when available. 

Thank you. 

Original Message 

From: Clayton, Stacie (GOV) [mailto:claytons3@michigan.gov] 

Sent: Friday, July 31, 2015 9:55 AM 
To: Akemann, Jamie 

Cc: Bob Richardson Jr; Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen Hardy; Rolland, Heather; 
Hollins, Harvey (GOV); Behler, Stacie 
Subject: Re: Meijer 

Good Morning All, 

Thank you, again. 

Is it possible to delay the shipment of the filters until next Tuesday, August 4? 

I was just informed they are creating a distribution plan in Flint so the filters can be given to the community when 
received. This will alleviate the church having to store the filters. 

I apologize for not communicating this sooner. Please let me know if the delay is possible. 

Stacie Clayton 
Sent from my iPhone 

On Jul 31, 2015, at 7:40 AM, Akemann, Jamie 
wrote: 

Good morning, 

Below is the address for delivery of the water filters. Please copy Stacie Clayton when they are shipped with a tracking 
number. She will ensure someone is at the church the day of delivery. 

Thanks for the support! 

Deliver to: 

Pastor Allen Overton 
Mt. Carmel Baptist Church 

l 




1610 West Pierson Road 
Flint, Ml 48504 


Please let me know if you need anything else from me. 
Stacie 

313.456.4994 (office) 

claytons3@michigan.gov<mailto:claytons3@michigan.gov> 


From: Bob Richardson Jr Ma££ifciSiBBSPM 
Sent: Tuesday, July 28, 2015 4:17 PM 
To: Akemann, Jamie 

Cc: Mears, Scott; Mary.Anne Flogan Johnson; Alyssa Wisenor; Stephen Flardy; Bob Richardson Jr 
Subject: RE: Meijer 
Importance: High 

Jamie 

Looks like we can support. Alyssa will coordinate with logistics on product. 

Thanks much for all Meijer does to support our categories 
Bob Richardson 

Director Of Sales, Customer and Industry Development 
Bus:972-87 1-6721 Cell: 

From: Akemann, Jamie 

Sent: Tuesday, July 28, 2015 1:05 PM 

To: Bob Richardson Jr 

Cc: Mears, Scott 

Subject: Meijer 

Bob, 

I hope all is well for you and I look forward to seeing you this fall at our vendor summit. 

Meijer needs some help supporting the Flint Michigan community and was hoping Clorox can jump in. 

They are having some issues with water quality and are looking for a donation of 1500 water filters for drinking water. 
Would Clorox consider donating as a silent partner with Meijer? 

Please let me know as we want to support the community. 

Best Regards, 

Jamie 


2 






The product ID for a Brita Filter for kitchen faucets is: 


> Product ID 3176421 

> UPC 7-23987-0078 


<image001.png> 

Jamie Akemann 

Vice President Hardlines 

2350 3 Mile Road NW I Grand Rapids, Ml 49544 



NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 


NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 
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From: 

Clayton, Stacie (GOV) 

Sent: 

Friday, July 31, 2015 11:36 AM 

To: 

Mary.Anne Hogan Johnson 

Cc: 

Akemann, Jamie; Bob Richardson Jr; Mears, Scott; Alyssa Wisenor; Stephen Hardy; 
Rolland, Heather; Hollins, Harvey (GOV); Behler, Stacie 

Subject: 

Re: Meijer 


Thank you so much. Have a wonderful weekend! 

Stacie Clayton 
Sent from my iPhone 

> On Jul 31, 2015, at 11:21 AM, Mary.Anne Hogan Johnson <mary.anne.hogan.johnson@clorox.com> wrote: 

> 

> Hello Stacie, 

> We will order the product today for delivery after Tuesday. We will let you know the exact date and the tracking 
information when available. 

> Thank you. 

> 

> Original Message 

> From: Clayton, Stacie (GOV) [mailto:claytons3@michigan.gov] 

> Sent: Friday, July 31, 2015 9:55 AM 

> To: Akemann, Jamie 

> Cc: Bob Richardson Jr; Mears, Scott; Mary.Anne Hogan Johnson; Alyssa 

> Wisenor; Stephen Hardy; Rolland, Heather; Hollins, Harvey (GOV); 

> Behler, Stacie 

> Subject: Re: Meijer 

> 

> Good Morning All, 

> 

> Thank you, again. 

> 

> Is it possible to delay the shipment of the filters until next Tuesday, August 4? 

> 

> I was just informed they are creating a distribution plan in Flint so the filters can be given to the community when 
received. This will alleviate the church having to store the filters. 

> 

> I apologize for not communicating this sooner. Please let me know if the delay is possible. 

> 

> Stacie Clayton 

> Sent from my iPhone 

> 

> On Jul 31, 2015, at 7:40 AM, Akemann, Jamie <Jamie.Akemann@meijer.com<mailto:Jamie.Akemann@meijer.com» 
wrote: 

> 

> Good morning, 

> 

> Below is the address for delivery of the water filters. Please copy Stacie Clayton when they are shipped with a tracking 
number. She will ensure someone is at the church the day of delivery. 



> 

> Thanks for the support! 

> 

> Deliver to: 

> 

> Pastor Allen Overton 

> Mt. Carmel Baptist Church 

> 1610 West Pierson Road 

> Flint, Ml 48504 
>810.397.0219 

> 

> Please let me know if you need anything else from me. 

> 

> Stacie 

> 313.456.4994 (office) 

> claytons3@michigan.gov<mailto:claytons3@michigan.gov> 

> 

> 

> 

> From: Bob Richardson Jr [mailto:bob.richardson@clorox.com] 

> Sent: Tuesday, July 28, 2015 4:17 PM 

> To: Akemann, Jamie 

> Cc: Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen 

> Hardy; Bob Richardson Jr 

> Subject: RE: Meijer 

> Importance: High 

> 

> Jamie 

> 

> Looks like we can support. Alyssa will coordinate with logistics on product. 

> 

> Thanks much for all Meijer does to support our categories 

> 

> Bob Richardson 

> Director Of Sales, Customer and Industry Development 

> Bus:972-871-6721 Cell: 

> 

> From: Akemann, Jamie [mailto:Jamie.Akemann@meijer.com] 

> Sent: Tuesday, July 28, 2015 1:05 PM 

> To: Bob Richardson Jr 

> Cc: Mears, Scott 

> Subject: Meijer 

> 

> Bob, 

> 

> I hope all is well for you and I look forward to seeing you this fall at our vendor summit. 

> 

> Meijer needs some help supporting the Flint Michigan community and was hoping Clorox can jump in. 

> 

> They are having some issues with water quality and are looking for a donation of 1500 water filters for drinking water. 

> 

> Would Clorox consider donating as a silent partner with Meijer? 

> 



> Please let me know as we want to support the community. 

> 

> Best Regards, 

> 

> Jamie 

> 

> 

> The product ID for a Brita Filter for kitchen faucets is: 

> 

» Product ID 3176421 
> 

» UPC 7-23987-0078 
> 

> 

> <image001.png> 

> Jamie Akemann 

> Vice President Hardlines 

> 2350 3 Mile Road NW I Grand Rapids, M l 49544 

> P: (616) 791-3082 C: 

> Jamie.Akemann@meijer.com<mailto:Jamie.Akemann@meijer.com> 

> 

> 

> 

> 

> NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 

> 

> 

> This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 

> 

> 

> 

> NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 

> 

> 

> This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 




From: 

Sent: 

To: 

Cc: 

Subject: 


Bob Richardson Jr J --"T 

Friday, July 31, 2015 11:45 AM 

Clayton, Stacie (GOV); Mary .Anne Hogan Johnson 

Akemann, Jamie; Mears, Scott; Alyssa Wisenor; Stephen Hardy; Rolland, Heather; 
Hollins, Harvey (GOV); Behler, Stacie 
RE: Meijer 


Mary Anne 

Thanks for making this happen 
Bob Richardson 

Director Of Sales, Custo mer and Indus try Development 
Bus:972-87 1-6721 Cell: 

Original Message 

From: Clayton, Stacie (GOV) [mailto:claytons3@michigan.gov] 

Sent: Friday, July 31, 2015 10:36 AM 
To: Mary.Anne Hogan Johnson 

Cc: Akemann, Jamie; Bob Richardson Jr; Mears, Scott; Alyssa Wisenor; Stephen Hardy; Rolland, Heather; Hollins, Harvey 
(GOV); Behler, Stacie 
Subject: Re: Meijer 

Thank you so much. Have a wonderful weekend! 

Stacie Clayton 
Sent from my iPhone 

> On Jul 31, 2015, at 11:21 AM, Mary.Anne Hogan Johnsoi 

> 

> Hello Stacie, 

> We will order the product today for delivery after Tuesday. We will let you know the exact date and the tracking 
information when available. 

> Thank you. 

> 

> Original Message 

> From: Clayton, Stacie (GOV) [mailto:claytons3@michigan.gov] 

> Sent: Friday, July 31, 2015 9:55 AM 

> To: Akemann, Jamie 

> Cc: Bob Richardson Jr; Mears, Scott; Mary.Anne Hogan Johnson; Alyssa 

> Wisenor; Stephen Hardy; Rolland, Heather; Hollins, Harvey (GOV); 

> Behler, Stacie 

> Subject: Re: Meijer 

> 

> Good Morning All, 

> 

> Thank you, again. 

> 


wrote: 


l 




> Is it possible to delay the shipment of the filters until next Tuesday, August 4? 

> 

> I was just informed they are creating a distribution plan in Flint so the filters can be given to the community when 
received. This will alleviate the church having to store the filters. 

> 

> I apologize for not communicating this sooner. Please let me know if the delay is possible. 

> 

> Stacie Clayton 

> Sent from my iPhone 

> 

> On Jul 31, 2015, at 7:40 AM, Akemann, Jamie 
wrote: 

> 

> Good morning, 

> 

> Below is the address for delivery of the water filters. Please copy Stacie Clayton when they are shipped with a tracking 
number. She will ensure someone is at the church the day of delivery. 

> 

> Thanks for the support! 

> 

> Deliver to: 

> 

> Pastor Allen Overton 

> Mt. Carmel Baptist Church 

> 1610 West Pierson Road 

> Flint, Ml 48504 



> 


> Please let me know if you need anything else from me. 

> 

> Stacie 

> 313.456.4994 (office) 

> claytons3@michigan.gov<mailto:claytons3@michigan.gov> 

> 

> 

> 

> From: Bob Richardson Jr 

> Sent: Tuesday, July 28, 2' 

> To: Akemann, Jamie 

> Cc: Mears, Scott; Mary.Anne Hogan Johnson; Alyssa Wisenor; Stephen 

> Hardy; Bob Richardson Jr 

> Subject: RE: Meijer 

> Importance: High 

> 

> Jamie 

> 

> Looks like we can support. Alyssa will coordinate with logistics on product. 

> 

> Thanks much for all Meijer does to support our categories 

> 

> Bob Richardson 

> Director Of Sales, Customer and Industry Development 



4:17 PM 
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> Bus:972-871-6721 CelkBggBffiN 

> From: Akemann, Jamie^^M gM I|MH| flMWai^#giiig|ili|g|^^ 

> Sent: Tuesday, July 28, 2015 1:05 PM 

> To: Bob Richardson Jr 

> Cc: Mears, Scott 

> Subject: Meijer 

> 

> Bob, 

> 

> I hope all is well for you and I look forward to seeing you this fall at our vendor summit. 

> 

> Meijer needs some help supporting the Flint Michigan community and was hoping Clorox can jump in. 

> 

> They are having some issues with water quality and are looking for a donation of 1500 water filters for drinking water. 

> 

> Would Clorox consider donating as a silent partner with Meijer? 

> 

> Please let me know as we want to support the community. 

> 

> Best Regards, 

> 

> Jamie 

> 

> 

> The product ID for a Brita Filter for kitchen faucets is: 

> 

» Product ID 3176421 
> 

» UPC 7-23987-0078 
> 

> 

> <image001.png> 

> Jamie Akemann 

> Vice President Hardlines 

> 2350 3 Mile Road NW I Grand Rapids, Ml 49544 



> 

> 

> 

> NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 

> 

> 

> This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
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message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 

> 

> 

> 

> NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 

> 

> 

> This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended 
only for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are 
notified that you have received this message in error and that any review, dissemination, distribution or copying of this 
message is strictly prohibited. If you have received this message in error, please delete this message and notify the 
sender immediately. 
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From: 

Clayton, Stacie (GOV) 

Sent: 

Monday, August 03, 2015 4:43 PM 

To: 

re va co @ co m ca st . n et 

Cc: 

Hollins, Harvey (GOV) 

Subject: 

Flint Water Filter Distribution Plan 


Rev. Overton, 

This email is a follow up to our conversation regarding the distribution plan for the donated water 
filters. I’m typing this since you were driving and had to tell me verbally. Please let me know if I 
missed anything. 

1500 filters are being donated 

s 500 will be distributed at Mt. Carmel church on the North End 
S 500 will be distributed at Woodside Church on the East End 

S 500 will be distributed on the South End (you are awaiting confirmation on the location) 

Communication about distribution of the water filters 

S Faith-based Newspaper 
S Radio 
S Talk Shows 
S Ch. 12 News 

Qualifications to receive a filter 

S Must be a Flint resident (verified by driver’s license) 

S Distributions at all sites will be monitored to ensure there is only per household 

Potential Issues 

s Concerned Pastors group would like filters to go only to low income families 
s Coalition for Clean Water believes anyone should be able to get the filters since everyone 
drinks the same water no matter income 

s The Coalition believes 1500 is not nearly an adequate number to address the problem 
•S The Pastors want to work with what they have right now and address getting more later 
s Pastor Overton wants to ensure this disagreement on the number does not become the focal 
point of Tuesday’s meeting 
•S Contamination levels still need to be addressed 


i 



From: 

Muchmore, Dennis (GOV) 

Sent: 

Wednesday, August 05, 2015 9:04 AM 

To: 

Hollins, Harvey (GOV) 

Cc: 

Clayton, Stacie (GOV) 

Subject: 

RE: '20150804_Meeting with Flint's Clean Water Coalition 


I didn't think that meeting was as useful as others, if people won't accept the factual information. I'm not sure there is 
much we can do about it. They're getting their own filters, we've Installed six at the main and i thought there were six 
more coming. As for the flushing, that's part of any city's water system, and people in every community pay for it. As to 
the frequency, there must be a plan to reduce the number of times. 


Questions: 

Why does KWA only produce 18 million gals? Doesn't make sense to have a system that doesn't produce enough water. 
Where do they expect to get the other from? Especially since GM doesn't want the Flint river water (even though 
presumably GM has been both the biggest commercial user and disposer}, how do they separate out the flow ? 

We can't do too many more of these. The three activists in the room just want to be right, they don't want answers. No 
matter what we say they'll always want something else to be the answer. The Pastors and the woman form yesterday 
who usually sits across from me and who always lectures us (that's just a reminder of some of the old time negative 
racial experiences she's had and I get it) are really a strong group of people. Usually there is a black woman who comes 
with them, but I missed her yesterday. I really her and of course, Overton and Hill are pretty impressive people in their 
own right 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, August 5, 2015 8:32 AM 
To: Muchmore, Dennis (GOV) 

Cc: Clayton, Stacie (GOV) 

Subject: '20150804_Meeting with Flint's Clean Water Coalition 1 


l 



Akemann, Jamie v 

Tuesday, August 18, 2015 2:45 PM 
Clayton, Stacie (GOV) 

Mary.Anne Hogan Johnson: ^! a 
Re: Brita Water Filters for Flint 


Bob, 


From: 

Sent: 

To: 

Cc: 

Subject: 


Hollins, Harvey (GOV) 


Not sure how this broke down but can Clorox helps us get the correct product? I will check original email but certain it 
contained model requested. 

Please let us know. 

Thanks, 


On Aug 18, 2015, at 2:02 PM, Clayton, Stacie (GOV) < ciavionsS@michigan.gov > wrote: 

Greetings All, 

Again, thank you, for your assistance in securing and shipping the Brita filters to 
Flint. Unfortunately, it seems the wrong product was sent. The first picture on this 
email is from Mark Murray and this is the product (1 white faucet and 1 filter) he and 
Harvey discussed. The second picture is the product that was shipped to Flint. 

Below is the information for the product that should have been shipped. We apologize if 
there was any error on our end. Please let me know if there is a way to have the correct 
product shipped and the other product returned (only 1 box was opened). The 
community is hoping to distribute the faucet filters on August 27. 

The product ID for a Brita Filter for kitchen faucets is: 

Product ID 3176421 

UPC 7-23987-0078 

Thank you, 

Stacie 

Stacie Clayton, Assistant Director 
Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 
3044 West Grand Boulevard, Ste. 14-650 
Detroit, Ml 48202 
313.456.4994 (office) 
da v tons3 @michiqan.goy 
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NOTE: This electronic message and any files transmitted with S are confidential and intended solely tor the use of the individual or entity to whom tfroy are 
add; eased. If yon ha vs received this message it; error, arty unauthorised re-view, use, disclosure, distribution or copying ef this message is prohibited, if yon are 
not the intended recipient, please contact the sender by reply e-mail and destroy ali copiers of the original message. Unless expressly stated in this e-rnalS, nothing 
in this message should be construed as a digital or electronic signature or writing. 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Mary.Anne Hogan Johnson 
Wednesday, August 19, 2015 2:15 PM 
Clayton, Stacie (GOV) 

Hollins, Harvey (GOV); Bob Richardson Jr; 'Akemann, Jamie' 
RE: Brita Water Filters for Flint - shipment update 


Hello Stacie, 

Good news! Clorox is shipping 1,500 Faucet Mount Systems to the church. I've requested that they be delivered before 
August 25 th . I'll send tracking information as soon as I receive it. 

We are investigating options for the original shipment of pitcher filters that were sent in error, ill advise within the next 
day or two. 

Let me know if we can help in any other way. 

Mary Anne Johnson 
Clorox 

330-256-6367 


From: Clayton, Stacie (GOV) [ rna i 1 to : cla yi.ons3@ mich ioa n .aov] 

Sent: Tuesday, August 18, 2015 2:03 PM 

To: Mary.Anne Hogan Johnson; Bob Richardson Jr; 'Akemann, Jamie' 

Cc: Hollins, Harvey (GOV) 

Subject: Brita Water Filters for Flint 

Greetings All, 

Again, thank you, for your assistance in securing and shipping the Brita filters to Flint. Unfortunately, 
it seems the wrong product was sent. The first picture on this email is from Mark Murray and this is 
the product (1 white faucet and 1 filter) he and Harvey discussed. The second picture is the product 
that was shipped to Flint. 

Below is the information for the product that should have been shipped. We apologize if there was 
any error on our end. Please let me know if there is a way to have the correct product shipped and 
the other product returned (only 1 box was opened). The community is hoping to distribute the faucet 
filters on August 27. 

The product ID for a Brita Filter for kitchen faucets is: 

Product ID 3176421 
UPC 7-23987-0078 

Thank you, 

Stacie 


Stacie Clayton, Assistant Director 
Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 
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3044 West Grand Boulevard, Ste. 14-650 
Detroit, Ml 48202 
313.456.4994 (office) 

daytons3@michiqan.gov 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended only 
for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are notified that 
you have received this message in error and that any review, dissemination, distribution or copying of this message is 
strictly prohibited. If you have received this message in error, please delete this message and notify the sender 
immediately. 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Bob Richardson Jr 
Wednesday, August 19, 2015 2:20 PM 
Mary.Anne Hogan Johnson; Clayton, Stacie (GOV) 
Hollins, Harvey (GOV); 'Akemann, Jamie'; Stephen Hardy 
RE: Brita Water Filters for Flint - shipment update 


Importance: 


High 


ne ifiucn iur cuusuindungj in is citoi i iu auppuri iiicss curisuriicr; 


IsmiB thanks for roach inn out to Brito to hoip 


r - 


Bob Richardson 

Director Of Sales, Custo mer and indust ry Development 
BtiSj-972 -87 1-6721 Cell: 


From: Mary.Anne Hogan Johnson 
Sent: Wednesday, August 19, 2015 1:15 PM 
To: Clayton, Stacie (GOV) 

Cc: Hollins, Harvey (GOV); Bob Richardson Jr; 'Akemann, Jamie' 

Subject: RE: Brita Water Filters for Flint - shipment update 

Hello Stacie, 

Good news! Clorox is shipping 1,500 Faucet Mount Systems to the church. I've requested that they be delivered before 
August 25 th . I'll send tracking information as soon as I receive it. 

We are investigating options for the original shipment of pitcher filters that were sent in error, i'll advise within the next 
day or two. 

Let me know if we can help in any other way. 


Mary Anne Johnson 
Clorox 



From: Clayton, Stacie (GOV) [njactoxiayto^^ 

Sent: Tuesday, August 18, 2015 2:03 PM 

To: Mary.Anne Hogan Johnson; Bob Richardson Jr; 'Akemann, Jamie' 

Cc: Hollins, Harvey (GOV) 

Subject: Brita Water Filters for Flint 

Greetings All, 

Again, thank you, for your assistance in securing and shipping the Brita filters to Flint. Unfortunately, 
it seems the wrong product was sent. The first picture on this email is from Mark Murray and this is 
the product (1 white faucet and 1 filter) he and Harvey discussed. The second picture is the product 
that was shipped to Flint. 
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Below is the information for the product that should have been shipped. We apologize if there was 
any error on our end. Please let me know if there is a way to have the correct product shipped and 
the other product returned (only 1 box was opened). The community is hoping to distribute the faucet 
filters on August 27. 

The product ID for a Brita Filter for kitchen faucets is: 

Product ID 3176421 
UPC 7-23987-0078 

Thank you, 

Stacie 

Stacie Clayton, Assistant Director 
Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 
3044 West Grand Boulevard, Ste. 14-650 
Detroit, Ml 48202 
313.456.4994 (office) 
d ay 'ions3 @ michs g an. g oy 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended only 
for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are notified that 
you have received this message in error and that any review, dissemination, distribution or copying of this message is 
strictly prohibited. If you have received this message in error, please delete this message and notify the sender 
immediately. 
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From: Clayton, Stacie (GOV) 

Sent: Wednesday, August 19, 2015 2:22 PM 

To: 'Mary.Anne Hogan Johnson' 

Cc: Hollins, Harvey (GOV); Bob Richardson Jr; 'Akemann, Jamie' 

Subject: RE: Brita Water Filters for Flint - shipment update 


Thank You Everyone! This is absolutely awesome. I’ll stand by for tracking information and return 
instructions. Have a wonderful weekend! 

Stacie 

Stacie Clayton, Assistant Director 
Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 
3044 West Grand Boulevard, Ste. 14-650 
Detroit, Ml 48202 
313.456.4994 (office) 


From: Mary.Anne Hogan Johnson | 

Sent: Wednesday, August 19, 2015 2:15 PM 
To: Clayton, Stacie (GOV) <daytorss^ 


Cc: Hollins, Harvey (GOV) <hollin$h< 

Sjmichigan.gov>; Bob Richardson Jr 


>; 'Akemann, Jamie' 






Subject: RE: Brita Water Filters for Flint - shipment update 


Hello Stacie, 

Good news! Ciorox is shipping 1,500 Faucet Mount Systems to the church. I've requested that they be delivered before 
August 25 th . i'll send tracking information as soon as i receive it. 

We are investigating options for the original shipment of pitcher filters that were sent in error. Ill advise within the next 
day or two. 

Let me know if we can help in any other way. 

Mary Anne Johnson 
Ciorox 


From: Clayton, Stacie (GOV) [ mailto:ci3ytons3@michigan.gov ] 

Sent: Tuesday, August 18, 2015 2:03 PM 

To: Mary.Anne Hogan Johnson; Bob Richardson Jr; 'Akemann, Jamie' 

Cc: Hollins, Harvey (GOV) 

Subject: Brita Water Filters for Flint 

Greetings All, 

Again, thank you, for your assistance in securing and shipping the Brita filters to Flint. Unfortunately, 
it seems the wrong product was sent. The first picture on this email is from Mark Murray and this is 
the product (1 white faucet and 1 filter) he and Harvey discussed. The second picture is the product 
that was shipped to Flint. 
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Below is the information for the product that should have been shipped. We apologize if there was 
any error on our end. Please let me know if there is a way to have the correct product shipped and 
the other product returned (only 1 box was opened). The community is hoping to distribute the faucet 
filters on August 27. 

The product ID for a Brita Filter for kitchen faucets is: 

Product ID 3176421 
UPC 7-23987-0078 

Thank you, 

Stacie 

Stacie Clayton, Assistant Director 
Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 
3044 West Grand Boulevard, Ste. 14-650 
Detroit, Ml 48202 
313.456.4994 (office) 
ciaytons3@michiqan.gov 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended only 
for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are notified that 
you have received this message in error and that any review, dissemination, distribution or copying of this message is 
strictly prohibited. If you have received this message in error, please delete this message and notify the sender 
immediately. 
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From: 

Mary.Anne Hogan Johnson | 

Sent: 

Thursday, September 03, 2015 12:59 PM 

To: 

Hollins, Harvey (GOV) 

Cc: 

Clayton, Stacie (GOV) 

Subject: 

RE: Filters for Flint 

Harvey, 



Happy to help and I'm glad that the event went well, it was nice working with your team. 

Mary Anne Hogan Johnson 
MeijerTeam Leader 
Clorox 


From: Hollins, Harvey (GOV) [ me i Ito : hojj i nsh ® mjch loan , gov ] 

SenfcWednesda^^ 2015 3:41 PM 

'Behler, Bob 

Richardson Jr; Mary. Anne Hogan Johnson 
Cc: Clayton, Stacie (GOV) 

Subject: Filters for Flint 

All, 

On behalf of the Governor’s Office, please accept this email as a thank you to Meijer and Clorox for 
the donation of 1500 kitchen water filters for Flint residents. I am aware you do not want any publicity 
or credit for the donation, but it is important for you to know the added comfort these filters will 
provide to the recipients as the water issue is resolved. 

The Flint Concerned Pastors organization held an event yesterday to give away the filters. Residents 
were invited to come to a central location to pick up their filter. The Concerned Pastors targeted low 
income Flint residents and more than 1500 households showed up. They exhausted the donated 
supply in 4 hours with 200 people still waiting to get a filter. 

Again, we appreciate Meijer and Clorox for being good corporate citizens. I wish all of you a Happy 
and Safe Labor Day Weekend. 

Best, 

Harvey 


Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 
3044 West Grand Boulevard, Ste. 14-650 
Detroit, Ml 48202 
313.456.4994 (office) 


This e-mail (including any attachments) may contain information confidential to The Clorox Company and is intended only 
for the use of the intended recipient(s). If the reader of this message is not the intended recipient(s), you are notified that 
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you have received this message in error and that any review, dissemination, distribution or copying of this message is 
strictly prohibited. If you have received this message in error, please delete this message and notify the sender 
immediately. 
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From: Rep. Sheldon Neeley (District 34) <SheldonNeeley@house.mi.gov> 

Sent: Tuesday, September 22, 2015 6:18 PM 

To: Hollins, Harvey (GOV) 

Subject: Executive Consideration 

Attachments: Neeley Letter to the Governor 01-29-15.pdf 


My apologies. You now have the correct attachment. 


I am sending this email to renew my request for assistance from the Governor's Office. 

As we engage these challenges, Flint must revisit the present water revolving loan plans to determine how 
these current funding obligations will affect water delivery and asset development for the future. It is clear 
that no significant improvements can be obtained without some supportive concessions. Therefore, I am 
requesting on behalf of the 34 th district (Flint) for you to consider an Executive decision to forgive (in-total or 
part) Flint's water fund loan balances of $20,770,336.00 so that we may effectively apply those funds to 
rebuilding the City's infrastructure, to competitively obtaining highly qualified personnel and provide a more 
cost effective water delivery system. Hence, I know there has been many request made of your office to 
resolve this very serious issue but this approach will best safeguard the health and welfare of the residents of 
Flint as well as minimize the potential for litigation against the City of Flint and/or the State of Michigan. 

Please see a previous request letter for assistance attached to this communication. 

Thank you 


l 



MICHIGAN HOUSE OF REPRESENTATIVES 

Sheldon A* Neeley 

STATE REPRESENTATIVE 


January 29, 2015 


Honorable Rick Snyder, Governor 
State of Michigan 


Dear Gov. Snyder, 

With the dawn of a new beginning in our state, the city of Flint stands on the precipice of civil 
unrest. This letter comes as an appeal to your office concerning this proud Michigan community 
and recent discussions pertaining to Flint’s water distribution and management strategies for both 
present and future operations. Flint has had a long history concerning the implementation of 
water practices and financial management of its water assets. Our present journey has caused us 
to take a closer look at our 80-year-old infrastructure and examine a difficult position where we 
must correct some past and even present challenges, one of which is affecting the people of my 
community to the point of a fervor over something as simple as drinking clean water. 

As we engage these challenges, Flint must revisit the present water revolving loan plans to 
determine how these current funding obligations will affect water delivery and asset 
development for the future. It is clear that no significant improvements can be obtained without 
some supportive concessions. Therefore, I am requesting on behalf of the 34th District, which 
contains a portion of the city of Flint, for you to consider an executive decision to forgive (in- 
total or part) Flint’s water fund loan balances of $20,770,336 so that we may effectively apply 
those funds to rebuilding the city’s infrastructure, to competitively obtain highly qualified 
personnel and provide a more cost effective water delivery system. I understand there has been 
many requests made of your office to resolve this very serious issue, but this approach will best 
safeguard the health and welfare of the residents of Flint as well as minimize the potential for 
litigation against the city of Flint and/or the state of Michigan. 

With a cost-effective water delivery system, we will be able to improve our system in the 
following ways: upgrade wastewater treatment processes, improve safe drinking water upgrades, 
and maintain and sustain a water system that provides a better quality of water product to the 
citizens of Flint. 
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It is imperative that this issue be addressed in some way on the state level. Residents of Flint are 
already finding themselves forced to take drastic measures simply to have clean drinking water. 

Community health could be on the decline as citizens become afraid to even shower or bathe in 
their homes. The people of Flint bring bottles of brown water full of sediment and other foreign 
substances to community meetings, asking only to be treated as human beings. That is all I am 
asking of you - to see the suffering and anger from the people in one of Michigan’s 
municipalities and understand that there is a need to react and respond to this crisis. 

With the beginning of a new year to work toward a better Michigan, my office is ready to have 
discussions on this request and other planning that works to improve OUR Michigan. I sincerely 
thank you in advance for your consideration on this matter. 

For the Love of the Community, 




Sheldon A. Neeley, State Representative 
34th District 


CC: Dennis Muchmore 

Dick Posthumus 



From: Murray, David (GOV) 

Sent: Thursday, September 24, 2015 11:37 AM 

To: Hollins, Harvey (GOV); Wurfel, Sara (GOV) 

Cc: Clayton, Stacie (GOV); Muchmore, Dennis (GOV) 

Subject: RE: New ACLU video gets tough with Flint officials over lead levels | Blogs | Detroit 

Metro Times 


Harvey, 

We're hearing from MLive that Hurley Hospital has called a 3 p.m. press conference to discuss the lead levels in blood 
collected from children. I'm working to get the report from Hurley ASAP. Working with Geralyn on a response. 

Dave 

Original Message 

From: Hollins, Harvey (GOV) 

Sent: Thursday, September 24, 2015 11:36 AM 
To: Wurfel, Sara (GOV) <Wurfeis{j 3 michig a n ,go v> 

Cc: Clayton, Stacie (GOV) <claytons3@michigan .go v>; Murray, David (GOV) <Murra y Dl @ michi g an.gov>; Muchmore, 
Dennis (GOV) < muchmoredft.5rriichigan.gov/ > 

Subject: Re: New ACLU video gets tough with Flint officials over lead levels | Blogs | Detroit Metro Times 

Sarah-per our discussion yesterday, what is the status of announcing the DEQ action to address the water quality in 
Flint? 


> On Sep 24, 2015, at 11:03 AM, Clayton, Stacie (GOV) < daytons3@rnicbigan.gov > wrote: 

> 

> 

> 

> 

> 

> Stacie Clayton 

> Sent from my iPhone 


/m,metrotimes.corri/Blogs/archives/2015/0S/23/new-aclu-video-gets-toush-vvith--flirit-officials-over4ead4eveis 
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From: 

Joice, Paul A < Paul.AJoice@hud.gov> 

Sent: 

Thursday, September 24, 2015 3:38 PM 

To: 

Hollins, Harvey (GOV) 

Subject: 

Flint water 

Harvey, 



It was nice running into you last week on the Metro in DC. I hope the CBC conference was productive. I'm glad we had 
the opportunity to discuss the challenges with Flint's water system. As you're probably aware, the situation has really 
deteriorated over the past couple weeks, even since we spoke. It's becoming more and more clear that there's a real 
lead problem in the City, even though the official City/M DEQ tests aren't yet showing lead levels that exceed the EPA 
standard. For example, researchers at Flurley Hospital are seeing dangerous lead levels in children they treat 
( http://www.mlive.com/news/'flint/index.ssf/2015/09/studv shows twice as many flin.htmi#incart river ). 

The City is planning to issue a health advisory, and the US Department of Agriculture will probably start providing pre- 
mixed formula to parents in the WIC program. There's also big push to buy filters using private donations. Those are 
both important short-term responses to mitigate the hazard for the most vulnerable. 

But there's still the question of how to "fix" the problem. I have some thoughts I'd like to run by you, but it might be 
best to discuss by phone. Could you spare 15 minutes, sometime tomorrow (Friday)? 

Thanks, 

Paul 

Paul Joice 

Flint Team Lead, White House Strong Cities, Strong Communities Initiative 

Office: (810) 766-7135, Ext 3005 

Mobile: Piiji 

Paul.AJoice@hud.gov 
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From: 

Sent: 

To: 

Subject: 


a - _a 

Thursday, 

Hollins, Harvey (GOV) 

Flint Water Piece in MLIVE 


The local editorial board, which has up to this point been in support of most of the steps, is calling out the Governor in 
response to Hurley Hospital's report indicating elevated levels of lead in babies and toddlers in Flint since the water 
switch. 
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From: 

Sent: 

To: 

Subject: 


Murray, David (GOV) 

Tuesday, September 29, 2015 9:44 AM 
Hollins, Harvey (GOV) 

RE: Proposed Press Conference on Flint Drinking Water 


Absolutely! I'll pull together some of the things we've been saying in the last few days and modify them. 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, September 29, 2015 9:43 AM 

To: Murray, David (GOV) < M1urrayDl@michigan.gQv > 

Subject: FW: Proposed Press Conference on Flint Drinking Water 


David, 

Could you think about what we need to say on behalf of the Governor at this press conference? I am interested in your 
thoughts. 

Harvey 


From: Muchmore, Dennis (GOV) 

Sent: Monday, September 28, 2015 2:27 PM 

To: Wyant, Dan (DEQ) < WvantD@rriichigan.gov >; Lyon, Nick (DCH) < LvonN2@micbigan,gov >; Hollins, Harvey (GOV) 


Cc: Wurfel, Sara (GOV) < W u rfel s @ m i ch i ga n . go v > : Wurfel, Sara (GOV) < Wurfels@michigart.gov >; Lasher, Geralyn (DCH) 
< lasherg@michigan.gov >: Thelen, Mary Beth (DEQ) < THELENM2@michigan.gov > 

Subject: RE: Proposed Press Conference on Flint Drinking Water 


Thank you, you're always ahead of us. I don't have any reservations about the PC, although as I mentioned I don't see 
any reason to have Mr. Sienko, as we have a top notch professional in Eden Wells and certainly Tim and Geralyn if need 
be. 


From: Wyant, Dan (DEQ) 

Sent: Monday, September 28, 2015 7:18 AM 

To: Muchmore, Dennis (GOV) < muchmored@michigan.gov >: Lyon, Nick (DCH) < lyonN2@michigan.goy >; Hollins, Harvey 
(GOV) < hoHlnsh@michigan.gov > 

Cc: Wurfel, Sara (GOV) < W u rf e ls@mi chi gan.gov >; Wurfel, Sara (GOV) < Wurfels@michigari.gov >; Lasher, Geralyn (DCH) 
< lasherg@michigan.gov >: Thelen, Mary Beth (DEQ) < THELENM2@michigan.gov > 

Subject: Proposed Press Conference on Flint Drinking Water 

Per the ongoing issues in Flint concerning their drinking water, I would offer the following 
recommendations. Let’s discuss. 

Recommendation 

Press Conference in Flint - Wednesday, Thursday or Friday. 

Participants 


Mayor of Flint 
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Dan Wyant - Michigan Department of Environmental Quality 
Nick Lyon - Department of Community Health 
Susan Hedman - Region 5 Administrator or EPA 
Harvey Hollins - Governor’s office 
Local Public Health Department 

Announcement 

Federal - State - Local action plan to address Flint Drinking Water 

1 . Governor Snyder names Dr. Dean Sienko as Flint drinking water Public Health Advisor. 

2. All Flint schools water will immediately be tested to ensure that drinking water is safe. 

3. Advisories will be disseminated recommending citizens flush your cold water pipes, use only 
water from the cold water tap for drinking, cooking and especially for making baby formula. 

4. Implementation of fully optimized corrosion controls in the Flint drinking water system. 

5. Expanded water testing of at risk properties. 

6. Offer water testing at no cost to Flint residents to assure water is safe. 

7. Convene a safe drinking water “ Technical Review Advisory” to ensure best technology, 
practices and science is being utilized, including EPA’s expertise and assistance from their 
Office of Research and Development. 

8. Offer bottled water and premixed formula if test results indicate high levels of lead. 

9. Accelerate water system improvements to address replacement of lead service lines. 


Dan Wyant, Director 
Department of Environmental Quality 
517-284-6700 (New Number) 
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From: 

Sent: 

To: 

Subject: 


Murray, David (GOV) 

Tuesday, September 29, 2015 11:20 AM 
Hollins, Harvey (GOV) 

RE: Flint Channel 12 


Yes. Surprised she did that. I did send statements to Channel 12 and Flint Journal 


Also started talking about the filter donations. Came up at the same meeting. Mot mentioning the name of the corporate- 
sponsors, but giving lots of love to the concerned pastors for helping with the effort. They should like that. 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, September 29, 2015 11:18 AM 

To: Wurfel, Sara (GOV) < Wurfeis@michigan.gov >; Murray, David (GOV) < MurrayDl@mich-gan.gov > 

Subject: Flint Channel 12 

Are you aware of this? http://www.abcl2.com/home/headnnes/Filnt-Citv-Administrator-suppotts-move-lo-Qetroit- 
water -says- state-needs-to -help -pay-3298?4281.himl 


l 


From: 

Saxton, Thomas (Treasury) 

Sent: 

Tuesday, September 29, 2015 11:43 AM 

To: 

Hollins, Harvey (GOV) 

Subject: 

fyi 

FW: Flint River Water Quality 


From: Koryzno, Edward (Treasury) 

Sent: Tuesday, September 29, 2015 9:58 AM 

To: Natasha Henderson ( N Henderson @ci ty off i i n t.corn ) < N Henderson @cityof fl i nt.com > 

Cc: Saxton, Thomas (Treasury) < Sax ton T ig m i ch I m n .go v > ; Dempkowski, Angela (Treasury) 
< DampkowskiA@michiga?t.jgov > 

Subject: Flint River Water Quality 

Natasha, 


I am following up on yesterday's phone call with you. 


Angela will contact you to set up a conference call for tomorrow afternoon. Because Wayne is out of town Tom Saxton 
will participate in the discussion regarding your request. Tom and I 'would request you, Peter Bade and Howard Croft be 
on the call. 


We have a number of follow-up questions: What is the basis for the estimated $18M cost to temporarily reconnect to 
the Great Lakes Water Authority? What is the timeline? Why didn't Viola advise the City about the potential for 
elevated lead levels when using Flint river water? What assurances do you have indicating a temporary reconnection to 
the Water Authority resolves the elevated lead problem or other system problems? Who are the assurances from? Did 
the Viola report recommend using Ortho Phosphates to treat the water? 

Edward B. Koryzno, Jr. | Director ~ Bureau of Local Government Services 
State of Michigan j 430 W. Allegan Street, 3rd Floor j Lansing, MI 48922 
(517) 373-4415 | (517) 373-0633 (fax) 

KoryznoE@michiqan.gov 




Think Green! Don’t print this e-mail unless you need to. 


CONFIDENTIALITY NOTICE: This e-mail and any attachments, is for the sole use of the intended recipient(s) 
and may contain information that is confidential and protected from disclosure under the law. Any unauthorized 
review, use, disclosure, or distribution is prohibited. If you are not the intended recipient, please contact the 
sender by reply e-mail, and dele fe/desfroy all copies of the original message and attachments. 

Thank you 


l 



rom: 


Brown, Frank --JBiBM'w, W " W ^ V - W iL 

Wednesday, September 30, 2015 3:53 PM 
Baird, Richard (GOV); Hollins, Harvey (GOV) 


jfJ 1 1 


fo: 



Subject: Fwd: Flint water background information 


Hi all. Figure I will just connect everyone and let you figure out from here. Hope this can result in some help. All the 
best. 

Frank 

Sent from my iPad 
Begin forwarded message: 

From : — , 


Date: September 30, 2015 at 6:00:47 PM GMT+1 
To: 



Subject: Flint water background information 


Frank, 

Received your email from Craig. We would be glad to help. 

Can you provide any additional information on filter sizes needed in the area and quantity you might be looking for? 
We are also going to look to donate bottled water if that makes sense? 

Aaron Bonham 
Home Depot 

Merchandise Vice President 
Department 26 Plumbing 


The contents of this e-mail include proprietary and confidential information, and are not intended to represent or form a 
legally binding offer or acceptance. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the addressee. 
Access to this Email by anyone else is unauthorized. If you are not the intended recipient, any disclosure, copying, 
distribution or any action taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. When 
addressed to our clients any opinions or advice contained in this Email are subject to the terms and conditions expressed 
in any applicable governing The Home Depot terms of business or client engagement letter. The Home Depot disclaims 
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all responsibility and liability for the accuracy and content of this attachment and for any damages or losses arising from 
any inaccuracies, errors, viruses, e.g., worms, trojan horses, etc., or other items of a destructive nature, which may be 
contained in this attachment and shall not be liable for direct, indirect, consequential or special damages in connection 
with this e-mail message or its attachment. 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for the exclusive use of the addressee only. If you are not the addressee, you are hereby notified that any 
dissemination of this communication is strictly prohibited. If you have received this communication in error, please erase 
all copies of the message and its attachments and notify us immediately at hejp@gener3l3tlantic.com . Thank You. 
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Sent: Wednesday^eptember30^2015 4:06 PM 

To: Baird, Richard (GOV); Hollins, Harvey (GOV) 

Subject: RE: Flint water background information 

Richard, 

Let me know when a good time would be to connect for us to discuss how The Home Depot can support the needs in 
Flint. 

My cell# is 404-579-1805 

Aaron Bonham 
Home Depot 

Merchandise Vice President 
Department 26 Plumbing 



The contents of this e-mail include proprietary and confidential information, and are not intended to represent or form a 
legally binding offer or acceptance. 


Original Message 

From: Brown, Frank [m<yjtoJHH 

Sent: Wednesday, September 30, 2015 3:53 PM 


To: Richard Baird; i 


Cc: Bonham, Aaron S; Tank, Stacey M 


Subject: Fwd: Flint water background information 


Hi all. Figure I will just connect everyone and let you figure out from here. Hope this can result in some help. All the 
best. 


Frank 


Sent from my iPad 
Begin forwarded message: 

From: 

Date: September 30, 2015 at 6:00:47 PM GMT+1 

To : WPf&jT jt ft tffaCfT'Z 

CC | 

Subject: Flint water background information 
Frank, 

Received your email from Craig. We would be glad to help. 


l 




Can you provide any additional information on filter sizes needed in the area and quantity you might be looking for? 
We are also going to look to donate bottled water if that makes sense? 


Aaron Bonham 
Home Depot 

Merchandise Vice President 
Deoartment 26 Plumbing 



The contents of this e-mail include proprietary and confidential information, and are not intended to represent or form a 
legally binding offer or acceptance. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the addressee. 
Access to this Email by anyone else is unauthorized. If you are not the intended recipient, any disclosure, copying, 
distribution or any action taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. When 
addressed to our clients any opinions or advice contained in this Email are subject to the terms and conditions expressed 
in any applicable governing The Home Depot terms of business or client engagement letter. The Home Depot disclaims 
all responsibility and liability for the accuracy and content of this attachment and for any damages or losses arising from 
any inaccuracies, errors, viruses, e.g., worms, trojan horses, etc., or other items of a destructive nature, which may be 
contained in this attachment and shall not be liable for direct, indirect, consequential or special damages in connection 
with this e-mail message or its attachment. 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for the exclusive use of the addressee only. If you are not the addressee, you are hereby notified that any 
dissemination of this communication is strictly prohibited. If you have received this communication in error, please erase 
all copies of the message and its attachments and notify us immediately at helpiggeneralatlantic.com . Thank You. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the addressee. 
Access to this Email by anyone else is unauthorized. If you are not the intended recipient, any disclosure, copying, 
distribution or any action taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. When 
addressed to our clients any opinions or advice contained in this Email are subject to the terms and conditions expressed 
in any applicable governing The Home Depot terms of business or client engagement letter. The Home Depot disclaims 
all responsibility and liability for the accuracy and content of this attachment and for any damages or losses arising from 
any inaccuracies, errors, viruses, e.g., worms, trojan horses, etc., or other items of a destructive nature, which may be 
contained in this attachment and shall not be liable for direct, indirect, consequential or special damages in connection 
with this e-mail message or its attachment. 
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From: 

Sent: 

To: 

Subject: 


Hertel, Elizabeth (DHHS) 

Thursday, October 01, 2015 2:40 PM 
Hollins, Harvey (GOV) 

Fwd: Update at Genesee County Community Action Resource Department 


Sent from my iPad 

Begin forwarded message: 

From: "Schoenow, Kris (DHHS)" <5c.hoe.now^ 

Date: October 1, 2015 at 12:29:48 PM EDT 

To: "Minicuci, Angela (DHHS)" "Lasher, Geralyn (DHHS)" 

< ^ "Hertel, Elizabeth (DHHS)" < Herteig@michigan.g ov> 

Cc: "Kaiser Van Dam, Paula (DHHS)" < Ka i serP @ m i ch i gan . go v > 

Subject: Update at Genesee County Community Action Resource Department 

Dear Geralyn, Angela, and Elizabeth, 

After the meeting, I called Matt Purcell from the Genesee County Community Action Resource 
Department (GCCARD). They work directly with low-income individuals and families. GCCARD provides 
a variety of services including food, weatherization, shelter, clothing assistance, rental assistance, utility 
assistance, tax prep, and education. 

GCCARD is located at the following address: 

601 N. Saginaw Street 

Suite IB 

Flint, Ml 48502 


Summary of Conversation: 

GCCARD has not taken any action at this point. Leaders in GCCARD are discussing the issue. Efforts on 
the ground seem to be disjointed. Some local agencies are offering water bottles to people. There is an 
apparent lack of leadership. GCCARD is ready to help out but needs leadership, guidance, direction, and 
information. They may be able to redirect some CSBG funds to help out, none have been allocated at 
this time. 

Thanks, 

Kris 

Kris Schoenow 
Executive Director 

Bureau of Community Action and Economic Opportunity 
Michigan Department of Health and Human Services 
235 Grand Avenue 
Suite 202 


l 



PO Box 30037 
Lansing, Ml 48909 


517-241-4871 



From: 

Sent: 

To: 

Subject: 


Lasher, Geralyn (DHHS) 

Monday, October 05, 201 5 7:08 AM 
Hollins, Harvey (GOV); Clayton, Stacie (GOV) 
Fwd: Flint Water Filter Discussion 


Harvey— just wanted to let you know that we are pulling together some of our partners in filter distribution this 
morning in Flint at 8:30 before we head to the United Way meeting at 10. 

Details below if you are already planning on being in Flint. 

Sent from my iPhone 

Begin forwarded message: 


From: "Hertel, Elizabeth (DHHS)" <HertelE @ mieh iga n .go v> 

Date: October 4, 2015 at 10:24:22 AM EDT 

To: "Thelen, Richard (DHHS)" <ThelenR4@michigan.gov >. "Thompson, Sheryl D. (DHHS)" 
<ThompsonS 2@ michig a n .g ov>. " katask y a @ m i ch 1 ga n , g ov" <katask. y a @ miehi ga n, go v>, 
" mvalacak@gchd.us " < mvalacak@.gchd .us >, " kboles@vai levaaa.org " < kboles@vallevaaa.org > 
"Schoenow, Kris (DHHS)" < SchoenowK@michigan. gov > 

Cc: "Moran, Susan (DHHS)" <MoranS@.michigan.gov> . "Scott, Jackie (DHHS)" 

< ScottJ 1 4@,miehigan. gov >. "Lasher, Geralyn (DHHS)" < iasherg@mi chi gan , gov > 

Subject: Flint Water Filter Discussion 

As you may be aware, the Department of Health 
and Human Services has secured funding to 
purchase water filters for residents of Flint who are 
currently connected to the Flint City Water System, 
supplied by the Flint River. The GCCARD will be 
receiving an initial shipment of filters for 
distribution Monday. I would like to convene a 
meeting Monday morning to discuss the logistics of 
distributing these filters, as well as a system for 
tracking. Given your position in the community 
and relationship with DHHS, it would be extremely 
helpful if you could attend this meeting so we can 
get direction on this distribution. We will be 
meeting at 8:30 at 4809 Clio Road. I will be 
attending the meeting convened by the United 
Way at 10:00 . and would like to share our plan at 
that time. Please feel free to contact me on my cell 
phone, for more information. 


Thank you, 

Elizabeth Hertel 
MDHHS 

Sent from my iPad 

l 



From: Lasher, Geralyn (DHHS) 

Sent: Wednesday, October 07, 2015 1:58 PM 

To: Hollins, Harvey (GOV) 

Subject: Fwd: FOR IMMEDIATE RELEASE: State offering extended, weekend hours for water 

filter distribution at Lippincott GCCARD 


Sent from my iPad 
Begin forwarded message: 

From: Michigan Department of Health and Human Services 

<MDHHS@govsubscripti.ons.mich iga n .go v> 

Date: October 7, 2015 at 11:50:53 AMEDT 

To: < iasherg@miehigan.gov > 

Subject: FOR IMMEDIATE RELEASE: State offering extended, weekend hours for water 
fdter distribution at Lippincott GCCARD 
Reply-To: < MDHHS@govsubscrtptioos.michigan.gov > 



Wfe pv 
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FOR IMMEDIATE RELEASE: October 7, 2015 
CONTACT: Jennifer Eisner, (517) 241-2112 

State offering extended, weekend hours for water filter distribution at Lippincott GCCARD 

Nearly 5,000 NSF certified filters issued by MDHHS to Flint residents since Monday 

LANSING, Mich. - Flint residents and Michigan Department of Health and Human Services clients 
with a city of Flint water bill will now be able to take advantage of extended hours this Thursday, 
Friday, and Saturday at the Genesee County Community Action Resource Department 2727 
Lippincott location. Extended hours will be offered at the Lippincott facility only, and will run until 7 
p.m. on Thursday and Friday, and from 10 a.m. to 2 p.m. on Saturday. The other three locations will 







maintain 9 a.m. to 4 p.m. operating hours, Monday through Friday, for filter pick up. 


Dr. Eden Wells, MDHHS chief medical executive, reemphasized that the Brita SAFF-100 filters 
being distributed by the department and GCCARD do meet the NSF/ANSI 53 standards for drinking 
water treatment units. 

“The Brita faucet filtration system that we are distributing to residents are National Sanitation 
Foundation certified to reduce lead in drinking water,” said Dr. Eden Wells. “When connected 
appropriately, these filters improve water quality by filtering out contaminates including lead, 
chlorine, benzene and other chemicals.” 

Since Monday when MDHHS announced that free water filters would be distributed at four Flint 
locations, the state and GCCARD have partnered to issue approximately 5,000 free NSF certified 
water filters to residents that are on the city of Flint water system. The distribution of filters is part of 
the administration’s comprehensive approach to addressing water concerns in the area. These NSF 
certified water filters remove lead in the water administered through water taps in homes. 

MDHHS clients and residents with a city of Flint water bill may take advantage of the extended 
hours at the Lippincott GCCARD. During the regular business hours, MDHHS clients are 
encouraged to visit either the 125 E. Union St. or 4809 Clio Road MDHHS office location; residents 
on Flint water who are not currently enrolled in MDHHS assistance programs should visit the 
GCCARD offices at 2727 Lippincott and 601 North Saginaw. Staff will be onsite at all four locations 
to distribute filters and assist residents who have questions about proper installation. 

MDHHS clients in the city of Flint who are active recipients should bring valid identification and a 
copy of their water bill to their local MDHHS office. Flint residents who are not active MDHHS 
clients should bring identification and their city of Flint water bill to a GCCARD location. 

MDHHS is urging all residents do their part to prevent elevated blood lead levels in children. For 
more information on prevention, visit www.michiqan.gov/lead . or contact your local health 
department. For updates on Flint water and resources, visit www. m i ch i ga n . qov/f I i ntwater . 

### 

• Hint Extended Hours Press Release 1Q715.pdf 



Become a foster parent through Michigan Department of Hearth 
& Human Services foster care program. 

Questions? Contact Us 


STAY CONNECTED: 



SUBSCRIBER SERVICES: 

Manage Subscriptions [ Unsubscribe All j Subscriber Help 


This hrr.sif wss sent to I3sherg@miehiq3n.q0v using GovDellvery, on behalf of' Michigan Dopt of Health & Human Services 235 S Grand Avo W. ■ banning, 
Mi 43903 ' 1-335-275-6424 








From: 

Clayton, Stacie (GOV) 

Sent: 

Wednesday, October 07, 2015 4:07 PM 

To: 

Thelen, Mary Beth (DEQ) 

Cc: 

Hollins, Harvey (GOV) 

Subject: 

FW: Flint City Council KWA Vote 

Mary Beth, 



Harvey is still waiting on hearing back from the city to get the original resolution but here are the mlive pieces that 
covered it from March 2013 until July 2013. The meeting when the vote was held was March 25, 2013. Here is what we 
have so far. I'll forward the actual resolution as soon as we receive it. 

Stacie 

March 25 th 2013 Flint council supports buying water from Lake Huron through KWA 

The Flint City Council voted 7-1 to get 16 million gallons per day from the Karegnondi Water Authority. 


7 th Ward council person Dale Weigh ill was absent 
3 rd Ward councilperson Bryant Nolden opposed 
The rest were in favor. 


March 25 th , 2013 Flint City Council approves resolution to buy water from Karegnondi, state approval still needed 

Under the proposal, Flint would get 16 million gallons per day of raw water from Lake Huron, pipe it to Flint 
for treatment and then sell it to customers throughout the City. Another 2 million gallons per day would come 
from the Flint River and will be treated in Flint. DEQ told the city it needed to get 18 million gallons per day or 
there would have to be additional work done at Flint’s water plant. Flint’s water plant and the Flint River is 
currently the backup for Flint and Genesee County, however, the plant only operates four times per year. 


April 12 th State gives Flint OK to join Karegnondi Water Authority project, but Detroit gets to 
make final offer 


h1±pt// www.rnlive. co ni / 'r ?ew , s/fiint/index.ssf/20i; : i/o4/state gives flint ok thtm l 


The city of Flint has the state's blessing to join in construction of the planned Karegnondi Water 
Author] typipeline project once it reviews a final offer from the city of Detroit on Monday, April 15, 


April 19 th Governor steps Into water war; set to meet with Genesee, Flint, Detroit today 
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The meeting comes in the same week that the Flint and Genesee County rejected a final offer to 
continue buying water from Detroit, and two days after Detroit gave Flint, a notice of termination of its 
1965 water contract. 


April 19 th Detroit gives notices It's terminating water contract covering Flint, Genesee County in 


one year 


h U p :/ / wwwanli ve.eon t/ new s/ flint / index.$sf / 20 13/ 04 /d .eiToU' gi ves notice its ternh.html 


The city of Detroit has given notice that it's terminating a nearly 50-year-old contract for selling water 
to Flint and the county next year. 


July 23 rd Hint River now an option for drinking water following Detroit's termination of 
contract 

litti > ; // wwvy < ,miive.com/news/ilmt/im1ex,ssf/20iH/o7/cit% 7 readying water p lant to Dhtml 


The Flint River was not a viable option to provide drinking water to city residents when the water 
relationship between Flint and Detroit was stable. But river water might he used temporarily as the 
city's water supply now that Flint signed an agreement with the Karegnondi Water Authority and will 
get up to 18 million gallons per day of raw water in 2016 from Lake Huron, The Flint River hadn't 
been an option, city officials previously said, because upgrades to Flint's water plant would be too 
expensive, the river didn't provide enough capacity to serve Flint residents' water needs and the 
Michigan Department of Environmental Quality would not allow it. 
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From: 

Sent: 

To: 

Subject: 


Muchmore, Dennis (GOV) 

Thursday, October 15, 2015 10:39 AM 
Hollins, Harvey (GOV) 

RE: Teamwork and cooperation 


Actually it seems like he threw you and me under the bus and frankly i didn't appreciate it. I'm pissed at Ananich also 
and think Phelps is a gadfly., but you and i didn't deserve this from Neely. The first time I heard from him was through 
you and he could have called like anyone else. You've been working with him since the beginning, and i know you've 
talked to him multiple times. He has no reason to throw you under the bus. 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 14, 2015 11:17 PM 

To: Muchmore, Dennis (GOV) <muehmored @ micbig 3 n .go v> 

Subject: Re: Teamwork and cooperation 

Chief— I hear you, but I consider Phelps lawsuit and Ananich's rhetoric to be just as incendiary. Sheldon is frustrated. He 
reached out to DEQ early before all this broke and was blown off. He sent a letter to DHHS and got no response when 
he was told that they would get back with him by Tuesday this week. Ananich has met with the Governor, to my 
knowledge he hasn't on this issue. Ananich has had meetings the each of the Directors at issue a few times, he hasn't 
and his district is the city of Flint. While I do not like his approach with MSP on high speed chases, on this issue he has 
been more reasonable than most. 

On Oct 14, 2015, at 3:52 PM, Muchmore, Dennis (GOV) <muchmored@rnichigan.gov> wrote: 


Great, we try to plug him in and now he throws us under the bus. 


From: Rep. Sheldon Neeley (District 34) f malito:SheidonNeeiev@house.mi.gov 1 
Sent: Wednesday, October 14, 2015 3:33 PM 
To: Rick (GOV) 

Cc: Muchmore, Dennis (GOV) < muchmored@michigan.gov >: Lyon, Nick (DHHS) 
< LvonN2@michigan.gov >: Wells, Eden (DHHS) < WellsE3@micbigart.gov >; Hollins, Harvey (GOV) 
< hoinnsh@michtgan.gov >: Wyant, Dan (DEQ) < WyantD@michigan.gov > 

Subject: Teamwork and cooperation 

Honorable Rick Snyder, Governor 
State of Michigan 

Dear Gov. Snyder, 

I'm writing to voice my displeasure with the lack of communication between your office and mine 
concerning the water crisis in the city of Flint. 

Since I have been in a position to represent my community at the Capitol, I have been in constant 
contact with your office to offer advice, help, partnership and solutions. My community elected me to 
represent them in Lansing, and I have been striving to do just that. Several letters have reached your 
office, and I have been highly vocal about the need to come together to fix the water crisis. This has 
been done with the understanding that we both care about the people of Flint, who I represent in the 
Legislature, and who you represent as governor of this state. 


l 


I have also reached out to Dr. Eden Wells and the Department of Health and Human Services and the 
Michigan Department of Environmental Quality to be proactive in addressing the issue of lead-laced 
water damaging the minds and bodies of Flint's citizens, especially the children. While this crisis could be 
solved by switching water sources, the problems will remain in the health of our future generation. 

I had hoped that this entire problem would have been addressed through partnership, teamwork and 
cooperation. It is unfortunate that hasn't been the case. It is also unfortunate that common courtesy to 
my office on being kept up to speed with any operational changes and financial solutions has not been 
timely communicated. 

I will continue to keep the lines of communication open as we address the continued problem of health 
in Flint, and I hope you will take the opportunity to join me in conversation to find future solutions. 

For the Love of the Community, 

Sheldon A. Neeley, State Representative 
34 th District 

CC: Dennis Muchmore 

Nick Lyons 
Dan Wyant 
Dr. Eden Wells 
Harvey Hollins 
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From: 

Sent: 

To: 

Subject: 


Murray, David (GOV) 

Wednesday, October 21, 2015 1:17 PM 
Hollins, Harvey (GOV); Clayton, Stacie (GOV) 
Flint task force notifications 


Hello Harvey, 

Sara asked that I send this to you for notifications. Would you be able to reach out to the Mott Foundation, pastors 
group and Mayor Walling's Office? The plan is to issue between 2 and 2:30, with potential notifications around 2 p.m. 

Thank you very much! 

Dave 

Gov. Rick Snyder announces Flint Water Task Force to review state, federal 
and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus on steps to 

protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory task force 
charged with reviewing actions regarding water use and testing in Flint and offer recommendations for future 
guidelines to protect the health and safety of all state residents. 

Task force members include experts in public health and medicine, water management, and environmental 
protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of Public Sector Consultants 
and Chris Kolb, of the Michigan Environmental Council. Also serving will be Dr. Matthew Davis of the 
University of Michigan Health System, Eric Rothstein, of the Galardi Rothstein Group and Dr. Lawrence 
Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water Authority is a good first 
step to protecting public health in Flint, but it’s not the last step,” Snyder said. “Bringing in outside experts to 
evaluate our actions and help monitor and advise on potential changes to law, procedures and practices will be 
key to continuing work on the comprehensive action plan and ensuring safe drinking water for all the residents 
in Flint and all of Michigan.” 

Snyder said the administration will fully cooperate with task force members, saying he wants an unbiased 
report focusing on steps taken in the past and recommendations that could improve practices to ensure all 
residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in public finance, 
environment, and energy policy. Prior to joining the firm, Sikkema served in both the Michigan House and 
Senate, culminating with four years as Senate majority leader. He has also served as both an adjunct and 
visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 environmental, 
public health and faith-based nonprofit groups. Before joining the MEC, Kolb represented Ann Arbor in the 
state House for six years and served six years on the Ann Arbor City Council. He has been president of the 
MEC for six years. 
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Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the University of Michigan 
Health System and professor of public policy at the Gerald R. Ford School at the University of Michigan, having 
joined the faculty in 2000. Davis also is a professor of health management and policy at the School of Public 
Health. He previously served as the chief medical executive of the Michigan Department of Community 
Health/Department of Health and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein Group. He served 
as an independent advisor on the creation of the Great Lakes Water Authority. Rothstein also has served as 
Jefferson County, Alabama’s rate consultant and municipal adviser for litigation related to the county’s 
bankruptcy and issuance of $1 .7 billion in sewer warrants and led strategic financial planning for the City of 
Atlanta’s Department of Watershed Management. He has more than 30 years of experience in water, 
wastewater and stormwater utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott Children’s Health 
Center. He received his medical degree from Howard University College of Medicine and has been in practice 
for 36 years. He has served as president of the Genesee County Medical Society and the Michigan Chapter of 
the American Academy of Pediatrics. He has been honored for his humanitarian and advocacy efforts on 
behalf of children from the Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues and 
addressing related health concerns. It will not immediately resolve the city’s problem with lead service lines or 
aging infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined on Oct. 2 in a 
comprehensive action plan, including continued testing, the use of faucet filters and providing residents with 
accurate information about steps to eliminate lead exposure. The Michigan Departments of Environmental 
Quality and Health and Human Services are continuing to provide free water filters, free lead testing through 
the state laboratory for Flint water customers, and hiring additional staff to conduct health exposure monitoring 
for lead in drinking water. 


#### 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

Murray^ 

517-335-6397, office 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Khouri, Claire (GOV) 

Tuesday, October 27, 2015 10:30 AM 
Hollins, Harvey (GOV); Clayton, Stacie (GOV) 
Flint Water - FDCVT App before Treasury 
Flint (Water) - Application.pdf 


Hi Harvey, 

I just got off the phone with Stacie re: the attached app before the Treasury FDCVT review committee. When you get a 
chance can we connect on this? 

Thanks! 

Claire Khouri 

Senior Strategy Advisor 

Office of Governor Rick Snyder 

517-335-9079 

KhouriC@michigan.gov 
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CITY OF FLINT 



Dayne Walling 

Mayor 




EIVED 

OCT is 2015 


Office of Revenue 
& Tax Analysis 


Natasha L. Henderson 

City Administrator 


Thursday, October 15, 2015 
Michigan Department of Treasury 
Office of Revenue and Tax Analysis 
P.O. Box 30722 
Lansing, Ml 48909 

Re: Letter of Support for Financially Distressed Cities, Villages, and Townships Grant 
County: Genesee Local Unit Code: 252040 

To whom it may Concern: 

Please accept this letter as the City of Flint's commitment to the Michigan Department of Treasury's 
Financially Distressed Cities, Villages, and Townships Grant Program for the Dupont Street Water Main 
Replacement Project 

The replacement of 1.6 miles of water main along Dupont Street is an essential step in addressing the 
City's water quality challenges. The City's water system is severely antiquated, which is contributing to 
the current public health emergency, excessive water main breaks, and inefficient distribution of water 
to residents and businesses. The replacement of this water main will move the City closer to providing 
efficient, clean, and safe water to the public. 

Even though the City has progressed to strategically reduce deficits by seeking new millages, reducing 
staff, and reducing services, the City still faces critical financial obstacles. The City does not have the 
financial resources to undertake and pay for a project of this nature. Further, any expenditure by the 
City for goods or services in excess of $75,000 must be approved by a Receivership Transition Advisory 
Board. The FDCVT Grant is essential for the successful implementation of this project, which will 
improve the safety, reliability, and sustainability of the City's water system. 


Respectfully, 



Natasha L. HenderSon, City Administrator Date 

City of Flint, Michigan 


City of Flint * 1101 S. Saginaw St, Rm 101 • Flint, Michigan 48502 
rvwtv.cityofflint.com » (810) 766-7346 • Fax: (810) 766-7218 


5193 (07-15), Page 8 


Application Due Date: 
October 15, 2015 


2. Applicant Local Unit Code 

252040 


4. Applicant County 

Genesee 


Financially Distressed Cities, Villages, and Townships Application (FY 2016) 

Issued under authority of 2015 Public Act 84. 


PART 1: APPLICANT INFORMATION 


1. Applicant Name 

City of Flint 


3. Applicant FEIN 

38-6004611 


5. Mailing Address 6. City 7. State 8. ZIP Code 

1101 South Saginaw Flint Mi 48502 


PART 2: PROPOSAL OVERVIEW 


9. Proposal Title 

Dupont Street Water Line Replacement Project 


10, Estimated Start Date 

06/01/2016 


12, Estimated Total Proposal Cost 

$ 3,985,267,00 


11. Estimated Completion Date 

08/30/2016 


13. Grant Amount Requested 
$ 2,000,000.00 


14. Additional Local Units, if Participating in a Shared Service Project (Include county and local unit code). Attach letters of support from each of the participating local 
units. 


15. Is the applicant(s) willing to devote appropriate resources and time to this proposal? 
[Xl Yes I | No If no, explain why the applicant^) is unable 


I | No If no, explain why the applicant(s) is unable to devote appropriate resources and dime to the proposal. , „ 

r Office of Revenue 

i-l & Tax Analysis 


16. Plan for Partial Funding: If full funding Is not awarded, how will you fund the proposal? Can you go forward with the proposal if partial funding is awarded? 

If at least $1 million is granted, the remainder of the costs can be budgeted through the Capital 
Improvements Plan for Fiscal Year 201 7. 


PART 3: PROPOSAL CONTACT INFORMATION 


Note: The proposal contactindividual should be a vital part of the grant proposal and will be the Michigan Department of Treasury’s contact. 


17. Contact Name 18. Contact Title 

Howard Croft Director of Public Works 


19. Contact Telephone Number 20. Contact Fax Number 

(81 0) 766-7346 (81 0) 766-7218 


21 , Contact E-mail Address 

hcroft@cityoff! int.com 


22. Contact Entity Name 

City of Flint 


PART 4: CONDITIONS OF PROBABLE FINANCIAL DISTRESS 


23. Indicate the conditions affecting the applicant that indicate probable financial distress (check all that apply and attach proof of existence for each condition 
checked). 

j | 1. The governing body or the chief administrative officer of the city, village or township has requested a preliminary review. The request shall be 
in writing and shall identify the existing or anticipated financial conditions or events that make the request necessary. 

| | 2. The state financial authority has received a written request from a creditor with an undisputed claim, that remains unpaid 6 months after its due 

date, against the city, village, or township that exceeds the greater of $10,000.00 or 1% of the annual general fund budget of the city, village, 
or township, provided that the creditor has notified the city, village or township in writing at least 30 days before the creditor’s request to the 
state financial authority of the creditor's intention to submit a written request. 
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PART 4: CONDITIONS OF PROBABLE FINANCIAL DISTRESS, CONTINUED 

I | 3. The state financial authority has received a petition containing specific allegations of financial distress signed by a number of registered 
electors residing within the city’s, village's, or township's Jurisdiction equal to not less than 5% of the total vote cast for all candidates for 
governor within the city's, village’s, or township’s jurisdiction at the last preceding election at which a governor was elected. The petition shall 
not have been filed within 60 days before any election of the city, village, or township. 

I | 4. The state financial authority has received a written notification that the city, village, or township has not timely deposited its minimum obligation 
payment to the city’s, village's, ortownship's pension fund, as required by law. 

| | 5. The state financial authority has received a written notification that the city, village, or township has failed, for a period of 7 days or more after 

the scheduled date of payment, to pay wages and salaries or other compensation owed to employees or benefits owed to retirees. 

6. The state financial authority has received a written notification from a trustee, paying agent, bondholder, or auditor engaged by the city, village, 
or township of a default in a bond or note payment or a violation of 1 or more bond or note covenants. 

; | 7. The state financial authority has received a resolution from either the senate or the house of representatives requesting a preliminary review 

of the city, village, or township. 

| | 8. The city, village, or township has violated a requirement of, or a condition of an order issued pursuant to, former 1943 PA 202, revenue bond 

act of 1933, 1933 PA 94, MCL 141.101 to 141,140, the revised municipal finance act, 2001 PA 34, MCL 141.2101 to 141.2821, or any other 
law governing the issuance of bonds or notes. 

| | 9. The city, village, or township has violated the conditions of an order Issued by the local emergency financial assistance loan board pursuant to 

the emergency municipal loan act, 1980 PA 243, MCL 141,931 to 141.942. 

| | 10. The city, village, or township has violated a requirement of sections 17 to 20 of the uniform budgeting and accounting act, 1968 PA 2, MCL 

141.437 to 141.440. 

| | 11. The city, village, or township has failed to timely file an annual financial report or audit that conforms with the minimum procedures and 

standards of the state financial authority and is required for cities, villages, and townships under the uniform budgeting and accounting act, 
1968 PA2, MCL 141.421 to 141.440a. 

| | 12. The city, village, or township Is delinquent in the distribution of tax revenues, as required by law, that it has collected for another taxing 

jurisdiction, and that taxing jurisdiction requests a preliminary review. 

[X] 13. The city, village, or township is in breach of its obligations under a deficit elimination plan or an agreement entered into pursuant to a deficit 
elimination plan. 

| | 1 4. A court has ordered an additional tax levy without the prior approval of the governing body of the city, village, or township. 

| | 1 5. The city, village, or township has ended a fiscal year In a deficit condition as defined in section 21 of the Glenn Steil state revenue sharing 

act of 1971, 1971 PA 140, MCL 141.921, or has failed to comply with the requirements of that section for filing or instituting a financial plan 
to correct the deficit condition. 

[Xl 16- The city, village, or township has been assigned a long-term debt rating within or below the BBB category or its equivalent by 1 or more 
nationally recognized credit rating agencies. 

[X| 17. There is an existence of other facts or circumstances that, in the state treasurer’s sole discretion for a city, village or township, are Indicative 
of probable financial stress. 

PART 5: PROPOSAL DETAILS 

24. Describe Current State of Affairs: What is working well? What is networking? Explain the current condition of infrastructure/equipment. 

See attached. 
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PART 5: PROPOSAL DETAILS, CONTINUED 


30. Cost Savings: Will the proposal save money? Attach a detailed calculation of the cost savings and provide an explanation of how the cost savings were 
calculated. Do not include any anticipated FDCVT grant funding as part of the cost savings calculation. 

IXl Yes Q No 


A. SHORT-TERM (1 year or less) [X] Yes | [ No 


B. LONG-TERM (Greater than 1 year) [Xj Yes Q No 


Estimated Short-Term Savings 

$ 40,000.00 


Estimated 5 Year Total Savings 

$ 30,000,000.00 



31. Work Plan and Proposal Timeline: What are the implementation steps to ensure this proposal’s success? What are the projected outcomes at each step? 

Attach a detailed work plan, tf the narrative will not fit in the space provided. 

The project is intended to be bid-out at the beginning of 2016, in which a contractor would be 
selected by February or March. This contractor would furnish a more detailed work plan in their 
proposal, which outlines the steps of the project. 

Work is expected to begin in June and be completed by August of 2016. 


| 32, Total Grant Budget Worksheet: For each budget category, attach a detailed list of proposed expenditures, including an indication of the priority for each 
budgeted item. Explain how the expenditures support and are essential to the proposal. 
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PART 6: ATTACHMENTS ■ ■ , . ■;/ 

34. Check the appropriate boxes and attach the following items to the application. All attachments must be included and labeled appropriately. 


[X| Attached 

O N/A 

[XI Attached 


[XI Attached 

O N/A 

I | Attached 

[X] N/A 

[X] Attached 



1. Letter of support from each of the participating local units identified In Part 2, Box 14 

2. Proof of existence for each condition of probable financial distress Ghecked in Part 4, Box 23 

3. Detailed calculation of cost savings and an explanation of how the cost savings were calculated in Part 5, Box 30 

4. Detailed work plan, if the narrative will not fit in Part 5, Box 31 

5. Detailed list of proposed expenditures to support Part 5, Box 32, including an indication of the priority for each 
budgeted item and an explanation of how the expenditure will support and is essential to the proposal 


PART 7: CERTIFICATION 


35. 1 certify that all statements in this application, including all requested supplemental information, are true, complete and accurate to the best of my 
knowledge. If awarded, I agree to allow the Michigan Department of Treasury and the State Auditor General's Office (and/or any of their duly authorized 
representatives) access, for the purposes of inspection, audit, and examination, to any books, documents, papers, and records of the grantee which 
are related to this proposal. I agree to allow the Michigan Department of Treasury to conduct periodic program reviews of the proposal. The purpose of 
these reviews will be to determine adherence to stated proposal goals and to review progress of the proposal in meeting its objectives. I agree to submit 
semiannual and final narrative and financial status reports and a one-year Final Follow-up Report to the Michigan Department of Treasury. I understand 
that failure to submit any required reports may result in the termination of the grant, I understand that this grant may be terminated if the Michigan 
Department of Treasury concludes that t am not in compliance with the conditions and provisions of this grant, or have falsified any information. By way 
of signature, I agree with all conditions of this grant program. 



Date 

10/15/2015 • 

Printed Name of Applicant’s C^tef^dministrative Officer (as defined in MCL 141,422b) 

Title 

Natasha L. Henderson 

City Administrator 


Applications are due October 15, 2015. Completed applications submitted via mail or e-mail must be received by the Michigan 
Department of Treasury no later than 11:59 p.m. on Thursday, October 15, 2015. Incomplete applications may not be considered. 

A signed and completed application (including attachments) can be submitted by e-maii to TreasRevenueSharing@michigan.gov or 
by mail to; 

Michigan Department of Treasury 
Office of Revenue and Tax Analysis 
PO Box 30722 
Lansing Ml 48909 
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FDCVT Supplemental Answers 
Part 5: Proposal Details 

Question 24, Describe the current state of affairs. What is working well? What is not working? Explain 
the current condition of infrastructure/equipment. 

The City is currently facing a public health emergency. Water from the Flint River, the City's water 
source, has been leeching lead from old pipes and solder, contaminating the water supply. Elevated lead 
levels in children were discovered by physicians at Hurley Hospital and The Genesee County Health 
Department has issued a Public Health Advisory. 

The City of Flint is currently in a state of fiscal distress at a time in which considerable demands are 
placed upon it relating to water provision, court orders, and assessing practices compliance, The City is 
attempting to cope with these demands, while revenues are down or drastically reduced. Even though 
the City has progressed to strategically reduce deficits by seeking new millages, reducing the number of 
city employees and related costs, and ultimately reducing the services to the public, the City continues 
to face critical financial challenges. Both the income tax and property tax revenue bases have declined 
by 55% since the economic downturn in 2008. The current resources available to the City are very 
restricted and limited. 

The City of Flint has been in receivership since December 2011. At that time, the State of Michigan 
Financial Review Team found that the City has a General Fund deficit of $14,621,546 as of June 30 th , 
2010, which was not eliminated within the two year preceding period. 

The City previously submitted a five year deficit elimination plan for a cumulative general fund deficit of 
$7,046,820 as of June 30 th , 2008, However, by June 30 th , 2010, the cumulative general fund deficit had 
grown to $14,621,546. An updated plan submitted for 2010 did not purport to eliminate cumulative 
deficit until 2030 and that relied upon the issuance of an additional $12 million of debt in 2013, 

A structural operating deficit existed in the general fund as of June 30, 2007, 2008, 2009, 2010, and the 
General Fund was projected to have a $6,768,864 deficit as of June 30, 2011. 

The Comprehensive Annual Financial Report for the fiscal year ended June 30, 2011 was received in 
December 2011. The City's General Fund, which had a $14.6 million deficit at the beginning of the year, 
ended it with an $8,9 million deficit. The reduction in the deficit was due solely to an $8 million Fiscal 
Stabilization Bond issued by the city in March 2011. In total, excluding the impact of the FSB proceeds 
and the Genesee Towers judgment levy, expenses in the General Fund exceeded revenues. The City's 
Comprehensive Financial Report revealed an unassigned deficit in the General Fund of $8,961,427 as of 
June 30, 2014, which had resulted from operating deficits. 

The City does not have a current bond rating. The most recent bond rating was from over a decade ago 
and received a score of Bal, a qualifying indicator of fiscal distress. 

As part of a recent judgment, the City was ordered to repay its Water and Sewer Fund 15.7 million from 
its General Fund. The recent water challenges have also resulted a lower frequency of bill payments 
from residents, further reducing revenues. This places considerable strain on the City's path to recovery 
as it struggles to emerge from receivership. 
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FDCVT Supplemental Answers 

The City is in transition back to the Detroit Water and Sewerage Department as the source of water. This 
project comes at a cost of $2 million from the City's Water and Sewer Fund, an unanticipated expense. It 
is imperative that old pipes and water lines need to be addressed in order to arrive at a long term 
solution that will safeguard the public health, return public confidence in the Water System, resulting in 
a return to a sustainable Water and Sewer Fund. The City is the water provider, and as such, it has an 
obligation to provide clean and safe water for residents. 


The Dupont Street Project is a catalytic endeavor that will begin the process of replacing old 
infrastructure and improve the quality of water. 
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Appendix B 

FDCVT Explanation of Proposed Expenditures 


Explanation of Proposed Expenditures 

The following expenditures represent the estimated costs of the Dupont Street Water Main Project 
based on a previous bid for services in 2014 by DiPonio Contracting, Inc. It must be noted that these 
costs represent an estimation by the contractor that is considered to be adequate to cover the 
Contractor's profit and overhead for the project. These costs may be adjusted once work begins. 

These items are essential for the successful implementation of the project, which include the removal 
and/or replacement of trees, sidewalk, driveways, areas of road, and parking lots as well as the 
excavation of the existing water main. Required items also include hydrant assemblies, connecting to 
the existing main, and equipment costs for traffic control. 


T ; '■ g ' ij J- : 0ei>clri P tion 

Estimated 

Quantity 

Unit 

Bid 

Unit Price . 

j. - ' 

' T 

' BjcHWl ■ 1 

i I 

i Mobilization 

1 

LSUM 

$100,000.00 

$ 

100,000.00 

Tree, Rem 19" to 36" 

8 

EA 

$ 

1,000.00 

$ 

8,000.00 

Tree, rem 6" to 18" 

14 

EA 

$ 

550.00 

$ 

7,700.00 

DR structure, Rem 

24 

EA 

$ 

300.00 

$ 

7,200.00 

Sidewalk, Rem 

2591 

SYD 

$ 

5.00 

$ 

12,955.00 

Pavement, Rem, Modified 

7880 

SYD 

$ 

13.00 

$ 

102,440.00 

Erosion Contol, Inlet protection, fabric drop 

95 

EA 

$ 

125.00 

$ 

11,875.00 

Dr Structure Cover, Adj, Case 1 

38 

EA 

$ 

610.00 

$ 

23,180.00 

1 Dr Structure Cover, 48" dia 

24 

EA 

$ 

1,600.00 

$ 

38,400.00 

\ Dr Structure Cover, Special 

21 

EA 

$ 

740.00 

$ 

15,540.00 

Dr Structure Cover, Special 

103 

EA 

$ 

900.00 

$ 

92,700.00 

Hand Patching 

74 

TON 

$ 

310.00 

$ 

22,940.00 

HMA Pavement Repair, Commercial 

622 

TON 

$ 

214.00 

s 

133,108.00 

| HMA Pavement Repair, Residential 

1342 

TON 

$ 

242.00 

$ 

324,764.00 

| Driveway, Nonreinf Cone, 6" 

1019 

SYD 

$ 

61.00 

$ 

62,159.00 

1 Curb and Gutter, Cone, Det C4 

4786 

FT 

$ 

27.00 

$ 

129,222.00 

1 Dectable Warning Surface, Modified 

488 

FT 

$ 

91.00 

$ 

44,408.00 

: Sidewalk Ramp, Cone, 7" 

5376 

SFT 

$ 

11,00 

$ 

59,136.00 

Sidewalk, Cone, 4" Modified 

17025 

SFT 

$ 

5.85 

$ 

99,596.25 

Sidewalk, Cone, 6" Modified 

1473 

SFT 

$ 

6.75 

$ 

9,942.75 

Post, Steel, 3 lb 

t 336 

FT 

$ 

6.00 

$ 

2,016.00 

Sign, Type III, Erect, Salv 

24 

EA 

$ 

50.00 

$ 

1,200.00 

Sign, Type III, Rem 

24 

EA 

$ 

20.00 

$ 

480.00 

Sign, Type IIIA 

16 

SFT 

$ 

18.00 

$ 

288.00 

Pavt Mrkg, Ovly Cold Plastic, 6", Crosswalk 

170 

FT 

$ 

8.00 

$ 

1,360.00 

Pavt Mrkg, Ovly Cold Plastic, 24", Stop Bar 

30 

FT 

$ 

15.00 

$ 

450.00 

Pavt Mrkg, Waterborne, 4", White 

160 

FT 

r $ 

6.00 

$ 

960.00 

Maintaining Traffic 

1 

LSUM 

$ 

32,475.00 

$ 

32,475.00 

Turf Establishment, Performance 

1 

LSUM 

$ 

25,000.00 

$ 

25,000.00 

Water Shutoff, Adj, Case 1 

1 

EA 

$ 

370.00 

$ 

370,00 

Rem WM 

32 

FT 

$ 

11.00 

$ 

352,00 


1 
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i Water Main, Di 12" TD 6 

157 

FT 

$ 

139.00 : 

$ 

21,823.00 

| Water Main, DI, 24", TD G 

8419 

FT 

$ 

207.00 1 

$ 1,742,733.00 

i Water Main, DI, 24", TD F 

305 

FT 

$ 

168.00 | 

$ 

51,240.00 

| Water Main, DI, 6", TD G 

454 

FT 

$ 

94.00 i 

$ 

42,676.00 

j Water Main, DI, 8” TDG 

1551 

FT 

$ 

116.00 1 

$ 

179,916.00 

1 Abandon Gatewel! 

5 

EA 

$ 

380.00 | 

$ 

1,900.00 

BFV and Well, 24" 

15 

EA 

$ 

10,000.00 

$ 

150,000.00 

Gate Valve and Box, 8" 

43 

EA 

$ 

1,500.00 | 

$ 

64,500.00 

Flydrant Assembly 

33 

EA 

$ 

4,000.00 : 

$ 

132,000.00 

Rem Gatewell 

44 

EA 

$ 

383.00 | 

$ 

16,852.00 

Rem Hyd Assembly 

17 

EA 

$ 

550.00 

$ 

9,350.00 

Temp, Blowoff 

37 

EA 

$ 

500.00 i 

$ 

18,500.00 

Gate Valve and Well, 8" 

3 

EA 

r $ 

2,700.00 ; 

$ 

8,100.00 

Gate Valve and Well, 12" 

4 

EA 

$ 

4,700.00 | 

$ 

18,800.00 

Gate Valve Box, Adj 

1 

EA 

$ 

165.00 ; 

$ 

165.00 

Connect to Existing Water Main 

83 

EA 

$ 

1,000.00 j 

$ 

83,000.00 

Pressure testing 

1 

LSUM 

r $ 

5,000.00 i 

$ 

5,000.00 

Flowable Fill 

993 

CYD 

$ 

65.00 I 

$ 

64,545.00 

Audio Visual Filming 

1 

LSUM 

$ 

3,950.00 ; 

$ 

3,950.00 

Total of All Unit Price Bid Items 




1 

i 


$3,985,267.00 


2 
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Appendix C 

FDCVT Cost Savings Calculation 
Short Term Savings 

Another area of shortterm savings is considering the decline in water main breaks with an upgraded 
transmission line. In the past five years, there have been approximately twenty water main breaks in the 
area of the proposed work. Main breaks have cost the City between $5,000 and $10,000 each to repair. 
This has amounted to $100,000 to $200,000 in water main repair costs in just that area alone. On 
average we can expect a savings of $40,000 in the first year alone ($200,000/5 years = $40,000 per year) 

Long Term Savings 

The ultimate longterm benefits of the project are concerned with providing reliable, clean, and safe 
drinking water for Flint water customers. This area suffers from poor water quality due to longer 
retention times as a result of inhibited flow. Resolving this is essential to regain public confidence in City 
provided utilities, which affect bill collections and the overall fiscal health of the Water and Sewer Fund. 
Addressing antiquated infrastructure is a necessary step to secure public health. 

Other savings of this project include the elimination of leaks by replacing the line. Roughly one-third of 
the water that the City will be purchasing from Detroit will be lost due to leakage from an extremely 
antiquated system, the use of water when addressing incidents of arson, and water theft or waste from 
scrapping. Considering that water from DWSD will cost an estimated $1.5 million per month, $500,000 
worth of water that is purchased will never be billed every month. That amounts to $6 million per year 
and $30,000,000 per year if the pattern to repair these aging lines continues through completion. This is 
a significant waste. Replacing the Dupont Water Main is an essential step in mitigating this loss. 



Appendix D 

Evidence of Financial Distress: 

Deficit Elimination Plan 

for the 

Financially Distressed Cities, Villages, and Townships Grant Application 



EMERGENCY MANAGER 
CITY OF FLINT 

GENESEE COUNTY MICHIGAN 
ORDER No. 18 

ADOPTION OF THE DEFICIT ELIMINATION/RESERVE 
ACCUMULATION PLAN 

BY THE POWER AND AUTHORITY VESTED IN THE EMERGENCY MANAGER 
("EMERGENCY MANAGER”) FOR THE CITY OF FLINT, MICHIGAN ("CITY”) 
PURSUANT TO MICHIGAN'S PUBLIC ACT 436 OF 2012, LOCAL FINANCIAL 
STABILITY AND CHOICE ACT, ("PA 436"); DARNELL EARLEY, THE EMERGENCY 
MANAGER, ISSUES THE FOLLOWING ORDER: 


Pursuant to PA 436, the Emergency Manager has broad powers in receivership to rectify the 
financial emergency and to assure the fiscal accountability of the City and its capacity to provide 
or cause to be provided necessary services essential to the public health, safety and welfare; and 

Pursuant to PA 436, the Emergency Manager acts in place of local officials, specifically the 
Mayor and City Council, unless the Emergency Manager delegates specific authority; and 

Pursuant to PA 436, the Emergency Manager shall develop and may amend a written financial 
and operating plan for the City, which shall have the objectives of assuring that the City is able 
to provide or cause to be provided governmental services essential to the public health, safety 
and welfare and assuring the fiscal accountability of the local government; and 

Pursuant to PA 436, an Emergency manager may require and approve or disapprove, or amend 
or revise, a plan for paying all outstanding obligations of the local government; and 

The FY13 Financial Statements for the City of Flint for FY13 disclosed a $12,895,642 General 
Fund deficit. Most of this deficit arises from various inter-fund borrowings in the form of cash 
advances to the General Fund from other funds, implemented over the past several years. The 
deficit has been significantly reduced from the FY1 2 deficit of $1 9.2 million. 


advances to the General Fund from other funds, implemented over the past several years. The 
deficit has been significantly reduced from the FY12 deficit of $19.2 million. 

This Order further reduces the deficit in FY14 and authorizes actions in subsequent years to 
eliminate the deficit. This Order is based on the commitment that in future years, expenses in the 
General Fund will not exceed revenues, thus assuring that the deficit will reduce, not grow. 

This Order also recognizes that achieving long term financial solvency requires not only the 
elimination of deficits but the accumulation of financial reserves at an adequate level. 

This Order recognizes reductions made or projected for this year and authorizes and directs 
additional steps to eliminate the deficit and to establish an appropriate level of reserves as 
necessary for sustainable financial solvency: 

• It is projected that the $12,895,642 General Fund deficit as of the end of FY13 will be 
reduced by $2,702,097 to $10,195,342 at the end of FY14, as a result of revenues 
exceeding expenses. 

• The General Fund debts to Fund 636 (Information Technology) and Fund 542 (Building 
Safety) in the total amount of $393,545 will be discharged before the end of FY14, thus 
further reducing the deficit to $9,800,000. Discharging these debts will not compromise 
the financial solvency of these funds. 

• $800,000 will be transferred from the Capital Improvements Fund to the Sewer Fund, and 
the General Fund debt to the Sewer Fund will be discharged in a like amount, thus 
reducing the General Fund deficit at the end of FY14 to $9,000,000. 

Continuing in the FY15 budget and future years, until the remaining accumulated deficit is 
eliminated, expenses will be budgeted at $1 million less than revenues, thus providing for 
additional deficit reduction. Additionally, $800,000 annually will be appropriated from the 
Public Improvement Fund for capital improvement funding in Fund 590 (Sewer Fund) in lieu of 
repayment of cash advances from Fund 590. Using these funds, deficit reduction will continue as 
follows: 

• FY15: $9,000,000 reduced to $7,200,000 

• FY16: $7,200,000 reduced to $5,400,000 

• FY17: $5,400,000 reduced to $3,600,000 

• FY18: $3,600,000 reduced to $1,800,000 

• FY19: $1,800,000 reduced to $ -0- 

Beginning in FY20, or sooner should the deficit be eliminated sooner, expenses in the General 
Fund will continue to be annually budgeted at a maximum of $1 million less than General Fund 
revenues, and expenses in the Public Improvement Fund shall continue to be budgeted at a 
maximum of $800,000 less than Public Improvement Fund revenues. This shall continue until, at 
a minimum, the accumulation of funds reach 15% of General Fund revenues. The goal is to have 
and maintain financial reserves equal to or exceeding 15% of General Fund revenues at any time. 
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These steps are to he viewed as the minimum actions to be taken with respect to eliminating the 
deficit and accumulating adequate financial reserves. It is recognized that accomplishing these 
goals as quickly as possible is desirable. 

Pursuant to Act 436, section 12(1), I hereby order that the General Fund debt associated with the 
cash advances to Funds 636, and 542 in the amounts of $500,000 and $110,000 respectively, are 
hereby discharged. 

I further order that the General Fund debt associated with the cash advance to Fund 591 in the 
amount of $1,000,000 will be repaid at the end of FY14 with the surplus of General Fund 
revenues over expenses budgeted for deficit reduction and that $800,000 will be appropriated 
from Fund 402 to Fund 590 for capital improvements, and that the General Fund debt associated 
with the cash advance from Fund 590 is hereby reduced by $800,000. 

I further order that the General Fund debt associated with the cash advances to Fund 590 
remaining after FY14 will be repaid in the amount of $1 million annually for each of the years 
FY15 through FY19 from the General Fund. Additionally, for the same period, there shall be an 
annual appropriation from the Public Improvement Fund in the amount of $800,000 to be used 
for capital improvements, and the General Fund debt associated with the cash advance from 
Fund 590 shall be reduced in a corresponding manner. 

I further order that once the deficit is eliminated, expenses in the General Fund shall continue to 
be annually budgeted at a maximum of $1 million less than General Fund revenues, and 
expenses in the Public Improvement Fund shall continue to be budgeted at a maximum of 
$800,000 less than Public Improvement Fund revenues until such time as the accumulation of 
funds from these actions reach, at a minim um 15% of General Fund revenues. The goal is to 
have and maintain financial reserves equal to or exceeding 15% of General Fund revenues at any 
time. Some portion of the funds accumulated by this action may be transferred to the City’s 
Budget Stabilization Fund, with no less than an amount equal to 5% of General Fund revenues 
remaining in the General Fund. 

I further order that the attached Deficit Elimination Plan is hereby adopted on behalf of the City 
of Flint. The Finance Director is authorized to take such actions and accounting measures as 
necessary to implement this order. 

The above stated orders are effective immediately. 

This Order may be amended, modified, repealed or terminated by any subsequent Order issued 
by the Emergency Manager. 

Dated: / By: 


City of Flint 



Darnell Earley, ICMA-CM, MP. 
Emergency Manager 
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xc: State of Michigan Department of Treasury 

Mayor Dayne Walling 
Flint City Council 
Inez Brown, City Clerk 


S:\P. BadeYEM20I4\Orders\Order.No. 18. Adoption of Deficit Elimination Plan 06.ll.14.dnc 


City of Flint Deficit Reduction and Reserve Accumulation Plan 


Annual Remalninc 

Reductions Reduction Deficit 



Fund 101 Revenues commited to Reserves 


Fund 402 Revenues commited to Reserves 


Total commited to reserves 


I Fund 101 Revenues commited to Reserves 


Fund 402 Revenues commited to Reserves 


Total commited to reserves 


IFund 101 Revenues commited to Reserves 


Fund 402 Revenues commited to Reserves 


Total commited to reserves 


Fund 101 Revenues commited to Reserves 


Fund 402 Revenues commited to Reserves 


Total commited to reserves 


Additions to 
Reserves 


IBHI 


Annual 

Total 


5800,000 


II h mi ii 


$1,000,000 


$800,000 


$1,000,000 


$800,000 


$1,000,000 


$800,000 


$1,800,0001 


$1,800,000 


$1,800,0001 


FY24 IFund 101 Revenues commited to Reserves $1,000,000 


Fund 402 Revenues commited to Reserves $800,000 


Total commited to reserves 


In General Fund, Budget Stabilzation Fund, and Public Improvement Fund 




Cumulative 

Total 


$1,800,000 


$3,600,000 


$5,400,000 


$7,200,000 


$9,000,000 


























































































Appendix E 

Evidence of Financial Distress: 

Emergency Manager Exit Letter 

for the 

Financially Distressed Cities, Villages, and Townships Grant Application 




Gerald Ambrose 
Emergency Manager 

April 28, 2015 

Honorable Rick Snyder 1 

Governor of Michigan 

1 1 1 South Capitol Avenue I 

Lansing, Ml 48909 

Dear Governor Snyder: ' | 

The City of Flint has been in a state of receivership since your declaration of a financial emergency in I 

November 2011. Since that time a number of substantia! changes have been implemented and I fee! that the 1 

financial emergency has been sufficiently addressed. I feel it is appropriate to relinquish my position as 
Emergency Manager (EM) at this time. 

As you are aware, I was appointed Emergency Manager on January 1 3, 201 5, under the authority of PA | 

436 of2012, 1 am tire fourth EM to serve the City of Flint; my predecessors were Michael K. Brown (PA 4 | 

and PA 436), Edward Kurtz (PA 72 and PA 436) and Darnell Earley (PA 436). Each EM took major steps 

toward rectifying the financial emergency. These steps included implementing budgetary and financial best 

practices, restructuring the City departmental organization, implementing new means and levels of service 

provision, and preparing the City for long term stability. I 


Addressing the Financial Emergency: 

At the time of placement into state receivership, the City of Flint was a city in financial crisis, characterized 
by accumulated deficits in the General Fund and Water Fund, marginal cash flow, and unsustainable legacy 
costs. At the conclusion of FY 1 2, the fiscal year in which an Emergency Manager was appointed, the City’s 
General Fund deficit stood at $19.1 million; its Water Fund had a deficit of $8.8 million; and cash flow was 
$13 million, or less than one month’s expenses. Unfunded OPEB liabilities were more that $850 million. 

Addressing these issues and putting Flint back onto a path to sustain financial solvency has been difficult 
for taxpayers, employees, retirees, and those utilizing city services. Taxes and fees have been raised, 
including a voter approved six mill special levy for police and fire; a special assessment for street lighting; 
waste collection was changed to a fee for service from amillage rate; and increases in utility rates to among 
the highest in the state. Services have been reduced to marginal levels (including public 
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safety), as the workforce and employee compensation has shrunk by more than 20%. And, retirees have 
seen their cost of retiree health care increase. 

As a result, much progress has been made: 

• The deficits in the General Fund and Water Fund have been addressed. The Water Fund is now 
solvent, although not at the level indicated as adequate; and the remaining $7 million General Fund 
deficit will be eliminated by June 30, 2015, with a loan authorized by the Emergency Loan Board. 
City wide cash flow is now more than $67 million. 

• New ordinances addressing the achievement and maintenance of financial sustainability have been 
enacted by the City Council, with support of the Mayor. These ordinances include the requirement 
for creation and maintenance of a strategic plan; requirement for creation and maintenance of a 
biennial budget and five year financial projections; establishment of a fiind balance reserve, 
including establishment of a budget stabilization fund; establishment of a requirement to begin 
funding of OPEB liabilities; and an update of the City’s purchasing ordinance. 

• Long term liability costs have been reduced significantly. $850 million in OPEB liabilities have 
been reduced to $240 million, and new employees are given a contribution towards future health 
care costs at retirement instead of the promise of retiree health care. Current retirees now pay a 
significant amount towards their health care. Multipliers for remaining employees in defined 
benefit programs have been reduced, and new employees are enrolled in a hybrid pension plan, 
which has less long term liability for the City. The Flint Employees Retirement System has been 
dissolved, with pension administration now handled by the Municipal Employees Retirement 
System. 

• The structure of the City organization has been changed significantly. A new City Administrator 
has been hired, selected on the basis of professional expertise, and with expanded control over daily 
activities of the City. The workforce has been reduced by more than 20%, and City operations have 
been reorganized into four program areas. Waste collection and demolition is no longer being done 
internally, 911 operations will be transferred to the County effective July 1, 2015, and the City- 
funded 68 fi District Court is expected to become part of the County- funded 67 a ‘ District Court in 
Januaiy, 2016. The purchase of water is now planned to come from the Karegondi Water Authority 
instead of the Detroit Water and Sewerage Department Collective bargaining contracts have also 
been revised; increasing flexibility for management and setting the stage for permanent reductions 
in legacy costs. Partnerships have been established to improve the level of parks maintenance. 
Senior Centers are now run by independent non-profit organizations, with reduced assistance from 
the City; and the City golf courses have been leased to private operators. 

• The City has put Into place a plan for long term stabilization and future development. A new Master 
Plan (the first since the 1960’s) has been adopted, a new Capital Improvement Plan has been 
completed, and a new framework for a Blight Elimination Plan has been developed. A new zoning 
ordinance is well on its way to completion. Each of these major planning pieces significantly 
engaged members of the community and the final products were approved by the Flint City 
Council, with the support of the Mayor. 
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• A Blue Ribbon Committee on Governance was established by EM Earley in 2014. The committee 
recommended a number of Charter revisions and recommended the election of a Charter Review 
Committee. In November 20 14 the voters in Flint approved several revisions to the current Charter 
and also approved establishing a Charter Review Commission, the members of which will be 
elected in May 2015. The Commission will consider whether to maintain the current Strong Mayor 
form of governance or to propose a new Council-Manager format. 

• A formal assessment of the values of both Hurley Hospital and the City’s utility system have been 
completed; and concluded that no change in ownership status would be beneficial at this time. 

Continuing Challenges: 

Significant work has been accomplished to resolve the conditions which put the City of Flint into State 
receivership. However, there also still exist several major challenges which will require continued work on 
the part of the City leaders: 

• Retiree health care continues to be a significant concern as the City still faces a federal lawsuit over 
its decision to change (but not eliminate) health care for current retirees. While the City is currently 
operating under a judge’s order which allows modification of the City’s historical level of health 
care for retirees, a loss could have an impact of more than $5 million annually. 

• The five year revenue projections still identify a structural deficit. Annual costs for wages and 
fringes will continue to rise at an approximate 2.4% rate. There is not a comparable increase in 
projected revenue, which is closer to 1%. While it may be possible to continue the low level of 
services that Flintnow provides for a short while, even that level will be in jeopardy without a long 
term sustainable new source of revenue. The low level of services that Flint currently provides is 
not at the level which will help the City to become an attractive place to live, work, study, and play. 

• Aging water and sewer systems designed to serve twice as many customers as the number now 
using the systems have resulted in water and sewer rates that are among the highest in the state. 
This is another factor impeding the City’s ability to attract and retain businesses and residents. 
There needs to be a concerted effort to reduce rates by as much as 50%, but that cannot even be 
contemplated without the commitment of financial assistance from the state and federal 
governments. While the decision to join with Genesee County in the creation of the KWA will 
result in costs for purchasing water increasing at a rate less than historically paid to the previous 
supplier, it will not be sufficient to lower costs. 

• Continuing voter support for special millages financing public safety is a concern. In 2012 voters 
approved a 6 mill property tax levy for police and fire, bringing Flint’s total level to within 1 mill 
of its maximum 20 mill limit. This millage, plus one for 2 mills approved some time ago, are 
expiring in 2017, and without renewal, the resulting level of public safety services, even with the 
current level of greatly appreciated State Police support, would be unworkable. This was recently 
confirmed by an evaluation of the organization and staffing for both the Police and Fire 
departments. The evaluations found both departments are understaffed, but the understaffing 
situation is significantly more acute in the Police Department, where it was noted that comparable 
cities have, on average 100 more officers on the street than Flint does. 
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• Equally important to providing State support in the form of Michigan State Police has been the 
financial commitment by the State to fund the City’s lock up at a cost of more than $2.5 million 
annually - without which there would be no lock-up. Both FPD and MSP have noted that the 
opening of the City’s 72-hour lock-up has been a key component in the reduction in crime. 

Emergency Manager’s Recommendation: 

Section 22(1) of P.A. 436 of 2012, the Local Financial Stability and Choice Act, provides that if the 
Emergency Manager determines that the financial emergency has been rectified, he or she is required to 
inform you and the State Treasurer. Based on the examples presented above, I am prepared to say that I 
have determined the financial emergency in the City of Flint has been rectified. In addition, as required by 
Section 2.1(1) of the Act, a two-year budget has been implemented and all bargaining unit contracts have 
been settled. 

Although the financial emergency has been resolved, 1 recommend the appointment of a Receivership 
Transition Advisory Board (RTAB) as allowed by Section 23 of the Act. I believe it is critical that the 
RTAB oversee and provide guidance to the City as they address the continuing challenges facing the City 
of Flint and complete transition back to full local control. 

The path to sustainable financial solvency for the City of Flint will be very difficult, but doable. The new 
financial policies and practices, and the new organizational structure, are designed to assist City leaders in 
achieving this goal. Achieving the goal will allow City leaders to become a positive force in leading the 
City to become an attractive place to live, work, study, and play. I applaud the efforts of the Mayor and 
Council members who have worked actively and positively to effectuate these changes and are committed 
to carrying them into the future. 

If, however, the new policies, practices, and organizational changes are Ignored in favor of returning to the 
historic ways of doing business, it is not likely tire City will succeed over the long term. The focus of City 
leaders will then likely once again return to confronting financial insolvency. 

I have greatly appreciated the opportunity to have been of service to the City of Flint and to the State of 
Michigan. 

Sincerely, 



Gerald Ambrose 
Emergency Manager 
City of Flint 


Cc; Nick A. Khouri, State Treasurer 



Appendix C 

FDCVT Cost Savings Calculation 
Short Term Savings 

Another area of shortterm savings is considering the decline in water main breaks with an upgraded 
transmission line. In the past five years, there have been approximately twenty water main breaks in the 
area of the proposed work. Main breaks have cost the City between $5,000 and $10,000 each to repair. 
This has amounted to $100,000 to $200,000 in water main repair costs in just that area alone. On 
average we can expect a savings of $40,000 in the first year alone ($200,000/5 years = $40,000 per year) 

Long Term Savings 

The ultimate long term benefits of the project are concerned with providing reliable, clean, and safe 
drinking water for Flint water customers. This area suffers from poor water quality due to longer 
retention times as a result of inhibited flow. Resolving this is essential to regain public confidence in City 
provided utilities, which affect bill collections and the overall fiscal health of the Water and Sewer Fund. 
Addressing antiquated infrastructure is a necessary step to secure public health. 

Other savings of this project include the elimination of leaks by replacing the line. Roughly one-third of 
the water that the City will be purchasing from Detroit will be lost due to leakage from an extremely 
antiquated system, the use of water when addressing incidents of arson, and water theft or waste from 
scrapping. Considering that water from DWSD will cost an estimated $1.5 million per month, $500,000 
worth of water that is purchased will never be billed every month. That amounts to $6 million per year 
and $30,000,000 per year if the pattern to repair these aging lines continues through completion. This is 
a significant waste. Replacing the Dupont Water Main is an essential step in mitigating this loss. 


KoIkc^Carol^n^ 

Sean Kammer <skammer@cityofflint.com> 
Thursday, October 15, 2015 4:56 PM 
TreasRevenueSharing 
FDCVT Grant Application City of Flint 
City of Flint FDCVT Grant Dupont Street.PDF 


From: 

Sent: 

To: 

Subject: 

Attachments: 


To whom it may concern, 

Please find attached an application for the Financially Distressed Cities, Villages, and Townships Grant for the 
City of Flint. The request is to fund the Dupont Water Main Replacement Project. 

Thank you, 

Sean Kammer 


Sean Kenneth Kammer, MPA 
Assistant to the City Administrator 
City of Flint, Michigan 

1101 S. Saginaw St. 

Flint, MI 48502 
810-237-2025 
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From: 

Sent: 

To: 

Subject: 


Armstrong, Anne (GOV) 

Wednesday, October 28, 2015 10:18 AM 

Hollins, Harvey (GOV); Clayton, Stacie (GOV); Haan, Andrew (GOV) 
Schools and water testing update 


Hello All, 

I spoke with Madhu Anderson, Senior Policy Director for DEQ on the outreach to urban schools on water testing. I 
wanted to understand what DEQ's process was before we started canvassing, in case questions arose. George Krisztian, 
DEQ Lab Director and head of the Flint Action Response Team, suggested if possible that we hold off until they have a 
process and protocols in place on working with schools outside of the 13 Flint schools. They are working as quickly as 
possible with these 13 to establish some kind of response capability and backgrounder for all schools. They know, as we 
do, that this is most likely a statewide issue. Harvey, do you feel comfortable holding up on the calls to systems? 

Anne 


Anne Armstrong Cusack 
Associate Director 

Governor's Office of Urban Initiatives 
350 Ottawa NE 
Grand Rapids, Ml 49503 
Cell 


armstronga 
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From: 

Armstrong, Anne (GOV) 

Sent: 

Wednesday, October 28, 2015 11:35 AM 

To: 

Hollins, Harvey (GOV) 

Cc: 

Clayton, Stacie (GOV); Haan, Andrew (GOV) 

Subject: 

RE: Schools and water testing update 

Heito AIL 



Harvey ! was informed of the testing in Muskegon and 6.R. We have a number of other urban districts as weld Godwin, 
Godfrey Lee, Muskegon Heights, etc. Would you like me to move forward on this as well? 

Anne 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 28, 2015 10:44 AM 

To: Armstrong, Anne (GOV) < ArnistrofigA2@michigan.gov > 

Cc: Clayton, Stacie (GOV) < davfons3@mlehigan,gov >; Haan, Andrew (GOV) < HaanA2@michlgan.gov > 

Subject: Re: Schools and water testing update 

Anne, 

Your area is moving forward with schools testing water ahead of DEQ protocols. Grand Rapids is currently doing this and 
I'm told Muskegon will follow suit. I don't know what Holland is doing. hftp://rnlchig3nradio.org/rjost/grand-rapids- 
publlc-schools-test-drinking-water-lead 

Andrew, I need you to call call Benton Harbor, Kalamazoo and Battle Creek's superintendents and ask if they are 
planning water testing in their schools. If so, send send an email to DEQ Director Dan Wyant and copy me, Dennis 
Muchmore and Jarrod Agen. If not, don't worry about the communication. 

Bay City, Pontiac and Saginaw schools are moving forward. While DEQ is working on their protocols, a number of 
schools are moving forward with testing. I want the Governor informed about the activity. 

Remember, this is simply an inquiry to testing activity in urban districts. 

Best, 

Harvey 

On Oct 28, 2015, at 10:17 AM, Armstrong, Anne (GOV) < Arm s jrongA2 @ m ichiga n . gov > wrote: 

Hello All, 

I spoke with Madhu Anderson, Senior Policy Director for DEQ on the outreach to urban schools on water 
testing. I wanted to understand what DEQ's process was before we started canvassing, in case 
questions arose. George Krisztian, DEQ Lab Director and head of the Flint Action Response Team, 
suggested if possible that we hold off until they have a process and protocols in place on working with 
schools outside of the 13 Flint schools. They are working as quickly as possible with these 13 to 
establish some kind of response capability and backgrounder for all schools. They know, as we do, that 
this is most likely a statewide issue. Harvey, do you feel comfortable holding up on the calls to systems? 

Anne 

Anne Armstrong Cusack 
Associate Director 

l 



Governor's Office of Urban Initiatives 
350 Ottawa NE 
G ra n d Rapids, Ml 495 03 

ceihBUGEBBS 




From: Haan, Andrew (GOV) 

Sent: Wednesday, October 28, 2015 3:45 PM 

To: Hollins, Harvey (GOV); Armstrong, Anne (GOV) 

Cc: Clayton, Stacie (GOV) 

Subject: RE: Schools and water testing update 


Harvey, 

I'm still awaiting responses to outreach at Benton Harbor and Kalamazoo. I spoke with the interim superintendent at 
Battle Creek Public, and she noted that there were no plans in place as of today to test the schools' water, but would be 
getting back to me based on the call. 


I will keep you updated as information emerges. 


Thanks, 

Andrew 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 28, 2015 10:44 AM 

To: Armstrong, Anne (GOV) < A r m s trong A 2 @ mi ch i ga n.go v > 

Cc: Clayton, Stacie (GOV) < daytons3@mlehigan,goy >; Haan, Andrew (GOV) < HaanA2@michlgan.gov > 

Subject: Re: Schools and water testing update 

Anne, 

Your area is moving forward with schools testing water ahead of DEQ protocols. Grand Rapids is currently doing this and 
I'm told Muskegon will follow suit. I don't know what Holland is doing, http://rnlchiganradio.org/post/grand-rapids- 
pubnc-schoois-test-drinking-water-lead 

Andrew, I need you to call call Benton Harbor, Kalamazoo and Battle Creek's superintendents and ask if they are 
planning water testing in their schools. If so, send send an email to DEQ Director Dan Wyant and copy me, Dennis 
Muchmore and Jarrod Agen. If not, don't worry about the communication. 

Bay City, Pontiac and Saginaw schools are moving forward. While DEQ is working on their protocols, a number of 
schools are moving forward with testing. I want the Governor informed about the activity. 

Remember, this is simply an inquiry to testing activity in urban districts. 

Best, 

Harvey 

On Oct 28, 2015, at 10:17 AM, Armstrong, Anne (GOV) < Arm s trong A2 @ m i ch ; ga n . gov > wrote: 


Hello All, 

I spoke with Madhu Anderson, Senior Policy Director for DEQ on the outreach to urban schools on water 
testing. I wanted to understand what DEQ's process was before we started canvassing, in case 
questions arose. George Krisztian, DEQ Lab Director and head of the Flint Action Response Team, 
suggested if possible that we hold off until they have a process and protocols in place on working with 
schools outside of the 13 Flint schools. They are working as quickly as possible with these 13 to 


l 



establish some kind of response capability and backgrounder for all schools. They know, as we do, that 
this is most likely a statewide issue. Harvey, do you feel comfortable holding up on the calls to systems? 
Anne 

Anne Armstrong Cusack 
Associate Director 

Governor's Office of Urban Initiatives 

350 Ottawa NE 

Grand Rapids, Ml 49503 

Cell: 



From: Armstrong, Anne (GOV) 

Sent: Friday, October 30, 2015 11:46 AM 

To: Hollins, Harvey (GOV); Haan, Andrew (GOV) 

Cc: Clayton, Stacie (GOV) 

Subject: RE: Schools and water testing update 

Hello Ail, 

Holland has just completed a large bond infrastructure project. I have two calls into them, but my guess 1s they will not 
be testing. 

Godwin Heights - get their water from Wyoming, No plans to test 
Muskegon Heights - no plans to test. 

Calls still out to Godfrey Lee. 

Anne 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 28, 2015 8:59 PM 
To: Haan, Andrew (GOV) < HaanA2#michig3n.gov > 

Cc: Armstrong, Anne (GOV) < ArrnstronfiA2@rnichigan.gov >; Clayton, Stacie (GOV) < clavtons3®miehigan.gov > 

Subject: Re: Schools and water testing update 

Thanks Andrew. 

Best, 

Harvey 

On Oct 28, 2015, at 3:44 PM, Haan, Andrew (GOV) < Ha3nA2@michlgan.gov > wrote: 


Harvey, 

I'm still awaiting responses to outreach at Benton Harbor and Kalamazoo. I spoke with the interim 
superintendent at Battle Creek Public, and she noted that there were no plans in place as of today to 
test the schools' water, but would be getting back to me based on the call, 

I will keep you updated as information emerges. 

Thanks, 

Andrew 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 28, 2015 10:44 AM 

To: Armstrong, Anne (GOV) < A rm strong A2 @ m i c higan.gov> 

Cc: Clayton, Stacie (GOV) <daytons3@michigan.gov>; Haan, Andrew (GOV) <HaariA2@rnichigan.gov> 

Subject: Re: Schools and water testing update 

Anne, 

Your area is moving forward with schools testing water ahead of DEQ protocols. Grand Rapids is 
currently doing this and I'm told Muskegon will follow suit. I don't know what Holland is 
doing. Qtt.pV/midi!gaQrBri^ 
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Andrew, I need you to call call Benton Harbor, Kalamazoo and Battle Creek's superintendents and ask if 
they are planning water testing in their schools. If so, send send an email to DEQ Director Dan Wyant 
and copy me, Dennis Muchmore and Jarrod Agen. If not, don't worry about the communication. 

Bay City, Pontiac and Saginaw schools are moving forward. While DEQ is working on their protocols, a 
number of schools are moving forward with testing. I want the Governor informed about the activity. 

Remember, this is simply an inquiry to testing activity in urban districts. 

Best, 

Harvey 

On Oct 28, 2015, at 10:17 AM, Armstrong, Anne (GOV) < Ar rn strong A2 @ rn i c h iga n. gov > wrote: 

Hello All, 

I spoke with Madhu Anderson, Senior Policy Director for DEQ on the outreach to urban 
schools on water testing. I wanted to understand what DEQ's process was before we 
started canvassing, in case questions arose. George Krisztian, DEQ Lab Director and 
head of the Flint Action Response Team, suggested if possible that we hold off until 
they have a process and protocols in place on working with schools outside of the 13 
Flint schools. They are working as quickly as possible with these 13 to establish some 
kind of response capability and backgrounder for all schools. They know, as we do, that 
this is most likely a statewide issue. Harvey, do you feel comfortable holding up on the 
calls to systems? 

Anne 

Anne Armstrong Cusack 
Associate Director 

Governor's Office of Urban Initiatives 

350 Ottawa NE 

Grand Rapids, Ml 49503 

Cell: 

arrnstronga2@michlgan.gov 
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From: Lyon, Nick (DHHS) 

Sent: Thursday, October 08, 2015 4:30 PM 

To: Lasher, Geralyn (DHHS); Hanley, Farah (DHHS); Becker, Timothy (DHHS); Grijalva, 

Nancy (DHHS); Roberts, John (DTMB); Wyant, Dan (DEQ); Duncan, Nancy (DTMB); 
Harkins, Chris (DTMB); Pallone, Maggie (DEQ); Hertel, Elizabeth (DHHS); Ruest, Karla 
(DHHS); Hollins, Harvey (GOV) 

Subject: RE: Update from Nick's calls 


Just a further follow up from this morning. 

Rep. Verhuelen is concerned about this being precedent setting and will we be on the hook if another major municipal 
water system fails. We talked quite a bit about water quality and corrosion and I hooked him up to Dan for further 
details. 

Rep. Santana thought this was the right thing to do and was quite supportive. He did state that he had heard that 
Hispanic people in Flint were not aware or taking advantage of the fact that they could get filters. I told him we would 
look at providing info in Spanish. He also urged that we work with the agencies that support Spanish speaking residents 
I told him I would follow up with Harvey to see what he is doing in that regard. Harvey - This is FYI for you. I will let him 
know that we were working with the Hispanic Center, who picked up filters from GCCARD and will help with translation 
on the application. 

Shirkey sent me a text thanking him for the message. 

»»»»»»»»»»> 


Nick has put in calls to our subcommittee chairs and wanted to pass along the feedback he got. 

All agree from the health side that the DHHS action is the right way to move forward. However they had some negative 
feedback on the $6 million. 

--Representatives MacGregor and Poleski both feel this should be a loan to the City of Flint instead of direct payment of 
$6 million 

--Senator Marleau complained about the lack of legislative input before the decision was made to switch back to Flint 
water from Detroit in the first place. 

He left messages for Verheulen, Santana, Shirkey and Hertel. 


Sent from my iPad 


l 



From: Baird, Richard (GOV) 

Sent: Wednesday, September 30, 2015 10:34 AM 

To: Frank Brown (fbrown@generalatlantic.com) 

Cc: Hollins, Harvey (GOV) 

Subject: FW: Flint water background information 

Attachments: Flint water FAQs (00000004). pdf; Sharable Flint Lead TP 092415 (00000002).docx 


Frank: 

We have a situation in Flint, Michigan that is beginning to get national attention and could be an opportunity for Home 
Depot. 18 months ago, Flint switched its water supply from Detroit Water (the distance and pumping costs of going 
uphill made it quite expensive) to the Flint River as a temporary answer, until they could finish the construction to get 
their water from Lake Huron (Karagondi Water System). The corrosive attributes of the River water have exacerbated 
the lead deposit leaching into homeowner pipes and there is concern around lead poisoning, especially for infants. 

The corporate community is rallying to address the problem. Meijer donated 1500 water filters to low income residents 
and GM is about to announce a donation of between 5,000 and 10,000 filters. I do not yet know where GM is getting 
the filters from, but I was thinking that Home Depot might want to join the effort with a donation, supply chain 
discounting assistance, or some combination of activity that could help Flint residents. Harvey Hollins is our point 
person for this effort, since he is the Director of Urban Initiatives for Governor Snyder. I have copied him here. 

If you could get this into the hands of the right people and see if there is interest in speaking with Harvey, I would be 
very appreciative. Thanks and take care. 

Regards, 

Rich 


From: Murray, David (GOV) 

Sent: Wednesday, September 30, 2015 9:35 AM 
To: Baird, Richard (GOV) 

Subject: Flint water background information 

Hi Rich, 

These are two documents that I think are helpful addressing the questions about lead and Flint water overall, prepared 
by DEQ and DHHS. These were intended for internal use, so please ask our partners to not share them beyond the 
people on their teams making the decisions. 

Please let me know if you need anything else. 

Dave 

Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
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Frequently Asked Questions: 

Water Lead Levels in the City of Flint 
September 2015 


How can lead get into drinking water? 

Lead detections in Flint drinking water exist at the home level. Sampling at the Flint 
Water Treatment Plant has shown no lead in its treated water. However, this 
contaminant leaches into water from a home’s lead service lines, lead solder, and 
leaded plumbing materials including fixtures, faucets, and fittings. 

Does the city meet federal drinking water standards for lead and copper? 

Yes, the city is meeting state and federal guidelines for lead and copper. 

The City of Flint has regularly monitored for lead and copper since federal law began 
requiring it in 1991 . 

When the City changed water sources in May 2014, state and federal law required the 
city to sample for lead and copper for a full year to determine how the water may be 
interacting with residential lead plumbing to increase lead levels. While the city’s results 
show residential lead levels below the federal threshold for immediate response 
activities, Flint is moving quickly to optimize corrosion control measures in its water 
system. 

Some individual homes showed high numbers for lead. Isn’t that a concern? 

For the homeowner, yes it is. There is no “safe” level for lead, and while the leading 
cause of lead poisoning around the country is lead paint, any source of lead ingestion is 
worthy of concern. 

But the State and federal guidelines for lead and copper acknowledge an important 
reality: Any home that has a lead service connection or lead plumbing will impart some 
varying amount of lead into the home’s water. The only way to eliminate lead in a home 
water system is to remove lead plumbing or replace lead service connections to the city 
system. 

The lead and copper rule requires the local operator to sample dozens, sometimes 
hundreds of homes in the service area to get a general sense of how the water supply is 
interacting with lead plumbing and service connections. The tests are done specifically 
at homes with lead service connections. Individual results vary and all participants are 
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Are there other ways the city monitors for lead exposure? 

The County Health Department, overseen statewide by the Michigan Department of 
Health and Human Services, regularly monitors blood levels in children throughout 
Michigan communities. The leading cause of lead poisoning is exposure to lead paint. 

Blood lead level testing results for the 12-month period just after the City of Flint 
changed its water source (May 2014 - April 201 5) showed no significant change in the 
pattern of blood lead levels in Flint, compared to the previous three years. This data 
suggests the recent change in water source by the City of Flint has not contributed to an 
increase in lead exposure throughout the community. 

How does the state decide if the water is creating a lead problem? 

Compliance with the federal lead rule is based on a 90 th percentile calculation. If more 
than 10 percent of samples report lead above the federal action level of 15 parts per 
billion, a water supply has an “action level exceedance.” An exceedance is not a 
violation. It triggers other requirements which could include public notification, additional 
water quality sampling, and possibly further treatment. 

While some of Flint’s individual samples exceeded the 15 parts-per-billion lead action 
level, compliance is based on the 90 ,h percentile of samples. The City of Flint’s 90 th 
percentile level has ranged between 0 parts per billion in 2008 and 201 1 , and 15 parts 
per billion in 1992, but never exceeded the action level. 

The two most recent sampling periods, in 2014 and 2015, were 6 parts per billion and 
1 1 parts per billion, respectively. 

Did the city use every sample they got back? 

Sampling requirements for lead and copper are designed to target the most common 
pathways to lead ingestion in homes with the least protection. The sample must be 
collected from a commonly used kitchen or bathroom tap, and in accordance with the 
provided sampling instructions. Homes that employ filtration or additional treatment 
cannot be included. Samples must also be collected within the established monitoring 
period. 

I have a lead service connection or lead plumbing. What should I do? 

Replacement is the only way to eliminate lead exposure. However, here are some 
interim steps homeowners can take to reduce it: 

Flush pipes before drinking, and only use cold water for consumption. 

The more time water has been sitting in your home's pipes, the more lead it may 
contain. When water in a particular faucet has not been used for six hours or longer, 
"flush" cold-water pipes by running the water until it becomes as cold as it will get. This 
could take five to 30 seconds if there has been recent water use elsewhere in the home, 
such as showering or flushing toilets. Otherwise, it could take two minutes or longer. 

Use only water from the cold-water tap for drinking, cooking, and especially for making 
baby formula. Hot water is likely to contain higher levels of lead. 
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Who is responsible for replacement of leaded materials? 

Replacement of service pipes on private property and any leaded plumbing materials 
within the home is a homeowner’s responsibility. The City of Flint owns the service 
pipe from the water main to the curb stop valve, and that is the City’s responsibility. 
This valve is normally located two feet in from the street curb. From there to the house 
is private property and the responsibility of the homeowner. 

Why doesn’t the city at least replace its portion of lead service lines? 

Partial lead service line replacement has been shown to mobilize more lead and make 
the situation worse. Only full lead service line replacement has been demonstrated 
effective in achieving long-term reductions in drinking water lead levels. 

What is the City’s timeline for installation of corrosion control treatment? 

The federal government allows the steps to complete the installation of optimal 
corrosion control treatment and follow-up monitoring to take up to five years. 

However, the City of Flint has committed to completing installation of Optimized 
Corrosion Control Treatment in less than six months. 

What will happen when Flint joins the Karegnondi Water Authority next year? 

The City has committed to having Optimized Corrosion Control Treatment in place prior 
to its connection with the Karegnondi Water Authority (KWA). The water provided by 
KWA will come from a new source, Lake Huron. The city will continue its lead and 
copper sampling every six months. Additionally, the city’s water treatment plant will 
continue to operate with uninterrupted Optimized Corrosion Control Treatment. 

How long would it take to replace lead service lines throughout Flint? 

The city has about 32,900 service connections in total. More than 15,000 of these 
connections are considered lead service lines. Even if many crews were contracted, it 
would likely take up to 15 years to complete this work. 

What would it cost to replace the lead service line at my house? 

Average costs to replace a lead service line at an individual home range from $2,000 to 
$8,000. Costs vary depending on the length and size of service line that is needed, as 
well as the ground cover and soil conditions encountered. 

With more than 15,000 lead service lines at an estimated average cost of $4,000 for 
each replacement, total cost could be $60 million or more. 
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Blood Lead Levels in Flint background information 
September 24, 2015 

• Promoting the health of our residents is a statewide priority - a priority that includes 
ensuring clean, safe drinking water for all residents and especially children. 

• The results of the Hurley Children's Hospital are under review by the Michigan 
Department of Health and Human Services. 

• The analysis that Hurley conducted is different from the way MDHHS has analyzed data 
regarding blood lead levels in Flint. 

• MDHHS is looking to see if we can replicate the results of the Hurley study to see how 
they achieved their results. 

MDHHS Blood Lead Testing Results in Flint 

• MDDHS data shows a comprehensive look at the data since 2010, years before the 
change in Flint's water source occurred in April 2014. 

• Each year shows a seasonal increase in childhood lead poisoning in the summer months, 
the highest seasonal increase of which occurred in 2010. 

• If elevated blood lead levels were being driven by the change in water, we would expect 
to see the elevated levels remain high after the change in water source, rather than 
follow the seasonal pattern as they did by decreasing in the fall months. 

• All data included in the MDHHS analysis were reported by laboratories directly to 
MDHHS, in accordance with State Law. 

Differences in Analysis 

• MDHHS data provides a much more robust picture of the entire blood lead levels for the 
Flint area, and specifically, accounts for data over the full course of the past five years. 

• Looking at the past five years as a whole provides a much more accurate look at the 
seasonal trends of lead in the area. 

• Seasonal exposure is higher in the summer for a variety of reasons including children 
playing outside in the soil, and when windows are open and lead paint is more likely to 
be in the air. This seasonal increase would be unrelated to the water system. 

• Our data includes children from the entire city, including all medical facilities, rather 
than just Hurley, has a larger age group of children, and includes a much larger sample 
size. 

• The MDHHS analysis looks specifically at the first elevated blood lead level for each 
child, which provides an accurate picture of when first exposure occurred. 

• The Hurley data includes a smaller sample size, much more limited time period (January- 
September of 2013 and 2015 only), and a smaller age group of children. 



WIC Children 


• In homes with infants on WIC, if the household has documentation from an official 
source of unsanitary water supply issues, that family may be eligible to receive ready-to- 
feed formula. Families should contact WIC to see if they are eligible. 

• Each household would have to be looked at on an individual basis. 

• WIC cannot cover bottled water. 



From: Hollins, Harvey (GOV) 

Sent: Friday, March 28, 2014 10:45 AM 

To: Larkin, Brian (GOV); Clayton, Stacie (GOV) 

Subject: Re: MLive.com: State says Flint hasn't applied for permit to use river as drinking water 

source 


Kind of a little oversight. Please contact Wayne Workman re the solution and let me know. 
Best, 

Harvey Hollins 


Original message 

From: "Larkin, Brian (GOV)" < larkmb@michigan.gov > 

To: "Hollins, Harvey (GOV)" <hoilinsh@michigan.gov>, "Clayton, Stacie (GOV)" <claytons3@michigan,gov> 

Sent: Fri, Mar 28, 201 4 1 1 : 36:08 GMf+00:00 

Subject: MLive.com: State says Flint hasn't applied for permit to use river as drinking water source 
FYI 

A story from the iPad edition of the MLive.com : 

State says Flint hasn't applied for permit to use river as dr i nking water source 


Download more MLive.com apps from the iTunes Store today! 


Brian Larkin 
Associate Director 

Governor's Office of Urban and Metropolitan Initiatives 
(810) 820-1807 

125 E Union St. 

Flint, MI 48502 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Hollins, Harvey (GOV) 

Friday, September 19, 2014 8:23 AM 
Murray, David (GOV) 

Per our conversation 

Boil Water Advisory Review_White paper.docx 


Best, 

Harvey Hollins 
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City of Flint 

September 5 th 2014 Boil Water Advisory Review 


OVERVIEW 

o On Friday September 5 th the City of Flint issued a boil water advisory to residents 
in two of ten test areas around the city. 

o The advisory was due to multiple positive tests for “total coliform” and the area 
covered approximately 9 square miles. 

° On Sunday September 7 th the City expanded the advisory to include another of 
the ten test areas due to a subsequent positive test. 

o The boil water advisories were lifted on Tuesday September 9 th at 5:00 after 
consultation with the DEQ. 


BACKGROUND 

■ State of Michigan Regulations requires that the City of Flint Water Treatment 
Plant perform testing of its water distribution system on a routine basis in ten 
different locations around the City. 

■ The tests take twenty four hours to produce valid results and are sent directly to 
the Department of Environmental Quality for review. 

■ Test results which show positive for “Ecoli” or “fecal coliform” trigger boil water 
notices for the test area and the advisories usually remain in effect until three 
consecutive tests return negative results. 

■ A single positive test for “total coliform” does not generally result in a boil water 
advisory, rather it indicates that the environment is conducive for bacteria. 

■ Typically, investigation into possible causes followed by corrective measures 
such as flushing the affected area with open hydrants will cleanse the system. 

■ This process is overseen by an employee who is required to hold an F-1 State 
License and is listed as the Operator in Charge of the Water Plant and an 
employee who holds an S-1 State License which is required to maintain 
distribution systems of this municipal size. 

■ The City of Flint has over 500 miles of pipe in its distribution system, much of 
which is over 70 years old. 

■ The City of Flint has over ten-thousand valves throughout its distribution system. 

■ The City of Flint has a professional reliability study of its system, that was 
updated in December 2013. 


PROBLEM 



❖ After detecting the initial positive test for total coliform, normal procedures did not 
clear the condition and multiple positive tests ensued. 

❖ The continued positive total coliform tests were the cause for issuing the boil 
water notice. 

❖ Additional discoveries showed that residual chlorine levels in the affected area 
were considerably lower than normal. 


SOLUTION 

S On Monday September 8 th the City convened all licensed personnel, Utility 
Supervisors, and DPW Director to a single meeting location and held a 
brainstorming session with the DEQ on conference call. 

S It was agreed that while not totally isolated, the concern was mainly present in a 
specific large transmission line that ran through all positive testing areas. 

S It was determined to expand the hydrant flushing outside of the immediate impact 
area. 

v" It was found that a 24” valve which feeds this transition main was broken in the 
OFF position outside of the immediate impact area. 

S The broken valve was preventing fresh water from being pushed directly into the 
impacted area while causing water to travel from the water plant around the 
entire city and preventing adequate circulation of fresh water. 

•s In repairing the broken valve, virtually all of the symptoms were erased over a 24 
hour period and the chlorine count has steadily risen back to normal levels 
throughout the transmission main. 


CONCLUSION 

S The City was in direct contact with DEQ personnel daily. 
s The positive tests were for “total coliform” only. 

S The following statement about total coliform was approved by the DEQ and made 
in writing to the public as part of the recent boil water. 


Total coliform bacteria are generally not harmful themselves. Coliforms are bacteria 
which are naturally present in the environment and are used as an indicator that 
other, potential ly-h armful, bacteria may be present. 

Usually, coliforms are a sign that there could be a problem with the treatment or 
distribution system (pipes). Whenever we detect coliform bacteria in any sample, we 
do follow-up testing to see if other bacteria of greater concern, such as fecal coliform 
or E. coli, are present. We did not find any of these bacteria in our subsequent 



testing. If we had, we would have notified you immediately. However, we are still 
finding conforms in the drinking water. 


S The City of Flint is in the first year of strategic budgetary investment in an 
infrastructure strategy. 

■S The City of Flint infrastructure strategy has been, and will continue to be 
developed with state licensed employees, industry experts, and proven 
experienced consultants. 



From: Hollins, Harvey (GOV) 

Sent: Friday, September 19, 2014 8:25 AM 

To: Wyant, Dan (DEQ) 

Subject: Flint 

Attachments: Boil Water Advisory Review_White paper.docx 


Dan, 

What is DEQ's take on this? 
Best, 

Harvey Hollins 
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City of Flint 

September 5 th 2014 Boil Water Advisory Review 


OVERVIEW 

o On Friday September 5 th the City of Flint issued a boil water advisory to residents 
in two of ten test areas around the city. 

o The advisory was due to multiple positive tests for “total coliform” and the area 
covered approximately 9 square miles. 

° On Sunday September 7 th the City expanded the advisory to include another of 
the ten test areas due to a subsequent positive test. 

o The boil water advisories were lifted on Tuesday September 9 th at 5:00 after 
consultation with the DEQ. 


BACKGROUND 

■ State of Michigan Regulations requires that the City of Flint Water Treatment 
Plant perform testing of its water distribution system on a routine basis in ten 
different locations around the City. 

■ The tests take twenty four hours to produce valid results and are sent directly to 
the Department of Environmental Quality for review. 

■ Test results which show positive for “Ecoli” or “fecal coliform” trigger boil water 
notices for the test area and the advisories usually remain in effect until three 
consecutive tests return negative results. 

■ A single positive test for “total coliform” does not generally result in a boil water 
advisory, rather it indicates that the environment is conducive for bacteria. 

■ Typically, investigation into possible causes followed by corrective measures 
such as flushing the affected area with open hydrants will cleanse the system. 

■ This process is overseen by an employee who is required to hold an F-1 State 
License and is listed as the Operator in Charge of the Water Plant and an 
employee who holds an S-1 State License which is required to maintain 
distribution systems of this municipal size. 

■ The City of Flint has over 500 miles of pipe in its distribution system, much of 
which is over 70 years old. 

■ The City of Flint has over ten-thousand valves throughout its distribution system. 

■ The City of Flint has a professional reliability study of its system, that was 
updated in December 2013. 


PROBLEM 



❖ After detecting the initial positive test for total coliform, normal procedures did not 
clear the condition and multiple positive tests ensued. 

❖ The continued positive total coliform tests were the cause for issuing the boil 
water notice. 

❖ Additional discoveries showed that residual chlorine levels in the affected area 
were considerably lower than normal. 


SOLUTION 

S On Monday September 8 th the City convened all licensed personnel, Utility 
Supervisors, and DPW Director to a single meeting location and held a 
brainstorming session with the DEQ on conference call. 

S It was agreed that while not totally isolated, the concern was mainly present in a 
specific large transmission line that ran through all positive testing areas. 

S It was determined to expand the hydrant flushing outside of the immediate impact 
area. 

v" It was found that a 24” valve which feeds this transition main was broken in the 
OFF position outside of the immediate impact area. 

S The broken valve was preventing fresh water from being pushed directly into the 
impacted area while causing water to travel from the water plant around the 
entire city and preventing adequate circulation of fresh water. 

•s In repairing the broken valve, virtually all of the symptoms were erased over a 24 
hour period and the chlorine count has steadily risen back to normal levels 
throughout the transmission main. 


CONCLUSION 

S The City was in direct contact with DEQ personnel daily. 
s The positive tests were for “total coliform” only. 

S The following statement about total coliform was approved by the DEQ and made 
in writing to the public as part of the recent boil water. 


Total coliform bacteria are generally not harmful themselves. Coliforms are bacteria 
which are naturally present in the environment and are used as an indicator that 
other, potential ly-h armful, bacteria may be present. 

Usually, coliforms are a sign that there could be a problem with the treatment or 
distribution system (pipes). Whenever we detect coliform bacteria in any sample, we 
do follow-up testing to see if other bacteria of greater concern, such as fecal coliform 
or E. coli, are present. We did not find any of these bacteria in our subsequent 



testing. If we had, we would have notified you immediately. However, we are still 
finding conforms in the drinking water. 


S The City of Flint is in the first year of strategic budgetary investment in an 
infrastructure strategy. 

■S The City of Flint infrastructure strategy has been, and will continue to be 
developed with state licensed employees, industry experts, and proven 
experienced consultants. 



From: 

Hollins, Harvey (GOV) 

Sent: 

Tuesday, February 10, 2015 11:45 AM 

To: 

Muchmore, Dennis (GOV) 

Subject: 

F 1 i nt 

Chief: 



Flint water: on the senior staff call yesterday, you mentioned that you would be distributing Treasury's assessment to 
the group. I haven't seen anything from Treasury on this, do you have the information requested? 

Best, 

J-farvey 
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From: Hollins, Harvey (GOV) 

Sent: Sunday, February 15, 2015 10:46 PM 

To: Saxton, Thomas (Treasury); Baird, Richard (GOV); Muchmore, Dennis (GOV) 

Cc: Workman, Wayne (TREASURY) 

Subject: RE: Re: Flint 


Torn, 

Thanks, I'd like to get such a table out to the Flint stakeholders; however, before doing so, the table probably needs to 
be modified to better reflect the comparison between Flint River and DWSD. 

-HH 


From: Saxton, Thomas (Treasury) 

Sent: Friday, February 13, 2015 8:10 PM 

To: Baird, Richard (GOV); Muchmore, Dennis (GOV); Hollins, Harvey (GOV) 

Cc: Workman, Wayne (TREASURY) 

Subject: Re: Re: Flint 

You may have already seen this (below) blurb from MLive. Also, I had a call from Jerry A. He 
indicated Veolia is coming to the same conclusion that it may involve tweaking of the process vs some 
major undertaking. We will know more next week. 

I have also attached a table Wayne’s & Jerry's staff put together. My sense is there is still this 
thought that hooking back up to DWSD is cost neutral or nearly so. Hopefully this table shows that 
is not the case. The info is consistent with we sent you the other day i.e., there is an estimated 30% 
rate impact. 


ig with environmentalist Erin 


MCii ^ < xnco 


iiiiiiii 


Robert W. Bowcock, founder of Integrated Iiiiiiii Management, met with Mayor Dayne Walling, 
Councilman Wantwax Davis and others 

Boweoek said earlier this week that he believes small treatment and distribution adjustments could 
help tlx some of Flinlb water quality problems f& toured lire city's water treatment plant Friday. 
Walling declined to comment on his conversation with Bowcock, but city Councilman Eric Mays said 
he is anxious to hear his assessment and recommendations. 
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Davis said Bowcock was straightforward in giving his opinion that the city can cut back on some of the 
chemicals being used to treat water. 

City spokesman Jason Lorenz issued a statement, saying, "The city of Flint honored a request for a 
tour of its water treatment plant submitted by Mr. Bowcock, as it has done with individuals and 
groups in the past. 

"(Director of Public Works) Director Howard Croft and F-i Licensed Treatment Operator Mike 
Glasgow guided the tour and answered all of Mr. Bowcock's questions. Tours of the Water Treatment 


Plant can be arranged by appointment for interested groups by calling 810-787-6537." 

Bowcock is scheduled to join in a march for water quality through downtown Flint, which is planned 
to begin at 1 pan, Saturday at Flint City Hall, 1101 S. Saginaw St., and end at The Durant. 

Bowcock is also scheduled to speak at a forum at the Saints of God Church, 2200 Forest Hill Ave., 
Flint, from 3-4:15 pan. 

Brockovich, portrayed by Julia Roberts in a 2000 movie about her fight over the pollution of a 


California town, has been speaking out on Facebook about Flint’s water issues for several weeks. 
Today, she posted a photo of Bowcock, Davis and march organizer Melissa Mays inside the Flint water- 
plant, saying she was "so honored this community would seek my help ... and I am glad I could send 
Bob to get, it done." 

In addition to customer complaints about the price and quality of the ’water-, there were several boil 


water advisories in Flint in 2014 and the city was found in violation of the Safe Drinking Water Act for 


excess total trihalomethan.es in the water supply last year. 


The city began using the Flint River as its source of drinking water in April after 50 years of handling 


only the distribution of already- treated Lake Huron water purchased from the Detroit Water and 


Sewerage Department. 

Since that time, some citizens and members of the City Council have advocated abandoning the use of 
the river and purchasing lake water from the Detroit until the Karegnondi Water Authority pipeline is 
complete. 

The city and Genesee County are partners in the KWA. 




From: Baird, Richard (GOV) 

Sent: Thursday, February 12, 2015 11:34 PM 

To: Muchmore, Dennis (GOV); Saxton, Thomas (Treasury); Workman, Wayne (TREASURY) 
Subject: Fwd: Re: Flint 


Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: Robert Daddow < daddowr@oakgov.corn > 
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Date: Feb 12, 2015 11:32 PM 
Subject: Re: Flint 

To: "Baird, Richard (GOV)" < bairdr@michigan.gov > 

Cc: 

Should not have thought politically but financially in the first place. This is very doable. We need to chat. Rjd 


On Feb 12, 2015, at 10:32 PM, Bart Foster < bfoster@fostergrouplic.com > wrote: 

Actually, my quick take is about 8%. 

Some background: 

When Flint left, the annual revenue profile for the Water System was initially reduced by $12.5 
million, However, we immediately recalculated the rate for Genesee County (recognizing their 
higher demands), to effectively "claw back" about $2 million of the reduction, so the net Flint 
impact is ~ $10.5 million, or just under 2.5% of the (reduced) Water System rate 
revenue. Assuming that same amount could be replaced, and all else being equal, the "system 
rate increase" could be reduced by about 3 percent, with a bit more of the reduction occurring 
in the suburban wholesale rate structure. Safe to say that (again, absent any other changes) 
the average suburban water rate increase would be closer to 8 percent compared to the 
current 11.1%. 

Hope this helps . . . 

Bart Foster 
President 

THE FOSTER GROUP 
(913) 345-1410 
(913) 345-1640 fax 

bfoster@fosterarouplic.com <mailto :bfoster @ foste rgr oup lie . com> 

Please note that the information in this message along with any attachments are intended for the exclusive use of the 
addressee and may contain confidential or privileged information. If you are not the intended recipient, please do 
not forward, copy or print the message or its attachments: notify me at the above address and delete this message 
and any attachments. 

Thank you. 

On Feb 12, 2015, at 7:02 PM, Bart Foster < bfoster@fostergroupljc.com > wrote: 


Bob - in transit but will review and reply this evening. 

Sent from my iPhone 

On Feb 12, 2015, at 3:44 PM, Daddow, Robert < daddowr@oakgov.com > wrote: 

Nikki / Bart - don't need a hard and fast number on this. However, it would seem to me 
that in a fixed cost system such as water, if Flint were to be hooked up again at the 
$847K / month cited in Ms. McCormick's January 12 th memorandum and after the 
release of the rates yesterday, bringing Flint back would - on a marginal cost basis - 
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serve to mitigate the wholesale (suburban) customer rate increase of 11.1% cited in 
yesterday's presentation. Without going into a whole lot of detailed calculations (unless 
necessary), what would the impact of the inclusion of Flint starting say on July 1 , 2015 
(hypothetical date) be on the rate increase presently now in the public? A revised 
increase of what - 10.6% - looking for a high level sensitivity analysis here. Can you 
help? RJD 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Monday, February 16, 2015 5:21 PM 

To: 

'Elizabeth Murphy' 

Cc: 

'Clayton, Stacie (GOV)' 

Subject: 

RE: Flint Water Advisory Committee 

Liz, 



Thanks for the invite. I am willing to participate; however, i would like to speak with the EM first. Stacie wiil contact you 
tomorrow. 

Best, 

HH 

From: Elizabeth Murphy [maiito:emurphv@cit > v f offlint.coml 

Sent: Monday, February 16, 2015 3:30 PM 
To: Hollins, Harvey (GOV) 

Subject: Flint Water Advisory Committee 

Dear Mr. Hollins, 

The City of Flint is creating a Water Advisory Committee and you are invited to participate. Please see the 
attached letter for more details. 

We look forward to your agreement to participate by responding to Mayor@citvofflint.com by Friday, February 
20,2015. 


Liz Murphy 

Assistant to the Emergency Manager 
City of Flint 
810 237 2025 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Hollins, Harvey (GOV) 

Wednesday, February 18, 2015 2:35 PM 
Gerald Ambrose (gambrose@cityofflint.com) 
FW: Re: Flint 

DWSD Switch Impact.xlsx 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, February 18, 2015 10:22 AM 

To: Saxton, Thomas (Treasury); Baird, Richard (GOV); Muchmore, Dennis (GOV) 
Cc: Workman, Wayne (TREASURY) 

Subject: RE: Re: Flint 


Tom, 

What are the total revenues collected from water and sewer rates for the following months: 9/14, 10/14, 1 1/14, 
12/14? 

To get a handle on the last table you sent Friday that was attached to your communication below, I attached an 
excel spreadsheet to help me understand this better. The yellow highlighted cell is where I need data filled in. I 
broke up the potential reduction ($3m and $8. 4m) and spread them into the monthly and annual even though is 
sounds like the $8.4 million for professional services is a one-time or short-term expense. The pink highlight is 
the % increase in rates base on the table you sent last Friday which is different from the 24% rate increase I 
calculated. . . so where did I error? 

Assuming there are fixed costs in the current rates via the Flint river, what are they? 

Thanks, 

Harvey 


From: Hollins, Harvey (GOV) 

Sent: Sunday, February 15, 2015 10:46 PM 

To: Saxton, Thomas (Treasury); Baird, Richard (GOV); Muchmore, Dennis (GOV) 
Cc: Workman, Wayne (TREASURY) 

Subject: RE: Re: Flint 


Tom, 

Thanks, I'd like to get such a table out to the Flint, stakeholders; however, before doing so, the table probably needs to 
be modified to better reflect the comparison between Flint Fliver and DWSD. 


From: Saxton, Thomas (Treasury) 

Sent: Friday, February 13, 2015 8:10 PM 

To: Baird, Richard (GOV); Muchmore, Dennis (GOV); Hollins, Harvey (GOV) 
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Cc: Workman, Wayne (TREASURY) 

Subject: Re: Re: Flint 

You may have already seen this (below) blurb from MLive. Also, I had a call from Jerry’ A. He 
indicated Veolia is coming to the same conclusion that it may involve tweaking of the process vs some 
major undertaking. We will know more next week. 


I have also attached a table Wayne’s & Jerry's staff put together. My sense is there is still this 
thought that hooking back up to DWSD is cost neutral or nearly so. Hopefully this table shows that 
is not the case. The info is consistent with we sent, you the other day Le., there is an estimated 30% 
rate impact. 


FLINT, MI — A water quality expert who hlM pMlipiBSi etf with enwronmenlalist Erin 



help fix mint of Flints water quality prob!elli|||lllllli|plqyity a water treatment plant Friday. 
Walling declined to comment on his conversation with Bowcock, but city Councilman Eric Mays said 


he is anxious to hear his assessment and recommendations. 

Davis said Bowcock was straightforward in giving his opinion that the city can cut back on some of the 
chemicals being used to treat water. 

City spokesman Jason Lorenz issued a statement, saying, "The city of Flint honored a request for a 
tour of its water treatment plant submitted by Mr. Bowcock, as it has done with individuals and 
groups in the past, 

"(Director of Public Works) Director Howard Croft and F-i Licensed Treatment Operator Mike 
Glasgow' guided the tour and answered all of Mr. Bowcock’s questions. Tours of the Water Treatment 
Plant can be arranged by appointment for interested groups by calling 810-787-6537." 

Bowcock is scheduled to join in a march for water quality through downtown Flint, which is planned 
to begin at 1 p.m. Saturday at Flint City Hall, 1101 S. Saginaw St., and end at The Durant. 

Bowcock is also scheduled to speak at a forum at the Saints of God Church, 2200 Forest Hill Ave., 
Flint, from 3-4:15 p.m, 

Broekovich, portrayed by Julia Roberts in a 2000 movie about her fight over the pollution of a 
California town, has been speaking out on Facebook about Flint’s water issues for several weeks. 
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Today, she posted a photo of Bowcock, Davis and march organizer Melissa Mays inside the Flint water 
plant, saying she was "so honored this community would seek my help ... and I am glad I could send 
Boh to get it done." 

In addition to customer complaints about the price and quali ty of the water, there were several boil 
water advisories in Flint in 2014 and the city was found in violation of the Safe Drinking Water Act for 
excess total trihalomethanes in the water supply last year. 

The city began using the Flint River as its source of drinking water in April after 50 years of handling 
only the distribution of already-treated Lake Huron water purchased from the Detroit Water and 
Sewerage Department, 

Since that time, some citizens and members of the City Council have advocated abandoning the use of 
the river and purchasing lake water from the Detroit until the Karegnondi Water Authority pipeline is 
complete. 

The city and Genesee County are partners in the KWA. 



From: Baird, Richard (GOV) 

Sent: Thursday, February 12, 2015 11:34 PM 

To: Muchmore, Dennis (GOV); Saxton, Thomas (Treasury); Workman, Wayne (TREASURY) 
Subject: Fwd: Re: Flint 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: Robert Daddow < daddowr@oakgov,com > 

Date: Feb 12, 2015 11:32 PM 
Subject: Re: Flint 

To: "Baird, Richard (GOV)" < bairdr@michigan.gov > 

Cc: 

Should not have thought politically but financially in the first place. This is very doable. We need to chat. Rjd 


On Feb 12, 2015, at 10:32 PM, Bart Foster < bfoster@fostergrouplic.com > wrote: 

Actually, my quick take is about 8%. 

Some background: 

When Flint left, the annual revenue profile for the Water System was initially reduced by $12.5 
million, However, we immediately recalculated the rate for Genesee County (recognizing their 
higher demands), to effectively "claw back" about $2 million of the reduction, so the net Flint 
impact is ~ $10.5 million, or just under 2.5% of the (reduced) Water System rate 
revenue. Assuming that same amount could be replaced, and all else being equal, the "system 
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rate increase" could be reduced by about 3 percent, with a bit more of the reduction occurring 
in the suburban wholesale rate structure. Safe to say that (again, absent any other changes) 
the average suburban water rate increase would be closer to 8 percent compared to the 
current 11.1%. 

Hope this helps . . . 

Bart Foster 
President 

THE FOSTER GROUP 
(913) 345-141 0 
(913) 345-1640 fax 



bfoste r@foste rq ro upjjc. com <mai Ito :bfoste r@f osterg r oupj le . eom> 

Please note that the information in this message along with any attachments are intended for the exclusive use of the 
addressee and may contain confidential or privileged information. If you are not the intended recipient, please do 
not forward, copy or print the message or its attachments: notify me at the above address and delete this message 
and any attachments. 

Thank you. 


On Feb 12, 2015, at 7:02 PM, Bart Foster < bfoster@fostergroupjlc.com > wrote: 


Bob - in transit but will review and reply this evening. 

Sent from my iPhone 

On Feb 12, 2015, at 3:44 PM, Daddow, Robert <daddowT<'d:oa koo v.com> wrote: 

Nikki / Bart - don't need a hard and fast number on this. However, it would seem to me 
that in a fixed cost system such as water, if Flint were to be hooked up again at the 
$847K / month cited in Ms. McCormick's January 12 th memorandum and after the 
release of the rates yesterday, bringing Flint back would - on a marginal cost basis - 
serve to mitigate the wholesale (suburban) customer rate increase of 11.1% cited in 
yesterday's presentation. Without going into a whole lot of detailed calculations (unless 
necessary), what would the impact of the inclusion of Flint starting say on July 1, 2015 
(hypothetical date) be on the rate increase presently now in the public? A revised 
increase of what - 10.6% - looking for a high level sensitivity analysis here. Can you 
help? RJD 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, February 18, 2015 3:08 PM 
Saxton, Thomas (Treasury) 

FW: Re: Flint 


Tom, 

FYL.I copied Ambrose on this request. 
Harvey 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, February 18, 2015 10:22 AM 

To: Saxton, Thomas (Treasury); Baird, Richard (GOV); Muchmore, Dennis (GOV) 
Cc: Workman, Wayne (TREASURY) 

Subject: RE: Re: Flint 


Tom, 

What are the total revenues collected from water and sewer rates for the following months: 9/14, 10/14, 1 1/14, 
12/14? 

To get a handle on the last table you sent Friday that was attached to your communication below, I attached an 
excel spreadsheet to help me understand this better. The yellow highlighted cell is where I need data filled in. I 
broke up the potential reduction ($3m and $8. 4m) and spread them into the monthly and annual even though is 
sounds like the $8.4 million for professional services is a one-time or short-term expense. The pink highlight is 
the % increase in rates base on the table you sent last Friday which is different from the 24% rate increase I 
calculated. . . so where did I error? 

Assuming there are fixed costs in the current rates via the Flint river, what are they? 

Thanks, 

Harvey 


From: Hollins, Harvey (GOV) 

Sent: Sunday, February 15, 2015 10:46 PM 

To: Saxton, Thomas (Treasury); Baird, Richard (GOV); Muchmore, Dennis (GOV) 

Cc: Workman, Wayne (TREASURY) 

Subject: RE: Re: Flint 

Tom, 

thanks. I'd like to get such a table out to the Flint stakeholders; however, before doing so, the table probably needs to 
be modified to better reflect the comparison between Flint River and DWSD. 


-HH 


From: Saxton, Thomas (Treasury) 

Sent: Friday, February 13, 2015 8:10 PM 

l 



To: Baird, Richard (GOV); Muchmore, Dennis (GOV); Hollins, Harvey (GOV) 
Cc: Workman, Wayne (TREASURY) 

Subject: Re: Re: Flint 


You may have already seen this (below) blurb from MLive. Also, I had a call from Jerry A. He 
indicated Veolia is coming to the same conclusion that it may involve tweaking of the process vs some 
major undertaking. We will know more next week. 

I have also attached a table Wayne's & Jerry's staff put together. My sense is there is still this 
thought that hooking back up to DWSD is cost neutral or nearly so. Hopefully this table shows that 
is not the case. The info is consistent with we sent you the other day i.e., there is an estimated 30% 
rate impact. 



Robert W. Rowcock, (bunder of integrated Resource Manngeuient, met with \\ jxm Ihymt Willing* 
Councilman Wantwaa Davis and others Frld^'le^S. 


Bo'wcodksaid earlier this week that he beM^illillliilldkenf and dlstribiifion adjustments could 
help fix some of Mint's water quality water treatment plant Friday. 

Walling declined to comment, on his conversation with Rowcock, but city Councilman Eric Mays said 


he is anxious to hear his assessment and recommendations. 


Davis said Rowcock was straightforward in giving his opinion that the city can cut back on some of the 
chemicals being used to treat water. 

City spokesman Jason Lorenz issued a statement, saying, "The city of Flint honored a request for a 
tour of its water treatment plant submitted by Mr. Rowcock, as it has done with individuals and 
groups in the past. 

"(Director of Public Works) Director Howard Croft and F-i licensed Treatment Operator Mike 
Glasgow guided the tour and answered all of Mr. Boweock's questions. Tours of the Water Treatment 
Plant can he arranged by appointment for interested groups by calling 810-787-6537." 

Rowcock is scheduled to join in a march for water quality through downtown Flint, which is planned 
to begin at 1 p.m, Saturday at Flint City Hall, 1101 S. Saginaw St., and end at The Durant. 

Rowcock is also scheduled to speak at a forum at the Saints of God Church, 2200 Forest Hill Ave., 
Flint, from 3-4:15 p.m. 

Broekovich, portrayed by Julia Roberts in a 2000 movie about her fight over the pollution of a 
California town, has been speaking out on Facebook about Flint's water issues for several weeks. 
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Today, she posted a photo of Bowcock, Davis and march organizer Melissa Mays inside the Flint water 
plant, saying she was "so honored this community would seek my help ... and I am glad I could send 
Boh to get it done." 

In addition to customer complaints about the price and quali ty of the water, there were several boil 
water advisories in Flint in 2014 and the city was found in violation of the Safe Drinking Water Act for 
excess total trihalomethanes in the water supply last year. 

The city began using the Flint River as its source of drinking water in April after 50 years of handling 
only the distribution of already-treated Lake Huron water purchased from the Detroit Water and 
Sewerage Department, 

Since that time, some citizens and members of the City Council have advocated abandoning the use of 
the river and purchasing lake water from the Detroit until the Karegnondi Water Authority pipeline is 
complete. 

The city and Genesee County are partners in the KWA. 



From: Baird, Richard (GOV) 

Sent: Thursday, February 12, 2015 11:34 PM 

To: Muchmore, Dennis (GOV); Saxton, Thomas (Treasury); Workman, Wayne (TREASURY) 
Subject: Fwd: Re: Flint 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: Robert Daddow < daddowr@oakgov,com > 

Date: Feb 12, 2015 11:32 PM 
Subject: Re: Flint 

To: "Baird, Richard (GOV)" < bairdr@michigan.gov > 

Cc: 

Should not have thought politically but financially in the first place. This is very doable. We need to chat. Rjd 


On Feb 12, 2015, at 10:32 PM, Bart Foster < bfoster@fostergrouplic.com > wrote: 

Actually, my quick take is about 8%. 

Some background: 

When Flint left, the annual revenue profile for the Water System was initially reduced by $12.5 
million, However, we immediately recalculated the rate for Genesee County (recognizing their 
higher demands), to effectively "claw back" about $2 million of the reduction, so the net Flint 
impact is ~ $10.5 million, or just under 2.5% of the (reduced) Water System rate 
revenue. Assuming that same amount could be replaced, and all else being equal, the "system 
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rate increase" could be reduced by about 3 percent, with a bit more of the reduction occurring 
in the suburban wholesale rate structure. Safe to say that (again, absent any other changes) 
the average suburban water rate increase would be closer to 8 percent compared to the 
current 11.1%. 

Hope this helps . . . 

Bart Foster 
President 

THE FOSTER GROUP 
(913) 345-141 0 
(913) 345-1640 fax 

bfoste r@foste rq ro u pi i c. com <mai Ito :bfoste r@f osterg r oupj 1c . eom> 

Please note that the information in this message along with any attachments are intended for the exclusive use of the 
addressee and may contain confidential or privileged information. If you are not the intended recipient, please do 
not forward, copy or print the message or its attachments: notify me at the above address and delete this message 
and any attachments. 

Thank you. 


On Feb 12, 2015, at 7:02 PM, Bart Foster < bfoster@fostergroupnc.com > wrote: 


Bob - in transit but will review and reply this evening. 

Sent from my iPhone 

On Feb 12, 2015, at 3:44 PM, Daddow, Robert <daddowT<'d:oa koo v.com> wrote: 

Nikki / Bart - don't need a hard and fast number on this. However, it would seem to me 
that in a fixed cost system such as water, if Flint were to be hooked up again at the 
$847K / month cited in Ms. McCormick's January 12 th memorandum and after the 
release of the rates yesterday, bringing Flint back would - on a marginal cost basis - 
serve to mitigate the wholesale (suburban) customer rate increase of 11.1% cited in 
yesterday's presentation. Without going into a whole lot of detailed calculations (unless 
necessary), what would the impact of the inclusion of Flint starting say on July 1, 2015 
(hypothetical date) be on the rate increase presently now in the public? A revised 
increase of what - 10.6% - looking for a high level sensitivity analysis here. Can you 
help? RJD 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Friday, February 20, 2015 12:57 PM 

To: 

Elizabeth Murphy 

Cc: 

Gerald Ambrose; Workman, Wayne (TREASURY) 

Subject: 

RE: Flint Water Cost Analysis 


Ms. Murphy, 

Thank you. The calculations in the table was provided by treasury and ! was seeking clarification. I am not a water 
expert, but I learned that typically, most rates have two components. 


1, Fixed-cost recovery charge 

This charge is based on the size of the water meter at the home or business. Most residential customers will 
have a meter between 5/8 lh 's of an inch and 1 inch. 


2. Consumption Charge 

This charge is based on the amount of water used. The rate for usage is determined by the distance and 
elevation of the home or business from the water source. 


MCF is used in many place for calculating rates; however, since Flint is currently not using this calculation, what are the 
cost components that make up the $149 avg. monthly charge to the resident? 

Best, 

Harvey 


From: Elizabeth Murphy rmailto^murphy^ici^ofnint.coml 

Sent: Thursday, February 19, 2015 9:49 AM 
To: Hollins, Harvey (GOV) 

Cc: Gerald Ambrose; Workman, Wayne (TREASURY) 

Subject: Flint Water Cost Analysis 

Mr. Hollins, 

Jerry Ambrose asked me to respond to your request for more information on the Flint water cost analysis chart 
which you sent him yesterday. Please see the attached chart; it contains an added analysis by Jerry. The sections 
for which you asked for data can not be provided as we don't calculate prices in the manner you are comparing. 

Jerry's chart clearly represents what Flint has been talking about - a major increase in water rates would be 
necessary to pay the additional charge to purchase DWSD water. 


Liz Murphy 


l 



Assistant to the Emergency Manager 
City of Flint 
810 237 2025 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Friday, February 20, 2015 5:36 PM 
Baird, Richard (GOV) 

Re: Response to City of Flint Council Member Freeman 


Thanks Rich. This confirms everything you said. If we switched back to DWSD I would want to get a handle 
on the rate. Hangs ancillaries in June 2015. 

On Feb 20, 2015, at 4:32 PM, Baird, Richard (GOV) < bairdr@michigan.gov > wrote: 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: "Daddow, Robert" < daddowr@oakgov.com > 

Date: Feb 20, 2015 3:51 PM 

Subject: FW: Response to City of Flint Council Member Freeman 

To: "Baird, Richard (GOV)" < bairdr@,michi gan . gov >. "Saxton, Thomas (Treasury)" 

<SaxtonT @m ichig a n. go v> 

Cc: 


FYI - just received the attached letter on Flint. RJD 


From: Rechanda Willis [ mailto:wiliis(cDdvvsd,org] 

Sent: Friday, February 20, 2015 3:23 PM 

To: James Fausone; Robert Daddow 

Subject: Response to City of Flint Council Member Freeman 

Attached is copy of the response to City of Flint Council Member Joshua Freeman's February 3, 
2015 letter. 

Thank you 

Rechanda L. Willis 

Assistant to the Deputy Director/Chief Customer Service Officer 

Detroit Water and Sewerage Department 

735 Randolph Street - Room 506 

Detroit, Michigan 48226 

(313)224-4785 (office) 

(313) 224-6067 (fax) 
winis@dwsd.org 


<Flint.Councilmember Joshua M Freeman.Feb 19 2015.pdf> 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Thursday, February 26, 2015 11:16 AM 

To: 

Gerald Ambrose 

Cc: 

Workman, Wayne (TREASURY) 

Subject: 

RE: Flint Water Advisory Committee 

Well do. 



From: Gerald Ambrose rmaiito:aambrose@dtvoffnnt.com1 

Sent: Thursday, February 26, 2015 11:03 AM 
To: Hollins, Harvey (GOV) 

Cc: Workman, Wayne (TREASURY) 

Subject: Flint Water Advisory Committee 


Good morning Harvey, 

Glad to know that you have agreed to participate on the Advisory Committee. We have more than 40 
individuals who have agreed to participate. 

We extended an invitation to Rev. Harris as head of the Concerned Pastors on February 16. However, we did 
not receive any response. This morning we sent a notice of the meeting to all who were initially invited, 
including Rev. Harris. Can you confirm that Rev. Harris received the invitation and whether or not he or his 
designee will be participating? 

Thanks! 

Jerry Ambrose 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Thursday, February 26, 2015 11:29 AM 
'Clayton, Stacie (GOV)' 

FW: Flint Water Advisory Committee Meeting Invitation 


From: Elizabeth Murphy rmaiStQ:emurphv@dtvorfiint.coml 

Sent: Thursday, February 26, 2015 9:46 AM 

Subject: Flint Water Advisory Committee Meeting Invitation 

Thank you for your interest in participating in the Flint Water Advisory Committee. This committee has been formed to enhance the two-way 
communication between the City of Flint and our residents, businesses, and organizations. The committee will be made up of about 40 people 
who represent a wide variety of entities. 

The first meeting will be held on Thursday, March 5 from 2-4pm at the MTA Auditorium 1401 S. Dort Hwv. 48503. This meeting will 
be facilitated and will be open to the public. 

We look forward to your attendance and participation. 



Liz Murphy 

Assistant to the Emergency Manager 
City of Flint 
810 237 2025 
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From: Hollins, Harvey (GOV) 

Sent: Thursday, February 26, 2015 11:29 AM 

To: Workman, Wayne (TREASURY); Muchmore, Dennis (GOV); Baird, Richard (GOV) 

Cc: Koryzno, Edward (Treasury); Saxton, Thomas (Treasury) 

Subject: RE: Flint Water 


Thank you. 


From: Workman, Wayne (TREASURY) 

Sent: Thursday, February 26, 2015 8:31 AM 

To: Hollins, Harvey (GOV); Muchmore, Dennis (GOV); Baird, Richard (GOV) 

Cc: Koryzno, Edward (Treasury); Saxton, Thomas (Treasury) 

Subject: Flint Water 

Harvey, Wanted to let you know I did get in touch with Jerry Ambrose last night and the City will be working on a side by 
side comparison of KWA vs DWSD and a simple explanation of the current finances of the water system. Hope the 
attachments Ed Koryzno sent again are helpful. One was the list of members in the new Water Advisory Committee and 
the second was the interim report from Veiola. Wayne 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Thursday, March 05, 2015 9:44 AM 

To: 

Wurfel, Brad (DEQ) 

Cc: 

Wyant, Dan (DEQ) 

Subject: 

Items 

Brad, 



Per Monday's conference call, when can we expect to receive DEQ's review of the home filter units. Also, of the total 
notices/citations issued by DEQ to communities regarding drinking water around the state, what percent was issued to 
Flint in 2013 and 2104. 

Best, 

J-farvey J-foCCins, Director 
Office of Urban Initiatives 

State of Michigan 
Governor Rick Snyder 

Executive Office 

S:: 031.3! 456-4994 mffirel 

0: : 3044 W. Grand Blvd | Suite 14-650 | Detroit, MI 48202 




From: 

Sent: 

To: 

Subject: 


Fyi 

Best, 

Harvey 

Begin forwarded message: 

From: "Wurfel, Brad (DEQ)" <WurfeiB @ michi g an.g o v> 

Date: March 5, 2015 at 4:26:25 PM EST 

To: "Hollins, Harvey (GOV)" <hoilinsh @ mir.hi g3 n. g ov>, "Wyant, Dan (DEQ)" <WVantD @ niichi g 3n.gov>, 
"Agen, Jarrod (GOV)" < AaenJ@michigan-gov > 

Cc: "Baird, Richard (GOV)" < bairdr@michigan.gov >, "Wurfel, Sara (GOV)" < Wurfels@rnichigan.gov > 

Subject: FW: Tap Filters 


Hollins, Harvey (GOV) 

Friday, March 06, 2015 9:48 AM 
McNeely, Jacques (DTMB) 

Fwd: Tap Filters 


Harvey, 

Since group call Tuesday I have been working out how the filter idea might take shape. 

To reiterate some key points so we’re all clear: 

1. DEQ does not inspect individuals’ homes in a situation like this. It's the city’s 
system, their operators handle all complaints and maintenance. In fact, our folks 
alerted me that the city’s got union rules in place forbidding any contractor from 
touching the system. 

2 . DEQ’s role is limited to ensuring the plant is operating to state standards and the 
water it produces meets potability standards. The aesthetic issues drawing 
concern from residents - color, odor, taste - stem from a variety of things. Age of 
the system and prolonged lack of upkeep is the leading factor. But in some 
areas, another contributing factor is changes in water flow - source used to come 
from the south, now comes from the north, so some pipes are flowing in reverse, 
stirring up whatever was settled for a long time. In some sections, large pipes 
that historically served large communities are now serving a much smaller 
customer base, contributing to water stagnating in the system. In some areas, 
household connections are old and worn, so two neighbors may be having 
dramatically different experiences. My point is, the challenge takes many forms 
and there’s no single solution that will bring sweeping change. The two 
consultants hired by the city have, as I understand it, both reinforced this idea in 
their assessments, so that’s good. 

3. The fix for this will be years in the making, truly. Even if full funding were 
available, ‘big dig' projects can’t all happen at once. The city needs to get an 
assessment of its infrastructure so it can prioritize its needs, and I understand 
they’re working on that. In the near term, maintenance this spring / summer - 
things like cleaning the pipes in key sections and flushing the system via the 
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hydrants - could offer some short term results. I know nobody wants to just wait 
for spring, but that is something important to keep in mind. 

4. in the meantime, the group discussed possibly making home water filters 
available somehow. The National Safety Foundation is a Michigan company, 
headquartered and founded in Ann Arbor, that, develops standards for all kinds of 
infrastructure. They’re a globally recognized source for standard setting. A look at 
their site reveals there are myriad filtration options on the market and within each 
type (faucet mounted, whole house line filters, etc) there are filters that focus on 
different aspects of purification. 

If this idea begins to get legs, I’d suggest testing some different models on the 
local water at the customer level to see if they work. I’d also suggest the idea be 
focused on tap-mounted models to promote clean, appealing drinking water. And 
I’d suggest this program could be funded in whole or in part by the state, but 
would need to be administered by the city (reinforcing the fact that they own, 
operate and service the system). I’ve got some information on filter models 
below. 

Two more considerations: One, while the state has provided residents in some 
communities with bottled water in the past, it always has to do with their water 
being somehow contaminated - as in, some kind of chemical plume that 
impaired local drinking water sources. This would be the first time the state took 
steps to deal with what is an aesthetic issue on a system where the water is 
meeting state drinking water standards. 

Water filter info: 

ANSI NSF Standard 42 Covers bacteriostasis, taste and odor (associated only with chlorine 
removal), and other aesthetic conditions 

http://standards.nsf.org/apDS/qroup public/downioad.php/1 9895/NSF 42-1 1 %2Q- 
%20watermarked. pdf 

ANSI NSF Standard 53 Covers health effects removal 

http://standards.nsf.org/apps/group public/downjoad.php/19S96/NSF 53-1 1a%20- 
%20watermarked. pdf 

It is important to note that the filters are not required to meet all aspects of the standard, only 
the portions they want to make claims for. So product information for each filter must be 
reviewed to determine its applicability. 

Most of these point of use filters are basic activated carbon filters that simply remove taste and 
odor specifically associated with chlorine, not other things like iron, manganese, hydrogen 
sulfide, etc. that can also impact taste and odor as well as color. 

It is important to recognize that taste and odor is generally an individual preference and such 
standards have for the most part not been developed because groups of individuals may still 
consider taste and odor issues to exist even after levels for such a standard have been met. 

Other considerations are that the test water for such filters attempting to meet the standard uses 
hardness levels of 170 mg/L or less. Flint’s water at times may be above this level, which could 
then impact filter performance and longevity. 


2 



Most of these filters are designed to be replaced after 100 gallons or less of use, a period of 
about 3 months for most households. In addition the tests allow for initial pressure drops of up 
to 15 psi. This may limit use in households that already rely on minimum pressure within their 
household plumbing. 

Regarding the health effects standards, as the Flint water system already meets such 
requirements, with the exception of the current TTHM locational running annual average, there 
is little point to the use of these filters for such a purpose. 

To the point you'd asked about the other day, while Flint and Detroit are leading 
examples of unmaintained infrastructure, Flint is not alone by any means. 


This recent infrastructure report card 



Lists Michigan with a $13.8 Billion need over the next 20 years. 


http://www.infrastructurereportcard.Org/a/#p/state-facts/michigan 


Here’s a link to the 2009 Report Card for Michigan Infrastructure 

http://vyww.michiqanreportcard.com/ 


From the report: 

“A significant portion of the state’s primary distribution system is nearing 100 years old. 
CWS are facing a significant challenge to maintain the vast network of aging, 
underground infrastructure. Within the city of Detroit alone, approximately 80% of its 
distribution piping was installed prior to 1940, which is not unusual for CWS in 
Michigan.” 

“The age of the majority of the state's distribution system is the primary contributor to 
normal decay and failure. In many cases, pipe life has far exceeded useful service life. 
Much of the older water systems consist of undersized mains constructed of materials 
such as unlined cast iron pipe. Minor fluctuations in system flows or pressure may 
cause red water complaints and even result in pipe failure. All CWS should have routine 
flushing and valve maintenance programs; however many are hesitant due to the time 
and cost.” 

“Under the Stage 2 Disinfection Byproducts Rule, all CWS that disinfect are required to 
provide increased trihalomethane (THHM) and haloacetic acid (HAAS) monitoring due 
to the potential byproducts of chlorine reactions within the pipe system. Corrosion, 
scale, solid suspension on the interior sidewall of pipe, in addition to the age and 
condition of the system will require diligent rehabilitation investment to maintain system 
integrity.” 

“While better materials and advanced technology is available to replace the aging 
distribution system, resources remain scarce when compared with the magnitude of the 
rehabilitation task at hand. Too often, distribution system replacement costs are 
underfunded and the first item to be slashed when budget problems arise. Overall, 
distribution system maintenance is reactionary in much of the older systems. Since the 
majority of the antiquated system will require removal and replacement beyond the 
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CVVS funding resources for systematic upgrade, a reactionary rehabilitation program is 
inevitable and must be funded accordingly.” 

Call or email me if you need anything further, 
b 

Brad Wurfei 

Corn m unications Di rector 

Michigan Department of Environmental Quality 

517 - 284-6713 
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From: Hollins, Harvey (GOV) 

Sent: Friday, March 06, 2015 9:53 AM 

To: Workman, Wayne (TREASURY); Saxton, Thomas (Treasury); Clayton, Stacie (GOV) 

Subject: Fwd: Tap Filters 

Stacie, 

Brad sent this to part of the group on the call yesterday. I added Tom and Wayne from treasury. If I missed anyone else, 
please forward this to them. 

Best, 

Harvey 

Begin forwarded message: 

From: "Wurfel, Brad (DEQ)" <Wurfel8 @ midii g an. g ov> 

Date: March 5, 2015 at 4:26:25 PM EST 

To: "Hollins, Harvey (GOV)" < hoijinsh@michigan.gov >. "Wyant, Dan (DEQ)" < WvantP@miehigan.gov >. 

"Agen, Jarrod (GOV)" < Agenj@michigan.gov > 

Cc: "Baird, Richard (GOV)" < bairdr@rnichigan.gov >, "Wurfel, Sara (GOV)" < Wurfek@michigan.gov > 

Subject: FW: Tap Filters 

Harvey, 

Since group call Tuesday I have been working out how the filter idea might take shape. 


To reiterate some key points so we’re ail clear: 

1. DEQ does not inspect individuals’ homes in a situation like this. It's the city’s 
system, their operators handle all complaints and maintenance. In fact, our folks 
alerted me that the city's got union rules in place forbidding any contractor from 
touching the system. 

2 . DEQ’s role is limited to ensuring the plant is operating to state standards and the 
water it produces meets potability standards. The aesthetic issues drawing 
concern from residents - color, odor, taste - stem from a variety of things. Age of 
the system and prolonged lack of upkeep is the leading factor. But in some 
areas, another contributing factor is changes in water flow - source used to come 
from the south, now comes from the north, so some pipes are flowing in reverse, 
stirring up whatever was settled for a long time. In some sections, large pipes 
that historically served large communities are now serving a much smaller 
customer base, contributing to water stagnating in the system. In some areas, 
household connections are old and worn, so two neighbors may be having 
dramatically different experiences. My point is, the challenge takes many forms 
and there’s no single solution that will bring sweeping change. The two 
consultants hired by the city have, as I understand it, both reinforced this idea in 
their assessments, so that’s good. 

3. The fix for this will be years in the making, truly. Even if full funding were 
available, ‘big dig' projects can’t all happen at once. The city needs to get an 
assessment of Its infrastructure so if can prioritize its needs, and I understand 
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they’re working on that. In the near term, maintenance this spring / summer - 
things like cleaning the pipes in key sections and flushing the system via the 
hydrants - could offer some short term results. I know nobody wants to just wait 
for spring, but that is something important to keep in mind. 


4. In the meantime, the group discussed possibly making home water filters 
available somehow. The National Safety Foundation is a Michigan company, 
headquartered and founded in Ann Arbor, that develops standards for all kinds of 
infrastructure. They're a globally recognized source for standard setting. A look at 
their site reveals there are myriad filtration options on the market and within each 
type (faucet mounted, whole house line filters, etc) there are filters that focus on 
different aspects of purification. 


If this idea begins to get legs, I’d suggest testing some different models on the 
local water at the customer level to see if they work. I’d also suggest the idea be 
focused on tap-mounted models to promote dean, appealing drinking water. And 
I’d suggest this program could be funded in whole or in part by the state, but 
would need to be administered by the city (reinforcing the fact that they own, 
operate and service the system). I’ve got some information on filter models 
below. 


Two more considerations: One, while the state has provided residents in some 
communities with bottled water in the past, it always has to do with their water 
being somehow contaminated ••• as in, some kind of chemical plume that 
impaired local drinking water sources. This would be the first time the state took 
steps to deal with what is an aesthetic issue on a system where the water is 
meeting state drinking water standards. 


Water filter info: 

ANSI NSF Standard 42 Covers bacteriostasis, taste and odor (associated only with chlorine 
removal), and other aesthetic conditions 

http://standards.nsf.org/apps/group pubjic/download.php/19895/NSF 42-1 1 %20- 
%20watermarked.pdf 

ANSI NSF Standard 53 Covers health effects removal 

http://standards.nsf.org/apps/group public/download.php/l 9896/NSF 53-1 1 a%20- 
%20watermarked.pdf 

It is important to note that the filters are not required to meet all aspects of the standard, only 
the portions they want to make claims for. So product information for each filter must be 
reviewed to determine its applicability. 

Most of these point of use filters are basic activated carbon filters that simply remove taste and 
odor specifically associated with chlorine, not other things like iron, manganese, hydrogen 
sulfide, etc. that can also impact taste and odor as well as color. 

It is important to recognize that taste and odor is generally an individual preference and such 
standards have for the most part not been developed because groups of individuals may still 
consider taste and odor issues to exist even after levels for such a standard have been met. 

Other considerations are that the test water for such filters attempting to meet the standard uses 
hardness levels of 170 mg/L or less. Flint’s water at times may be above this level, which could 
then impact filter performance and longevity. 
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Most of these filters are designed to be replaced after 100 gallons or less of use, a period of 
about 3 months for most households. In addition the tests allow for initial pressure drops of up 
to 15 psi. This may limit use in households that already rely on minimum pressure within their 
household plumbing. 

Regarding the health effects standards, as the Flint water system already meets such 
requirements, with the exception of the current TTHM locational running annual average, there 
is little point to the use of these filters for such a purpose. 


To the point you’d asked about the other day, while Flint and Detroit are leading 
examples of unmaintained infrastructure, Flint is not alone by any means. 

This recent infrastructure report card 

http://www.infrastructurereportcard.ora/michiQan/mjchiqan-overview/ 

Lists Michigan with a $13.8 Billion need over the next 20 years. 

http://www.infrastructurereportcard.Org/a/#p/state--facts/michigan 


Here’s a link to the 2009 Report Card for Michigan Infrastructure 

http://www.michiganreportcard.com/ 


From the report: 

“A significant portion of the state’s primary distribution system is nearing 100 years old. 
CWS are facing a significant challenge to maintain the vast network of aging, 
underground infrastructure. Within the city of Detroit alone, approximately 80% of its 
distribution piping was installed prior to 1940, which is not unusual for CWS in 
Michigan.” 

“The age of the majority of the state’s distribution system is the primary contributor to 
normal decay and failure. In many cases, pipe life has far exceeded useful service life. 
Much of the older water systems consist of undersized mains constructed of materials 
such as unlined cast iron pipe. Minor fluctuations in system flows or pressure may 
cause red water complaints and even result in pipe failure. All CWS should have routine 
flushing and valve maintenance programs; however many are hesitant due to the time 
and cost.” 

“Under the Stage 2 Disinfection Byproducts Rule, all CWS that disinfect are required to 
provide increased trihalomethane (THHM) and haloacetic acid (HAAS) monitoring due 
to the potential byproducts of chlorine reactions within the pipe system. Corrosion, 
scale, solid suspension on the interior sidewall of pipe, in addition to the age and 
condition of the system will require diligent rehabilitation investment to maintain system 
integrity.” 

“While better materials and advanced technology is available to replace the aging 
distribution system, resources remain scarce when compared with the magnitude of the 
rehabilitation task at hand. Too often, distribution system replacement costs are 
underfunded and the first item to be slashed when budget problems arise. Overall, 
distribution system maintenance is reactionary in much of the older systems. Since the 
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majority of the antiquated system will require removal and replacement beyond the 
CWS funding resources for systematic upgrade, a reactionary rehabilitation program is 
inevitable and must be funded accordingly.” 

Call or email me if you need anything further, 
b 

Brad Wurfel 

Communications Director 

Michigan Department of Environmental Quality 

517 - 284-6713 




From: 

Hollins, Harvey (GOV) 

Sent: 

Tuesday, March 17, 2015 4:32 PM 

To: 

Thelen, Mary Beth (DEQ) 

Subject: 

Re: SDWA Violations - Flint 

Thank you 


Best, 


Harvey 



On Mar 17, 2015, at 11:38 AM, Thelen, Mary Beth (DEQ) < THELENM2@michigan.gov > wrote: 

Dear Harvey, 

Director Dan Wyant asked that I send you the following information regarding Flint. 

As requested, the following information has been gleaned from our database regarding 
violations: 

In calendar years 2013 and 2014, we’ve identified 1100 violations (200 are standards 
violations, i.e., MCLs; and 910 other violations). 

This represents 326 community water supplies that had violations over these two years. 

Flint has 5 violations in those 2 years (TTHM MCLs at 2 sites and 2 bacti MCLs (1 with 
E. coli that counts as an additional violation)). 

Please let us know if you need anything further. Thank you. 

Mary Beth 

Mary Beth Thelen 

Management Assistant to Director Dan Wyant 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 (new numbers) 

Fax: 517-241-7401 



From: 

Hollins, Harvey (GOV) 

Sent: 

Tuesday, March 17, 2015 4:47 PM 

To: 

Thelen, Mary Beth (DEQ) 

Cc: 

Wyant, Dan (DEQ); Wurfel, Brad (DEQ); Clayton, Stacie (GOV); Sygo, Jim (DEQ) 

Subject: 

Re: City of Flint Information - Consultants 


Thank you. Has anyone from DEQ talked with them? Do they know I will be calling? 

Best, 

Harvey 

On Mar 17, 2015, at 9:54 AM, Thelen, Mary Beth (DEQ) <THELE NM2 @ mi chi gan . go v> wrote: 

Good Morning Harvey, 

The consultants listed below are working with Flint and are in the best position to 
recommend a water filter system. The locals should be asked to use their consultants to 
recommend a technology. 


Warren Green with Lockwood, Andrews & Newman, Inc. 


and 


Marvin Gnaqy with Veolia North America 



Thank you. 

Dan Wyant 
Director 


Mary Beth 
Mary Beth Thelen 

Management Assistant to Director Dan Wyant 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 (new numbers) 
Fax: 517-241-7401 
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Theienm2@michiqan.cjov 
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Subject: 

Flint Water Meeting 

Location: 

Sterling Corporation in the Hollister Building, 106 W. Allegan, Suite 2, Lansing, MI 

Start: 

Mon 3/9/2015 12:00 PM 

End: 

Mon 3/9/2015 1:00 PM 

Show Time As: 

Out of Office 

Recurrence: 

(none) 

Meeting Status: 

Meeting organizer 

Organizer: 

Hollins, Harvey (GOV) 

Required Attendees: 

'Maxine Murray'; Thelen, Mary Beth (DEQ); 'Gerald Ambrose'; Clayton, Stacie (GOV); 
Wurfel, Brad (DEQ); Shekter Smith, Liane (DEQ) 

Optional Attendees: 

Devereaux, Tracy Jo (DEQ); Busch, Stephen (DEQ); 'Natasha Henderson' 


Attendees 


Harvey Hollins, Director, Governor's Office of Urban and Metropolitan Initiatives 
Gerald Ambrose, Flint Emergency Manager 
Natasha Henderson, Flint, City Manager 

Liane Shekter Smith, Chief, Office of Drinking Water and Municipal Assistance (DEQ) 
Stephen Busch, Office of Drinking Water and Municipal Assistance (DEQ) 



HomnioGlobal Ozone 


disinfectio. . . 


Brad Wurfel, Director of Communications (DEQ) 
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Today about 98% of water treatment facilities in the U.S. use some form of chlorine to disinfect 
drinking water supplies. It is a cost effective method for destroying potentially harmful bacteria 
and viruses. However, chlorine’s ability to interact with organic compounds in water leads to 
trihalomethanes (THMs) formation. Especially, river or lake water with high level of organic 
matter require heavy chlorination to combat high level of bacteria, resulting in dangerous levels 
of THMs and bad smell. THMs, when ingested can encourage the growth of free radicals that 
can destroy or damage vital cells in the body. Besides cancer, exposure to THMs has been 
linked to other health issues including asthma, eczema, heart disease and higher miscarriage 
and birth defect rates. Further, high level of chlorine also poses serious risk to the aging 
infrastructure. 

Chemical free water disinfection technologies such as UV light and ozone have long been 
recognized to be much safer than chlorination, however, their high cost has prevented wider 
adoption. The basic mechanism of ozone 
generation and disinfection is shown in 
the picture. Ozone has a high oxidation 
potential (much higher than chlorine) and 
a superior response time compared to 
other sanitizing products. Its high 
oxidizing potential enables ozone to break 
down organic matters that chlorine 
cannot. Some pollutants can only be 
oxidized by ozone. For example, Cryptosporidium Parvum, a drinking water pollutant, is 
resistant to most disinfectants, but is effectively destroyed by ozone. Most importantly, the 
emission from ozone is pure oxygen and it leaves no residues. 

UV light is a competing non-chemical sterilization technique. Intense UV rays break down the 
sensitive RNA and/or DNA of microorganisms, thus preventing the organism from reproducing. 
Ozone, on the other hand, oxidizes the microorganisms, thus destroying their cells completely. 
UV sterilization being a line of sight process, to be effective, one needs to remove most of the 
suspended matter prior to the treatment. In contrast, ozone oxidizes the soil or particulate 
matter, changing or destroying the chemistry of the soiling materials such as organic 
compounds. 

Despite the great benefits of ozone, its widespread adoption is limited due to the high total 
ownership cost of current commercial ozone generators. Somnio’s AiR 2 0 3 ™ ozone generator is 
a paradigm shift in ozone generation technology. The first and only commercial barrier less 
ozone generator eliminates the requirement of dielectric barriers and highly filtered dried oxygen 
(pure or enriched) supplies, which restrain current commercial ozone generators. This 
groundbreaking technology brings a market-competitive, robust, energy efficient, and scalable 
modular device that offers a financially attractive alternative with the capability of producing 
varying levels of ozone depending on the application at hand. 

Producing ozone cost effectively is only part of the greater story of the far reaching benefits of 
ozone. Applying ozone effectively for a given application requires careful and intelligent design, 
sensing and monitoring. In addition to its revolutionary AiR 2 0 3 ™ ozone generator, Somnio 
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collaborates with end users to provide complete and economical turnkey solutions. Somnio’s 
current in-house test plant incorporates all necessary safety features and automation. 



Subject: 

Flint Water Advisory Committee Meeting 

Location: 

1026 E Kearsley St, Flint, MI 48503, Flint Public Library 

Start: 

Thu 3/19/2015 1:00 PM 

End: 

Thu 3/19/2015 3:00 PM 

Show Time As: 

Free 

Recurrence: 

(none) 

Organizer: 

Hollins, Harvey (GOV) 

Jason Lorenz 



Public Information Officer 
(810) 237-2039 

jiorenzgScityofflintcom 

For Immediate Release 

Water Advisory Committee to Hold Second Meeting at Flint Public Library on Thursday, March 19, 2015 
Flint, Michigan - March 17, 2015 - The Water Advisory Committee formed to help aid in communication between the 
City and the community is holding its second meeting on Thursday, March 19, 2015 from 2:00-4:00pm at the Flint Public 
Library. The committee will be updated on the current status of improvements to the water system, the next steps to be 
taken including cost and timing estimates and formatted responses to questions asked at the previous meeting. In 
addition, the committee will be provided with a comprehensive budget overview with clear cost breakdowns. 

The purpose of the Water Advisory Committee is to provide the community with ongoing information on the City's work 
to maintain a safe water supply and to improve quality. In addition to gathering information from the City to share 
during their interactions with the community, committee members will also be expected to share the concerns they 
receive from the community in order for those concerns to be addressed. 

All meetings by the Water Advisory Committee will be open to the public and will be held at easily accessible locations 
throughout the city. Meetings will be held on a regular basis as work continues at least until the City is receiving its 
water from the Karegnondi Water Authority, which is anticipated to be in 2016. 

Any group who has not received an invitation and who would like to have a member participate can send a request to 

mayorgpcityofflint.com . 

-END- 

All, 

I am sending everyone a copy of the press release that is being sent to the media this afternoon regarding the upcoming 
Flint Water Advisory Committee Meeting. Please take note that the venue for the meeting this Thursday March 19th is 
the Flint Public Library. 

The meeting time is once again from 2:00 pm until 4:00 pm and we look forward to good participation. 


Thank you, 


Howard Croft 
Public Works Director 

l 



City of Flint 

1101 S. Saginaw Street 

Flint, Ml 48502 

PH# 810.766.7135 Ext.2043 

hcroft@dtyoffnnt.eom<maiito:hcroft^dtvQffiint.cQn"i > 
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Subject: 

Location: 


HH/DM & others Re: KWA (Flint Water) 
Governor's Conference Room 


Start: Wed 8/26/2015 1:30 PM 

End: Wed 8/26/2015 2:00 PM 


Recurrence: 


(none) 


Meeting Status: Accepted 

Organizer: Clayton, Stacie (GOV) 

Required Attendees: Hollins, Harvey (GOV); Muchmore, Dennis (GOV); Workman, Wayne (TREASURY) 

(WorkmanW@michigan.gov); Saxton, Thomas (Treasury); Dempkowski, Angela 
(Treasury); Wendy Wisniewski (WisniewskiW@michigan.gov) 


Call In: 

Access: 

Harvey will host 

Attendees 

Dennis Muchmore 
Harvey Hollins 
Tom Saxton 

Wayne Workman -- via phone 

Jeff Wright, Genesee Drain Commissioner and Chair of KWA 
John O’Brien, Genesee Drain Deputy Commissioner 
Dave Jansen, assistant to J. Wright 



Agenda Items: 

1 ) Financing of new water system 

2) Governing of the new water system 

3) Timeline for the build out of KWA 
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Subject: 

Location: 

Start: 

End: 

Recurrence: 

Meeting Status: 

Organizer: 

Required Attendees: 


HH/EB Call re: Flint Water 
Eric will call 

Mon 9/14/2015 10:15 AM 
Mon 9/14/2015 10:30 AM 

(none) 

Accepted 

Clayton, Stacie (GOV) 

Hollins, Harvey (GOV); Brown, Eric (GOV) 
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Subject: 

Location: 


Call with Congressman Kildee re Flint Water RS/NL/DM/BM/SW/DW/HH 
DM's Office 


Start: 

End: 

Recurrence: 
Meeting Status: 
Organizer: 


Mon 9/28/2015 10:30 AM 
Mon 9/28/2015 11:00 AM 

(none) 

Meeting organizer 
Hollins, Harvey (GOV) 
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Subject: 

Sen. Ananich re Flint Water RS/NL/DM/BM/SW/DW/HH 

Location: 

DM's Office 

Start: 

Mon 9/28/2015 11:00 AM 

End: 

Mon 9/28/2015 11:30 AM 

Recurrence: 

(none) 

Meeting Status: 

Meeting organizer 

Organizer: 

Hollins, Harvey (GOV) 



Subject: 

Conf Call Re: Flint Water 

Start: 

End: 

Tue 9/29/2015 2:30 PM 
Tue 9/29/2015 3:00 PM 

Recurrence: 

(none) 

Meeting Status: 

Accepted 

Organizer: 

Required Attendees: 

Clayton, Stacie (GOV) 

amy.hovey@mail.house.gov; repphelps@house.mi.gov; swalser@senate.michigan.gov; 
cmushatt@house.mi.gov; Hollins, Harvey (GOV) 

Call In: 

Access: j •' Gy 
Stacie will host 


Participants 

Harvey Hollins, Governor’s Office 
Rep. Sheldon Neeley 
Rep. Phil Phelps 

Amy Hovey, Congressman Kildee’s Office 
Andy Levit, Sen. Ananich’s Office 


Subject: 

Location: 


Flint Press Conference 

Kettering University Innovation Center, 1300 Bluff St., Flint, MI 48504 


Start: 

End: 

Show Time As: 


Fri 10/2/2015 12:00 PM 
Fri 10/2/2015 1:00 PM 
Out of Office 


Recurrence: 


(none) 


Organizer: 


Hollins, Harvey (GOV) 


Oct. 1, 2015 

Michigan leaders to announce action plan for Flint drinking water 

Friday, Oct. 2 at 1:30 p.m. 

Local, state and federal leaders will host a press conference to announce a comprehensive action 
plan for addressing drinking water concerns in Flint. Participants will include: 

• Harvey Hollins, Director of the Office of Urban Initiatives for Gov. Rick Snyder 

• Dan Wyant, Director for the Michigan Department of Environmental Quality 

• Nick Lyon, Director for the Michigan Department of Health and Human Services 

• Dr. Eden Wells, Chief Medical Executive for the Michigan Department of Health and Human 
Services 

• Dayne Walling, Mayor of Flint 

• Other local, state and federal officials 

Location: 

Kettering University. Innovation Center 

1300 Bluff St. 

Flint, Ml 48504 
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Subject: 

RDS - REMARKS (AHeaton) Press Conference Re: Flint Water 


Location: 

Mott Foundation Conference Center, 503 S. Saginaw, Flint 


Start: 

Thu 10/8/2015 10:00 AM 


End: 

Thu 10/8/2015 10:42 AM 


Recurrence: 

(none) 


Meeting Status: 

Accepted 


Organizer: 

GovCalendar 


Required Attendees: 

Agen, Jarrod (GOV); Biehl, Laura (GOV); Wyant, Dan (DEQ); Thelen, Mary 

Beth (DEQ); 


Hollins, Harvey (GOV); Clayton, Stacie (GOV); Lyon, Nick (DHHS); Grijalva, 
(DHHS) 

Nancy 

Optional Attendees: 

Heaton, Anna (GOV); Wurfel, Sara (GOV) 



Purpose: Press conference regarding Flint water 

Program Participants: 

Flint Mayor Dayne Walling 
DEQ Director Dan Wyant 
DHHS Director Nick Lyon 
Dr. Eden Wells, DHHS 
Ridgeway White, Mott Foundation 
Harvey Hollins 
Sen. Jim Ananich 


Non-Speaking Invitees: (all attendance unconfirmed) 

Rep. Tim Greimel 

Rep. Phil Phelps 

Rep. Sheldon Neely 

Flint City Councilmembers 

Faith Based Community members 

U of M Flint Chancellor Susan Borrego (RDS talked to 10/7/15 at the Higher Ed Summit) 

Amy Hovey, Staff of Congressman Dan Kildee 

Jamie Gaskin, CEO of Genesee County United Way 

Tim Herman, CEO of Flint and Genesee Chamber of Commerce 

Brian Larkin, Flint and Genesee Chamber of Commerce (fmr. EO staff) 

Kathryn Thomas, VP of Communications for Mott Foundation 
Neal Hegarty, VP of Programs for Mott Foundation 

Kimberly Roberson, Director of Flint Area Grantmaking Program for Mott Foundation 


Agenda: 

10:00 AM -10:01 AM 
10:01 AM -10:05 AM 
10:05 AM -10:06 AM 
10:06 AM -10:10 AM 
10:10 AM -10:11 AM 


Harvey Hollins kicks off press conference; introduces Governor 
Governor gives remarks 

Harvey Hollins introduces Mayor Dayne Walling 

Mayor Walling gives remarks 

Harvey Hollins introduces DEQ Director Dan Wyant 
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10:11 

AM - 

10:15 

AM 

10:15 

AM- 

10:16 

AM 

10:16 

AM - 

10:17 

AM 

10:17 

AM - 

10:20 

AM 

10:20 

AM- 

10:21 

AM 

10:21 

AM- 

10:26 

AM 

10:26 

AM- 

10:27 

AM 

10:27 

AM- 

10:32 

AM 

10:32 

AM- 

10:42 

AM 

10:42 

AM 



OPEN 

Press 




High level points: 


Director Wyant gives remarks 

Harvey Hollins introduces DHHS Director Nick Lyon 

Director Nick Lyon brief comments, introduces Dr. Eden Wells 

Dr. Eden Wells remarks 

Harvey Hollins introduces Senator Jim Ananich 

Senator Jim Ananich remarks 

Harvey Hollins introduces Ridgway White of Mott Foundation 

Ridgway White gives remarks 

Q&A from the podium (SW to moderate) 

Event concludes; Governor departs 


• Protecting the health and safety of our residents in Flint and across Michigan is always our top priority, 
o All Michigan residents need access to safe, clean water 


• That's why today, in consultation with health and water experts in our state agencies, I'm advocating 
reconnecting the Flint drinking water with the Great Lakes Water Authority. 

• I'm recommending to my partners in the Legislature that the state government provide $6 million of the needed 
$12 million to reconnect with authority. 

o The Flint city government has agreed to cover $2 million of this cost, and the Charles Stewart Mott 
Foundation is generously offered to donate $4 million. 

• What you are seeing here today is a community coming together to work toward solving a problem. 

o I appreciate the assistance of Mayor Walling, and the U.S. Environmental Protection Agency, 
o This is a collaborative approach, and I appreciate that community organizations including the United 
Way and come forward to assist. 


Attachments: 

1. Briefing 

2. FAQs for Media Q&As 

3. Press Release 



Briefing.pdf FAQs for Media Press Release.pdf 
Q As. pdf 


***Staff/Detail*** 

Venue POC: Kathryn Thomas (mobile?) 
Security POC: Phil Snyder (mobile)| 
Advance: CLU 
Comms: All 
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Briefing: Flint Water System Press Conference 

Thursday, Oct. 8, 2015 

Mott Foundation/Commerce Center Building Ground Floor 
519 S. Saginaw St., Flint 

Communications: Sara Wurfel, 517-599-3470, wurfels@michigan.gov 
Dave Murray, 517-449-8343, murr3ydl@michiRan.gov 

Purpose: 

We're announcing the decision to reconnect Flint to the Detroit Water and Sewerage Department, a collaborative effort 
between the state government, Flint city government and the Mott Foundation. 

High level points: 

• Protecting the health and safety of our residents in Flint and across Michigan is always our top priority. 

o All Michigan residents need access to safe, clean water. 

• That's why today, in consultation with health and water experts in our state agencies, I'm advocating 
reconnecting the Flint drinking water with the Great Lakes Water Authority. 

• I'm recommending to my partners in the Legislature that the state government provide $6 million of the needed 
$12 million to reconnect with authority. 

o The Flint city government has agreed to cover $2 million of this cost, and the Charles Stewart Mott 
Foundation is generously offered to donate $4 million. 

• What you are seeing here today is a community coming together to work toward solving a problem. 

o I appreciate the assistance of Mayor Walling, and the U.S. Environmental Protection Agency, 
o This is a collaborative approach, and I appreciate that community organizations including the United 
Way and come forward to assist. 


Agenda: 


9:00 AM -9:45 AM 


9:45 AM -10:00 AM 
10:00 AM -10:01 AM 
10:01 AM -10:05 AM 
10:05 AM - 10:06 AM 
10:06 AM -10:10 AM 
10:10 AM -10:11 AM 
10:11 AM -10:15 AM 
10:15 AM -10:16 AM 
10:16 AM -10:17 AM 
10:17 AM -10:20 AM 
10:20 AM -10:21 AM 
10:21 AM -10:25 AM 
10:25 AM -10:35 AM 
10:35 AM 


Gov meets with Mayor Walling in [Room 1] 

Pre-Brief in [Room 2] 

Harvey Hollins kicks off press conference; introduces Governor 
Governor gives remarks 

Harvey Hollins introduces Mayor Dayne Walling 

Mayor Walling gives remarks 

Harvey Hollins introduces DEQ Director Dan Wyant 

Director Wyant gives remarks 

Harvey Hollins introduces DHHS Director Nick Lyon 

Director Nick Lyon introduces Dr. Eden Wells 

Dr. Eden Wells remarks 

Harvey Hollins introduces Ridgway White of Mott Foundation 

Ridgway White gives remarks 

Q&A from the podium 

Event concludes; Governor departs 


Attendees: Roughly 20 in audience 

Susan Borrego Chancellor, U of M Flint 

Oscar Overton Pastor 

Alfred Harris Pastor 



Latrelle 

Holmes 

Pastor 

Jim 

Ananich 

Michigan Senate 

Sheldon 

Neely 

Michigan House 

Phil 

Phelps 

Michigan House 

Jeff 

Wright 

Drain Commissioner, Genesee County 

Amy 

Hovey 

Dan Kildee office 

Jamie 

Gaskin 

Dan Kildee office 

Tim 

Herman 

Flint Chamber of Commerce 

Brian 

Larkin 

Flint Chamber of Commerce 

Eric 

Mays 

Flint City Council 

Jacqueline 

Poplar 

Flint City Council 

Kerry 

Nelson 

Flint City Council 

Joshua 

Freeman 

Flint City Council 

Wantwaz 

Davis 

Flint City Council 

Herbert 

Winfrey 

Flint City Council 

Monica 

Galloway 

Flint City Council 

Vicki 

VanBuren 

Flint City Council 

Scott 

Kincaid 

Flint City Council 


Speaker comments: 


RDS - Collaboration led to solution, outline of solution 
Mayor Walling - Importance of solution to Flint 

Dan Wyant - School testing results, overview of steps on transition from Flint River to DWSD 
Nick Lyon - DFIFIS involvement 

Dr. Eden Wells - Testing of water going forward, use of filters approved by NSF 
Ridgway White - Importance of collaboration/commitment to Flint 

Talking points: 

• Protecting the health and safety of our residents in Flint and across Michigan is always our top priority. 

o All Michigan residents need access to safe, clean water 

• That's why today, in consultation with health and water experts in our state agencies, I'm advocating 
reconnecting the Flint drinking water with the Great Lakes Water Authority. 

• I'm recommending to my partners in the Legislature that the state government provide $6 million of the needed 
$12 million to reconnect with authority. 

o The Flint city government has agreed to cover $2 million of this cost, and the Charles Stewart Mott 
Foundation is generously offered to donate $4 million. 

o The Michigan Department of Health and Human Services and the Department of Environmental Quality 
today also is committing an additional $3.5 million for water filters, free lead testing through the state 
laboratory for Flint water customers, and hiring additional staff to conduct health exposure monitoring 
for lead in drinking water. 

• What you are seeing here today is a community coming together to work toward solving a problem. 

o I appreciate the assistance of Mayor Walling, and the U.S. Environmental Protection Agency. 

o This is a collaborative approach, and I appreciate that community organizations including the United 
Way and come forward to assist. 




Today's announcement in an important step as we move forward together, 
o But it is not our first step, nor will it be our last. 



• This announcement builds on work we've already set in place. 

• That includes $4.2 million in state grants and loan restructuring to help identify and fix 
infrastructure problems. 

• State agencies have been working closely with Flint leaders and the community for more 
than a year. 

There will be more to do. 

o Flint has an aging water infrastructure system with challenges that we - together - will continue to 
address. 

We will continue to test Flint schools for lead levels in drinking water, 
o Schools across the state might also have questions. 

o The Department of Environmental Quality will work with districts across the state to provide testing. 

• Districts can send water samples and paperwork and the nominal charge. (It costs $26 per 
sample). 


The steps outlined in the comprehensive action plan are still in effect. 



FAQs for Media Q&As 


Switch to Great Lakes Water Authority 

What finally pushed the state to this decision? 

This was the City's request, and the Governor supports it, based on several key factors: 

In the near term, DWSD water will be easier to manage. It comes from a more stable source than the river, it is fully 
optimized for corrosion control, and it is clear that residents of Flint have more confidence in this water source. 

Will this solve Flint's water crisis? 

In combination with the other short term, intermediate term and long-term steps outlined last week, this move 
represents a big step forward. Flint still has serious system maintenance challenges it must address. 

If you're saying residents will still have lead because of their plumbing, does that mean every other city in this state 
has a lead problem? 

Many areas of the state have lead in their infrastructure mix. 

Where's the state getting the money to fund this? 

We have submitted a formal request to lawmakers via the appropriations process. 

Where's the city getting the money to fund this? 

The city is contributing all it can, and is getting assistance for its match from the Mott Foundation. 

How long will the switch take? 

The switch will be completed by the City and Great lakes Water Authority, but our understanding is that it can be 
accomplished in the very near term once the arrangements are complete. 

How long will it take before Detroit's corrosion controls provide protection for Flint? 

It will take some time for the corrosion control additives to build on pipe walls throughout the system. Estimates vary. 
The state can assure we will commence monitoring of the system early 2016 and report results as we get them to keep 
the community updated. 

Why do residents still need to use filters and bottled water? 

The filters and bottled water are responsible precautions for any resident concerned about lead exposure. 

Do the filters actually work? We've been hearing they don't protect for lead. 

Yes, the filters work. They are all certified for lead removal by the National Sanitation Foundation. 

The filters are only good for 100 gallons. What happens when they are used up? 

They will need to be replaced. And residents can get a new filter. 

What about restaurants? 

What's going to be done about lead service lines? 

Long term, this is the only permanent solution to lead exposure. The state has committed to helping the city accomplish 
this goal long term. 




Do you wish you'd made this switch sooner? 

We support the City's decision. We can't look backward. We feel the state has responded quickly and effectively as 
information has surfaced, been investigated and verified. While the City of Flint is, right now, in compliance with the 
federal Lead and 

Copper Rule, we recognize there is a disparity between surveillance testing and other testing happening in the 
community that we need to better understand and we are working on developing our knowledge. 

Schools testing 

What do these results say? 

The results say we need to further investigate Flint schools and help the schools find clearer causes for some the results 
we got. 

Any theories about what's going on? 

It is possible there are specific points in the plumbing that have lead components which need to be replaced, but we 
can't say anything definitively until we perform an investigation at each school. 

Do the schools have lead service lines? If not, why are they getting such high results? 

The schools we tested initially do not have lead service lines. There are a few possible reasons why lead is being 
detected at specific points in the buildings and not others. When we know things definitively, we will make the 
information public. 

How long do the schools have to stay on bottled water? Just until the switch to Detroit, or longer term? 

We are encouraging the schools to continue their current protective measures as a precaution until we can get into the 
buildings and get more answers. 

Why did you only test 13 schools? 

That was what the Flint Public Schools requested. 

What happens to other schools? 

We will test all the schools in Flint if they request it. 

What about the schools that can't afford to update their entire plumbing systems? 

This is why we are having plumbing assessments completed. There is no way to know yet what each building will 
require. 

How confident are you in your testing? You've got results all over the map. 

We are confident that our testing meets the requirements for the federal Lead and Copper Rule, which is surveillance 
monitoring. The bigger question is whether surveillance monitoring meets the public health protection standards that 
Lead Exposure Testing methods do. The EPA is working on that question now, and we are engaged in that dialogue. 

What do you mean by "health exposure testing"? What are you doing next? 


The 90 th percentile of your results is still below 15 ppb. Does that make you more or less confident in your testing and 
in your protocols? 



It makes us confident that the testing protocol delivers consistent results. But again, it does raise questions about 
whether this testing method shows what people think it does or what they really want to know, which is actual lead 
exposure from lead plumbing in a home. 

Any idea how long kids have been exposed to lead? Was it before the move to the Flint River? 

That is possible. We don't know. 

How does the state bring this new information into the broader picture of kids' lead exposure across the state? 
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CONTACTS: 

FOR IMMEDIATE RELEASE 

Sara Wurfel or Dave Murray 

Thursday, Oct. 8, 201 5 

Governor’s Office: 517-335-6397 

Brad Wurfel. 517-284-6713 
Department of Environmental Quality 


Jennifer Eisner, 517-230-9804 
Department of Health and Human Services 



Gov. Rick Snyder: Move back to Detroit water 
provides best protection for public health in Flint 

State, Mott Foundation and city form partnership to fund switch 


FLINT, Mich. - Flint families and children will be better protected by reconnecting with the Great 
Lakes Water Authority as the source of the city’s drinking water, Gov. Rick Snyder said. 

Snyder said Thursday that he will request the state Legislature to provide half, or $6 million, of 
the $12 million needed to reconnect with the authority. The Flint city government will provide $2 
million and the Charles Stewart Mott Foundation will donate $4 million. 

“All Flint residents need clean, safe drinking water,” Snyder said. “The technical experts helping 
the city on its water advisory all agree this move back to the Great Lakes Water Authority 
provides the best public health protection for children and families. This effort today is the result 
of people coming together to solve a problem. I appreciate Detroit’s willingness to reconnect 
with Flint, the Mott Foundation’s generous donation, and the dedication of all parties to come 
together to protect Flint families and children.” 

The Michigan Departments of Environmental Quality and Health and Human Services today 
also committed an additional $3.5 million for water filters, free lead testing through the state 
laboratory for Flint water customers, and hiring additional staff to conduct health exposure 
monitoring for lead in drinking water. 

Flint city leaders requested the state’s help to fund the reconnection after a Wednesday meeting 
of Flint’s Technical Advisory Committee. Flint’s move to the Great Lakes Water Authority is 
expected to cost about $1 .3 million per month until the Karegnondi Water Authority is completed 
next summer. 


INSERT MAYOR QUOTE HERE 





The move to Detroit water, which is drawn from Lake Huron, carries many public health 
benefits. As large bodies of water, the Great Lakes are naturally prone to fewer problems from 
large rain events and other runoff issues that can be present in shallower rivers. Additionally, 
the Great Lakes Water Authority has already fully optimized its corrosion control, using 
phosphates to help coat the insides of pipes and prevent lead from leaching into the water. 

However, reconnecting with the authority will not completely resolve the city’s problem with lead 
service lines or aging infrastructure. It will take time for pipes in Flint to become coated with the 
phosphate corrosion control. Additionally, some households in the city could experience lead in 
their drinking water until all lead pipes and plumbing are replaced. 

INSERT MOTT FOUNDATION QUOTE HERE 

To best protect public health, Snyder said state and local authorities will continue to carry out 
steps outlined on Oct. 2 in a comprehensive action plan, including continued testing, the use of 
faucet filters and providing residents with accurate information about steps to eliminate lead 
exposure. 

Free filters are available for current MDHHS clients at the 125 E. Union St. or 4809 Clio Road 
MDHHS office locations. For residents who are not currently enrolled in MDHHS assistance 
programs, free filters are available at the Genesee County Community Action Resource 
Department offices at 2727 Lippincott and 601 North Saginaw in Flint. Staff will be at all four 
locations from 9 a.m. to 4 p.m., Monday through Friday, to distribute filters and assist residents 
who have questions about proper installation. At the Lippincott location only, extended hours will 
be offered this weekend, including until 7 p.m. on Thursday and Friday and from 10 a.m. to 2 
p.m. on Saturday. 

Other good practices for residents concerned about lead include turning on the cold water tap 
and running the water until it’s as cold as it will go. Additionally, only use cold water for cooking, 
drinking and especially mixing baby formula. 

School test results released; more investigation planned 

The state today also released the first results from its lead screening program in schools and 
homes. Of 37 total samples taken at 13 buildings, four samples spread over three buildings 
exceeded the federal action level of 1 5 parts per billion. 

However, this sampling provides only an initial screen, and the state is committing to further 
testing water and inspecting plumbing at these schools. Until testing is complete, schools are 
advised to continue using bottled water and filtration as a precaution to protect children. 

In addition, free testing is still available for any other Flint school, including daycares and Head 
Starts. Free testing is also available for any Flint resident. 

Additional information, including more detailed lead screening results, is available at 

www.michiqan.gov/flintwater . 
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Subject: 

Location: 


Hollins/Wyant/Flint Mayor Weaver 

Governor's Conference Room, Romney Building, 2nd Floor 


Start: 

End: 

Show Time As: 


Thu 12/3/2015 10:00 AM 
Thu 12/3/2015 11:00 AM 
Out of Office 


Recurrence: (none) 


Meeting Status: Accepted 


Organizer: 

Required Attendees: 

Optional Attendees: 


Clayton, Stacie (GOV) 

Hollins, Harvey (GOV); Wyant, Dan (DEQ); Thelen, Mary Beth (DEQ); Wisniewski, Wendy 
(GO V); Sygo, Jim (DEQ); Krisztian, George (DEQ) 

Muchmore, Dennis (GOV) 


Updated attendees list 

Attendees 

Harvey Hollins, Governor’s Office 

Dennis Muchmore, Governor’s Office 

Dan Wyant, DEQ 

Jim Sygo, Chief Deputy Director 

George Krisztian, DEQ Flint Drinking Water Coordinator 

Mayor Karen Weaver 

Aonie Gilcreast, Mayor’s Transition Team 

Allen Overton, Mayor’s Transition Team 

Wallace Hill, Mayor’s Transition Team 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Wednesday, September 30, 2015 11:29 AM 
Hollins, Harvey (GOV) 

Fwd: Re: Flint water background information 
image001.jpg; image001.jpg 


Follow Up Flag: Follow up 

Flag Status: Flagged 


Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: "Brown, Frank" <fbrown @ge neraiatlantic.com> 

Date: Sep 30, 2015 11:24 AM 

Subject: Re: Flint water background information 

To: "Baird, Richard (GOV)" <bairdn@ m iehi.g a n. g ov> 

Cc: 

In process. Will come back to and Harvey when I know more. Am in London. Didn't reach out to Eddie as I think this week is his 
operation. Have you heard anything? 

Frank 

Sent from my iPad 


On Sep 30, 2015, at 3:34 PM, Baird, Richard (GOV) <bakdr @t nichig a n.g o v<niailto:bairdr(ainiicliigaiigov>> wrote: 


Frank: 

We have a situation in Flint, Michigan that is beginning to get national attention and could be an opportunity for Home Depot. 18 
months ago, Flint switched its water supply from Detroit Water (the distance and pumping costs of going uphill made it quite 
expensive) to the Flint River as a temporary answer, until they could finish the construction to get their water from Lake Huron 
(Karagondi Water System). The corrosive attributes of the River water have exacerbated the lead deposit leaching into homeowner 
pipes and there is concern around lead poisoning, especially for infants. 

The corporate community is rallying to address the problem. Meijer donated 1500 water filters to low income residents and GM is 
about to announce a donation of between 5,000 and 10,000 filters. I do not yet know where GM is getting the filters from, but I was 
thinking that Home Depot might want to join the effort with a donation, supply chain discounting assistance, or some combination of 
activity that could help Flint residents. Harvey Hollins is our point person for this effort, since he is the Director of Urban Initiatives 
for Governor Snyder. I have copied him here. 

If you could get this into the hands of the right people and see if there is interest in speaking with Harvey, I would be very 
appreciative. Thanks and take care. 

Regards, 

Rich 


From: Murray, David (GOV) 

Sent: Wednesday. September 30, 2015 9:35 AM 
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To: Baird. Richard (GOV) 

Subject: Flint water background information 


Hi Rich, 

These are two documents that I think are helpful addressing the questions about lead and Flint water overall prepared by DEQ and 
DHHS. These were intended for internal use, so please ask our partners to not share them beyond the people on their teams making the 
decisions. 

Please let me know if you need anything else. 

Dave 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 


Mu8tavDl@michisan.gov< 

5 1 7-335-6.197. office 
mobile 

Twitter: @michigandmurray 


tnaiilo:MurravDl@michigam.gov> 


[Emblem] 


<Flint water FAQs (00000004). pdf> 

<Sharable Flint Lead TP 092415 (00000002). docx> 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for the exclusive use of the addressee only. If you are not the addressee, 
you are hereby notified that any dissemination of this communication is strictly 
prohibited. If you have received this communication in error, please erase all 
copies of the message and its attachments and notify us immediately at 
help@genera iatiantic. com . Thank You. 
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From: Baird, Richard (GOV) 

Sent: Wednesday, September 30, 2015 4:54 PM 

To: Hollins, Harvey (GOV); Clayton, Stacie (GOV) 

Subject: Fwd: RE: Flint water background information 

Follow Up Flag: Flag for follow up 

Flag Status: Flagged 

Would you like to call him? 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

Date: Sep 30, 2015 4:06 PM 

Subject: RE: Flint water background information 

To: Baird, Richard (GOV)" <baird r@ mich iga n. g o v>. "Hollins. Harvey (GOV)" 

<h gljim^ 

Richard, 

Let me know when a good time would be to connect for us to discuss how The Home Depot can support the needs in Flint. 

My cell # is 

Aaron Bonham 
Home Depot 

Merchandise Vice President 
Department 26 Plumbing 


The contents of this e-mail include proprietary and confidential infonnation. and are not intended to represent or form a legally 
binding offer or acceptance. 


Original Message 

From: Brown, Frar 
Sent: Wednesday, September 
To: Richard Baird; iioilinsh@michigm.gov 
Cc: Bonham, Aaron S; Tank, Stacey M 
Subject: Fwd: Flint water background information 


Hi all. Figure I will just connect everyone and let you figure out from here. Hope this can result in some help. All the best. 


Sent from my iPad 
Begin forwarded message: 


l 





Subjec^Fhnnwitenrackgromicumomiatioi^^^^^^^^^^^^^^^^^^^^^^^^^ 

Frank, 

Received your email from Craig. We would be glad to help. 

Can you provide any additional information on fdter sizes needed in the area and quantity you might be looking for? 
We are also going to look to donate bottled water if that makes sense? 


Aaron Bonham 
Home Depot 

Merchandise Vice President 
Department 26 Plmnbing 



The contents of this e-mail include proprietary and confidential information, and are not intended to represent or form a legally 
binding offer or acceptance. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the addressee. Access to 
this Email by anyone else is unaudiorized. If you are not die intended recipient, any disclosure, copying, distribution or any action 
taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. When addressed to our clients any opinions or advice 
contained in this Email are subject to the terms and conditions expressed in any applicable governing The Home Depot terms of 
business or client engagement letter. The Home Depot disclaims all responsibility and liability' for the accuracy and content of this 
attachment and for any damages or losses arising from any inaccuracies, errors, viruses, e.g.. worms, trojan horses, etc., or other items 
of a destructive nature, which may be contained in this attachment and shall not be liable for direct, indirect, consequential or special 
damages in connection with this e-mail message or its attachment. 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for the exclusive use of the addressee only. If you are not the addressee, you are hereby notified that any dissemination of this 
communication is strictly prohibited. If you have received this communication in error, please erase all copies of the message and its 
attachments and notify us immediately at he lp T Tite neicilatlaiitic.coin. Thank You. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the addressee. Access to 
this Email by anyone else is unauthorized. If you are not the intended recipient, any disclosure, copying, distribution or any action 
taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. When addressed to our clients any opinions or advice 
contained in this Email are subject to the terms and conditions expressed in any applicable governing The Home Depot terms of 
business or client engagement letter. The Home Depot disclaims all responsibility and liability for the accuracy and content of this 
attachment and for any damages or losses arising from any inaccuracies, errors, viruses, e.g., worms, trojan horses, etc., or other items 
of a destructive nature, which may be contained in this attachment and shall not be liable for direct, indirect, consequential or special 
damages in connection with this e-mail message or its attachment. 
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From: Baird, Richard (GOV) 

Sent: Tuesday, December 08, 2015 1:21 PM 

To: Hollins, Harvey (GOV) 

Subject: FW: Flint Water Advisory Task Force Recommendation 

Attachments: KRS version of Snyder Letter 2 (l).docx 


From: Baird, Richard (GOV) 

Sent: Monday, December 07, 2015 3:49 PM 
To: Manolakoudis, Virginia (GOV) 

Subject: FW: Flint Water Advisory Task Force Recommendation 


From: Ken Sikkema » : nnnSBI 
Sent: Monday, December 07, 2015 3:31 PM 
To: Snyder, Rick (GOV) 

Cc: Chris Kolb; Matt Davis; Lawrence Reynolds; Eric Rothstein; Baird, Richard (GOV) 
Subject: Flint Water Advisory Task Force Recommendation 


Dear Governor Snyder: 

We want to thank you for the recent conference call between members of the Flint Water Advisory Task Force 
(FWATF), yourself, and members of your administration. Attached is a follow-up letter to that conference call 
outlining an initial set of recommendations that we believe should be implemented in the very near future to 
focus the state's efforts to protect the public health in Flint. 

We both acknowledge and appreciate your personal interest in this issue and your commitment, not only to 
assisting the Task Force in our review, but— most importantly— to ensuring that the full measure of state 
resources are brought forward to protect the public health in Flint and throughout the state. 

Respectfully, 

Ken Sikkema 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 



l 



December 7, 2015 


Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with representatives of 
the Michigan Department of Environmental Quality (MDEQ) and the Michigan Department of Health 
and Fluman Services ( M DH HS) to discuss elements of the 10-point Action Plan designed to address 
various issues related to the ongoing public health protection challenges precipitated by lead in the Flint 
water supply. These discussions were held at our request as part of our task to make recommendations 
to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing mitigation efforts. 

Subsequent to those meetings, on Tuesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself, members of the Administration, and representatives of 
these agencies to discuss the progress to date on the 10-point Action Plan, as well as several other 
related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Flealth Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing. We will continue to assess state and local efforts and make recommendations regarding 
specific steps that we believe are warranted. 

One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger project coordination framework that measures results and clearly delineates 
responsibilities for continuing actions to protect public health. We believe the state is best positioned to 
facilitate this larger framework, which should address the following: 

1. The need for MDFIFIS and MDEQ— and, possibly, other state agencies--to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— potentially independent of any one 
particular state agency and mutually agreeable to this Task Force and you, Governor— be established to 
provide effective coordination of ongoing activities and reporting on the status of mitigation measures. 
For this, we also believe a readily understood "dashboard" should be developed that reports on the 
goals, timelines and assignments. This will enable members of the Flint community, public health 
providers, and state agencies to know about the status of the Flint water crisis mitigation program, as 
well as promote coordination and accountability. The Task Force is prepared to assist in the 
development of that dashboard. 



We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 
independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 

We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours, 


Flint Water Advisory Task Force: 

Dr. Matt Davis 

Chris Kolb 

Dr. Larry Reynolds 

Eric Rothstein 

Ken Sikkema 



From: 

Baird, Richard (GOV) 

Sent: 

Friday, December 11, 2015 3:15 PM 

To: 

Murray, David (GOV) 

Cc: 

Hollins, Harvey (GOV); Manolakoudis, Virginia (GOV) 

Subject: 

Fwd: Confirming: Dr. Mona and Flint Water Mtg 12/14 11am 


Nick Lyon will join me. Harvey can you be there too? 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: "Manolakoudis, Virginia (GOV)" < ManolakoudisV@michigatvaov > 

Date: Dec 11, 2015 1:46 PM 

Subject: Confirming: Dr. Mona and Flint Water Mtg 12/14 11am 

To: Chris Kolb < chris@environmentalcouncil.org >.Ken Sikkema < ksikkema@pscine.com >. 'Laurence 
Reynolds' <re v nold s @m ottchc . or g> 

Cc: "Baird, Richard (GOV)" < hairdr@m i chi gan . aov > 


Good Afternoon, 


Just double checking that you are attending Rich’s meeting with Dr. Mona and Flint Water on Monday, 
December 14 th at 11:00am in the Governor’s Conference Room, 2 nd Floor Romney Building. 


We will see you on Monday! 


Thanks! 


Virginia Manolakoudis 

Executive Assistant to Richard Baird 
Executive Office of Governor Rick Snyder 

Man o | ako udi s V(g),mi eh i gan . gov 

(517) 241-5621 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Lyon, Nick (DHHS) 

Monday, December 14, 2015 11:40 AM 
Hollins, Harvey (GOV) 

Fwd: 

Secondary Prevention MI 121415. pptx; ATT00001.htm 


Sent from my iPad 
Begin forwarded message: 

From: "Mona" 

To: "Lyon, Nick (DHHS)" <LyonN2 @m i chi g a n . g o y> 

Subject: Fwd: 


Mona Hanna- Attisha MD MPH FAAP 
Director, Pediatric Residency Program 
Hurley Children's Hospital 
Michigan State University 


Mona Hanna-Attisha 
Begin forwarded message: 


From: Mona Hanna-Attisha < MJ-3anna1@hurleymc.com > 

Date: December 14, 2015 at 9:10:41 AMEST 

To: Mona Hanna-Attisha < MHanna1@hurlevrac.com >.. 



Mans, Hanna-Attisha MD MPH FAAP 

Program Director Pediatric Residency 

Hurley Children's Hospital at Hurley Medical Center 

Michigan State University College of Human Medicine 

Department of Pediatrics and Human Development 

Mhannal@hurieymc.com 
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Flint Water Timeline 
« Lead Facts 

Hurley Research Findings 
Introduction to Toxic Stress 
Next steps - Secondary Prevention 






Financial Emergency Managers 
* Water switch to Flint River (April 2014) 

Fecal coliform and boil advisories *3 (Sept 

2014) 

GM stopped using Flint water - corroding 
parts (Oct 2014) 

Disinfectant byproducts TTHM (Jan 2015-Sept 

2015) 

btRLEY 
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HOSPITAL 


KLRLEY 
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Perfect storm for lead leaching 

® Flint water more corrosive 

• Lack of corrosion control 

• Aging infrastructure (lead plumbing) 

• Decreased water use - population loss, high water 
rates 







High lead levels detected, EPA 
contacted (February 2015) 

Leaked EPA memo (June 2015) 

* LeeAnn Walters WLL 13,200 ppb (toxic waste) 

Dr Marc Edwards, Virginia Tech 
Research (Aug 2015) 

ip Flintwaterstudy.org 
“ Corrosion & water lead 

Hurley Research (Sept 2015) 


https://www.wsws.org/en/articles/2015/09/26/flin-s26.html 






« Lead is a potent neurotoxin with lifelong, 
multigenerational impacts 

• Blood lead levels (BLL) 5 ug/dL or more 
considered elevated blood lead levels (EBLL) 

• Just a few years ago (2012), 10 ug/dL was cutoff 

• NO safe blood lead level 

• Disproportionately impacts low income and 
minority children 

• Primary prevention is most important FU^LEY 



I-LRLEY 


Primary Prevention 


“Because no measurable level of blood lead is 
known to be without deleterious effects, and 
because once engendered, the effects appear to 
be irreversible in the absence of any other 
interventions, public health, environmental and 
housing policies should encourage PREVENTION 
of all exposure to lead.” 


“Low Level Lead Exposure Harms Children: A Renewed Call for Primary 
Prevention.” 2012 CDC Advisory Committee on Childhood Lead Poisoning 
Prevention. 


I-LRLEY 






* Vast evidence supports increased likelihood of: 

• Decrease in IQ 

• An increase in BLL from 1 to 4 ug/dL, drops mean IQ -3.7 points 

• Small change in mean IQ, shifts entire population IQ 
distribution 


Reduces high achievers IQs (>130) and increases kids with low 
. IQs (<70) 

Implications for early intervention, special education services, 
employment, incarceration, life achievement, etc 


Lanphear BP et al. , Low-level environmental lead exposure and children's intellectual function: an international pooled analysis. 
Environ Health Perspect, 2005. 113:894-9 

Fewtrell LJ, Pruss-Ustun A, Landrigan P, and Ayuso-Mateos JL, Estimatingthe global burden of disease of mild mental retardation 
and cardiovasculardiseases from environmental lead 
exposure. Environmental Research, 2004. 94:120-33. 
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Increased likelihood of : 

ADHD behaviors 

• Delinquent behaviors and arrests 

* Total arrests and increased rates of arrests involving 
violent offenses 


• Other health effects: hematologic, cardiovascular, 
immunologic, endocrine, etc ;;;1 


Wright, JP, KN Dietrich, MD Ris, et al. 2008. Association of prenatal and childhood blood lead concentrations with criminal arrests in early 
adulthood. PLoS Med 5(5): e101 

Chen, A, B Cai, KN Dietrich, et al. 2007. Lead exposure, IQ, and behavior in urban 5-7 year-olds: Does lead affect behavior only by 
lowering IQ? Pediatrics 119(3): e650-e658. 

Needleman, HL, C McFarland, RB Ness, et al. 2002. Bone lead levels in adjudicated delinquents: A case control study. Neurotoxicology 
and Teratology 24(6):71 1-717. 
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“For childhood lead poisoning, $5.9 billion in medical care 
costs, as well as an additional $50.9 billion (sensitivity 
analysis: $44.8-$60.6 billion) per year in lost economic 
productivity resulting from reduced cognitive potential from 
preventable childhood lead exposure.” 


“The present value of Michigan’s economic losses 
attributable to lead exposure in the 2009 cohort of 5 year- 
olds ranges from $3.19 (using U.S. blood lead levels) to 
$4.85 billion (using Michigan blood lead levels) per year in 
loss of future lifetime earnings.” 


Leonardo Trasande and Yinghua Liu. Reducing The Staggering Costs Of Environmental Disease 
In Children, Estimated At $76.6 Billion In 2008. Health Affairs, 30, no. 5 (201 1):863-870 
The Price of Pollution: Cost Estimates of Environment-Related Childhood Diseases in Michigan. 
2010 Report by Michigan Network of Children’s Environmental Health 
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Not what medicine/public health used to 
® Lead paint obsessed 
* "drinking through a lead painted straw" 


Soluble metal - ingestion via particulate or 
dissolved in water 

Drinking and cooking risks 




* Disproportionally impacts developmentally- 
vulnerable formula-fed infants 

* For about 25% o f infants drinking formula made from tap 
water at 10 ppb, blood lead would rise >= 5 ug/dL 

Significant risk to unborn babies 

** Increase in fetal deaths and reduced birth weights 


Triantafyllidou, S., Gallagher. D. and Edwards, M. Assessing risk with increasingly stringent public 
health goals: the case of water lead and blood lead in children. Journal of Water and Health, doi: 

1 0.2 166/wh.201 3.067 58-68 (2014). 

Edwards, M. Fetal Death and Reduced Birth Rates Associated with Exposure to Lead-Contaminated 
Drinking Water. Env. Sci. and Tech. 2013 DOI: 10.1021/es4034952 
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Methods 




• HMC IRB approved 

• Data from all blood lead levels processed at Hurley 
Medical Center 

• ZIP code based 

• Two periods of comparison (same seasons): 

» PRE-SWITCH: January 1, 2013 - September 15, 2013 

» WATER SWITCH APRIL 26, 2014 

» POST-SWITCH: January 1, 2015 - September 15, 2015 

Analyzed % Elevated Blood Lead (EBLL) 

*EBLL = Blood lead Levels >= 5 ug/dL 
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Analysis 
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Flint results for children 5 years and under: 
PRE-SWITCH % EBLL: 2.4% 
POST-SWITCH % EBLL: 4.9% 

p < 0.05; STATISTICALLY SIGNIFICANT CHANGE 




• N= 

• N= 


1473 for Flint water children (pre n=736, post n=737) 

2202 for non-Flint water children (pre n=1210, post n=992) 
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Focus on high WLL 
wards (5, 6, 7); ie., those 
with high water lead 
levels 


Results: 

- PRE-SWITCH % EBLL: 4.0% 

- POST-SWITCH % EBLL: 10.6% 

- p < 0.05; STATISTICALLY 
SIGNIFICANT CHANGE 


Note: Hot spots 
between wards/zips 
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% of children with EBLL in Flint zips increased 

Most striking increase in areas with highest water lead 
levels 

• Results significantly underestimate exposure: 

• Infants not screened for lead 

• BLL may have peaked before being measured (blood 
half life 20-30 days) 

Kids exposed in different settings throughout city 

« Widened disparities 

* Failure of primary prevention 

HLRLEY 




What happened next? 



Sept 25 City of Flint Lead Health Advisory 
*Sept 29 GCHD Health Advisory 
Oct 1 GCHD Public Health Emergency 
Oct 2 State filter program, increased water 
testing, expedited corrosion control 

• Oct 3 First filter distribution 

Oct 8 Three schools toxic WLL, announced 
reconnection to DWSD 

Oct 16 Water switched back to DWSD 

btRLEY 
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"A team of researchers at Wayne 
State University have discovered that 
mothers with high levels of lead in 
their blood not only affect the fetal 
cells of their unborn children, but 
also their grandchildren. " 
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Preventable population-wide exposure 
« Community traumatized 

Loss of trust in government and agencies 

* In 2015, in the middle of the great lakes, no 
guarantee of safe drinking water 

Ongoing public health emergency 
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Currently identifying/labeling exposed 
population 

Cohort includes all children less than 6 years 
who at any time lived in Flint water limits 
(geocoded) from April 2014 to end date 
unknown (extend 9 months for fetal exposure) 

* Per census data, approx. 8,000-9,000 children 
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ACEs are potentially traumatic events that can have 
negative, lasting effects on health and well-being. 

Also referred to as toxic stress or childhood trauma. 

As number of ACEs increase, the risk for health 
problems increase in a strong and graded fashion. 

An ACE score of 6 or more results in a 20 year 
decrease in life expectancy. 


CDC ACE study 

Kaiser Permanente from 1995 to 1997 with more than 
17,000 participants. 

hLRLEY 
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https://casaofsantacruz.wordpress.com/2014/10/08/continuing-education-webinar-how-toxic-stress- 

impacts-cas-children-families-communities-2/ 




and Social Problems 
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Adoption of 

Health-risk Behaviors 


Social, Emotional, and 
Cognitive Impairment 


Disrupted Neurodevelopment 


Adverse Childhood Experiences 


Mechanisms by Which Adverse Childhood Experiences 

Influence Health and Well-being Throughout the Lifespan 


http://www.cdc.gov/violenceprevention/acestudy/ 



http://developingchild.harvard.edu/science/deep-dives/gene-environment-interaction/ 
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Many chronic diseases/disparities in 
adults are determined decades earlier, by 
experiences in childhood (0-6 critical) 
Lead exposure is an ACE/toxic stress 
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Assess the impact of the exposure 

• Health impact 

* BLL 

• Longitudinal neurodevelopmental f/u 

*** Cord blood Pb, brain injury markers, epigenetics 
** Retrospective fetal deaths, IUGR 

• Nutrition impact 

* Psychosocial impact 

« Water quality/infrastructure impact 

Continued monitoring 

* Academic/public health collaborations hLRLEY 
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ary Prevention 


Unique opportunity to be proactive, to 
regain public trust, and to buffer impact 
of exposure 
^ Short Term 
• Long Term 
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Consistent, coordinated, multi-method, trusted 
messaging/education/risk communication/PSAs 

Need for central command/hub/emergency 
response 
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Water still not safe (public health emergency) 
Corrosion control optimization 
Ongoing risk from scale disruption 

Door to door filter/replacement distribution 
* # filters distributed approx 1/3 of homes 


• Public education re water precautions (filters, 
flushing, cold water, cooking, infants, etc) 

* Lead plumbing 
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http://pediatrics.aappublications.Org/content/129/l/e232/F2.expansion.html 







^ Medical/Health 
* Nutrition 
Education 
Caregiver capacity 
Water quality 


hLRLEY 
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« Support and education for primary care providers regarding 
aggressive long-term neurodevelopmental screening & testing 

Improve access to Developmental and Behavioral (DBP) specialists, 
pediatric psychologists, pediatric psychiatrists 

* Preemptive referral to mental health/toxic stress screening 

* Support capacity buliding and/or incentivize recruitment to allow Gensee 
Health System (CMH) to buil this capacity which is currently needed and 
lacking 

Increase recognition and education regarding trauma informed 
care, social determinants of health (SDOH) 

Consider health fund/enrollment in Children's Special Health Care 
Services (CSHCS) for exposed kids to cover long-term needs 

hLRLEY 
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Expand state-funded Genesee Health System 
(CMH) services 

• Infant Mental Health (30 capacity) 

• Child case management 

• Home-based services 

w Trauma informed care - trauma focused CBT 



Secondary Prevent 
Medical/Health 
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Role of Medicaid HMO plans: 

• Support to drive patients to medical home: 
enhanced transportation, case management, 

HEDIS monitoring, pt incentives, mental health 
access, etc 

* Reimbursement for integrated social work, 
registered dietician, mental health services, OT/PT 
services 

“ Encourage collaboration/mandate support of 
Genesee Children's Healthcare Access Program 

( CHAp ) hgrley 





Transportation 
Social work 
WIC RD/Nutrition 
Peds Psychology 
Training site 
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HOSPITAL 
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Short-term mitigation/protection 
** Promotion/education of Iron, Calcium, Vit C diets 

Promote enrollment and participation in pre-existing 
nutrition resources (WIC, SNAP, DUFB, MTA) 

Expand WIC eligibility, access (co-locate with PMD), 
benefits 






Improve food access/security efforts via subsidies, 
pilots - grocery stores, mobile groceries, urban 
farming, etc 
* Buy/limit liquor licenses 

Invest in breastfeeding promotion, education, and 
support services 


Secondary Prevention 

Education 

: - : . ,, . •. 

Subsidize quality childcare options 

Automatic referral/assessment by Early Intervention 
(Early On) 

Enroll all in early head start, head start 
w Universal Pre-school/Flint Pre-Promise 

Strengthen special education capacity/trained 
personnel 
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Invest in school health/wellness/behavioral health 

School nurse:student ratio - Ml ranked worst in country 
' 1:750 recommended 

* 1:6,500 Flint 

Place MDHHS employee at every school 

Model lead safe school campaigns 

i Proactive water testing, lead plumbing investigations 

• Lead mitigating school nutrition 
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https://www.aap.org/en-us/advocacy-and-policy/federal- 

advocacy/Documents/Panel%202%20-%20Marks%20RWJF%20Presentation.pdf 
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Toxic stress and resilience 

"Strong, frequent, and/or prolonged 
activation of the body's stress-response 
system in the absence of the buffering 
protection of a supportive, adult 
relationship." 


Shonkoff, J & Garner, A. (2012) The lifelong 
effects of early childhood adversity and toxic 
stress. Pediatrics, 129(1). 232-246. 
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Need to support parents and programs to 
improve parenting skills 

Evidence-based parenting programs 


• Incredible Years (HCH AAP Grant) 

* Triple P 

y Everyday Parenting 

* Adventures in Parenting 

• Home visiting programs 

• Strengthening Families Framework 

* Maternal Infant Health Program (MIHP) 

• Healthy Start 

* Nurse Family Partnership (NFP) 
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56% reduction in emergency room visits for accidents and 
poisonings in the second year of the child's life 

50% reduction in behavioral problems when the children enter 
school. 


48% reduction in state-verified reports of child abuse and 
neglect by child age 15 


39% fewer healthcare encounters for injuries or ingesions in the 
first two years of life 

Increase in language scores 


"Nurse-Family Partnership" Early Childhood, Social Programs That 
Work, Coalition for Evidence-Based Policy 
hVp://evidencebasedprograms.org/wordpress/?page_id=57 
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Increase support for state-funded NFP, Healthy 
Start and MIHP 

* Hurley-run NFP capacity for 100 
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Opportunity to model best practices for lead in 
water monitoring to protect public health rather 
than a focus on minimum compliance 

« EPA Flint Safe Drinking Water Taskforce 

Flint will change water source and treat water 
again once connected to KWA (2016), should 
not be rushed 

Full lead plumbing replacement (can be 
targeted) 

HLRLEY 
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Primary prevention failed 

Preventable population-wide exposure 
Secondary prevention must be priority 


^Invest and prioritize in evidence based 
interventions that mitigate exposure and build 
childhood resilience 

M Ages 0 to 6 years critical for life course trajectory 
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1. Support for emergency response 

2. Increase funding/capacity for home visiting 
maternal-infant support programs 

3. Guarantee Flint Pre-Promise (3-5 year quality 
early education) 

4. Fund RN in every Flint school 

5. Encourage innovative Medicaid HMO plan and 
medical home initiatives (ie: CHAP) 
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It's easier to build strong children 
than to repair broken men. 


Frederick Douglass, 1855 
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Harvard Center for Developing Child 

• http://developingchild.harvard.edu/ 

AAP Toxic Stress Resources 

• https://www.aap.org/en-us/advocacy-and-policy/aap-health- 
initiatives/EBCD/Pages/Public-Health-Approach.aspx 

Strengthening Families: A Protective Factors 
Framework 

• http://www.cssp.org/reform/strengtheningfamilies 

CDC ACE Study 

* http://www.cdc.gov/violenceprevention/acestudy/ 

Pediatrics articles 

* AAP Policy Statement: Early Childhood Adversity, Toxic Stress, and the Role of the 
Pediatrician: Translating Developmental Science Into Lifelong Health 

* AAP Technical Report: The Lifelong Effects of Early Childhood Adversity and Toxic Stress 
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From: 

Etue, Kriste (MSP) 

Sent: 

Tuesday, December 15, 2015 6:30 AM 

To: 

Hollins, Harvey (GOV); Baird, Richard (GOV) 

Cc: 

Kelenske, Chris (MSP) 

Subject: 

Fwd: Water Donation 

FYI. 



Are you hearing that the new Mayor wants to declare a local emergency on this water issue? 

The below article is reference the water we were able to identify from FEMA. 

Emergency Management/Preparedness Sector 

FEMA Sends 28.000 Liters of Bottled Water to Flint amid Lead Troubles 
( MLive ) 

Flint, Michigan: The federal government is helping to replenish the bottled water supply in Flint. Two trucks 
delivered about 28,000 liters of water from the Federal Emergency Management Agency to the Food Bank of 
Eastern Michigan today, Dec. 14. The water will then be donated to "partner agencies" in the city of Flint who 
will distribute the water to residents. Cassie Ringsdorf, a FEMA spokeswoman, said the agency maintains 
commodity stockpiles at warehouses around the country and makes them available. "These commodities are 
available for use, within hours, should an incident occur that requires support from FEMA," Ringsdorf said in 
an email to The Flint Journal-MLive. A news release from the Food Bank credited Michigan State Police Lt. 
Billie Jo Roach with having identified the availability of the water from FEM A. Flint remains in a public health 
emergency and officials have said residents should not drink unfiltered tap water because of rising lead levels 
while the city used the Flint River as its water source from April 2014 until October 2015. The Journal could 
not immediately reach a representative of the MSP Emergency Management and Homeland Security Division 
for further comment. FEMA said the Food Bank claimed two truckloads of water and agreed to pay all 
transportation costs associated with the donation. 

Sent from my iPhone 
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From: 

Ken Sikkema <ksikkema@pscinc.com> 

Sent: 

Tuesday, December 15, 2015 11:09 AM 

To: 

Hollins, Harvey (GOV) 

Subject: 

Flint Water Advisory Task Force 

Harvey: 



Are you available to attend Flint Water Advisory Task Force meeting tomorrow morning? We meet from 
9:30am-12:00 noon.. 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@pscinc. com 
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From: 

Sent: 

To: 

Subject: 

Attachments: 



Thursday, December 17, 2015 10:24 AM 
Hollins, Harvey (GOV) 

[FWD: Letter Press release] 

FWATF letter to GovernorSnyder.pdf; 15.12.15 Flint Task Force Letter.pdf 


Harvey 

Forgot to add you on this email. 

Chris De Witt 

De Witt Communications 

P.O. Box 4952 

East Lansing, MI 48826 

517-339-1700 office 

iiiflMHMcell 


Original Message — 

Subject: Letter Press release 
From: 

Date: Thu, December 17, 2015 9:45 am 
To: "Dave Murray" < MurravPl@rnichiaan.QQy > 

Dave-here is what we are sending out 
December 17, 2015 
Contact: Chris De Witt 


Flint Water Advisory Task Force Initial Recommendations 

Lansing, MI— The Flint Water Advisory Task Force today released a letter recently 
sent to Governor Rick Snyder, and the Governor's response, regarding initial 
recommendations to address health protection challenges with the Flint water 
supply. Copies of the letters are attached. 

"We felt it was imperative to make these initial recommendations to help address 
the water crisis in Flint instead of waiting until our final report is submitted," said 
FWATF Co-Chair Chris Kolb. "We appreciate the prompt acceptance of our request 
for action by the Governor and see it as a step forward." 

"The Task Force has been holding a number of fact finding interviews with 
individuals and groups that have pertinent information about what happened in 
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Flint," FWATF Co-Chair Ken Sikkema stated. "While the Task Force is far from 
done with our work, the initial review has presented a very disturbing situation 
that will require many actions to help those that have suffered. We saw no reason 
to wait until the final report to make these initial recommendations. We also 
anticipate that we will made additional recommendations prior to the final 
report." 

The FWATF letter included in part: 

"One primary concern we have at this point is that the current efforts appear to 
be taking place in the absence of a larger project coordination framework that 
measures results and clearly delineates responsibilities for continuing actions to 
protect public health. We believe the state is best positioned to facilitate this 
larger framework, which should address the following: 

1. The need for MDHFIS and MDEQ— and, possibly, other state agencies--to 
set goals for actions in collaboration with local and federal agencies and 
organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely 
fashion and for contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and 
stakeholder groups regarding action steps and updates. 

We also believe it important that a single person or entity— potentially 
independent of any one particular state agency and mutually agreeable to this 
Task Force and you. Governor— be established to provide effective coordination of 
ongoing activities and reporting on the status of mitigation measures. For this, we 
also believe a readily understood "dashboard" should be developed that reports 
on the goals, timelines and assignments. This will enable members of the Flint 
community, public health providers, and state agencies to know about the status 
of the Flint water crisis mitigation program, as well as promote coordination and 
accountability. The Task Force is prepared to assist in the development of that 
dashboard." 


The full FWATF report is expected to be completed in early 2016. 

Members of the Task Force include: 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine 
at the University of Michigan Health System and professor of public policy at the 
Gerald R. Ford School at the University of Michigan, having joined the faculty in 
2000. Davis also is a professor of health management and policy at the School of 
Public Health. He previously served as the chief medical executive of the Michigan 
Department of Community Health/Department of Health and Human Services. 

Chris Kolb is president of the Michigan Environmental Council, a statewide 
coalition of 70 environmental, public health and faith-based nonprofit groups. 
Before joining the MEC, Kolb represented Ann Arbor in the state House for six 
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years and served six years on the Ann Arbor City Council. He has been president 
of the MEC for six years. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of 
the Mott Children's Health Center. He received his medical degree from Howard 
University College of Medicine and has been in practice for 36 years. He has 
served as president of the Genesee County Medical Society and the Michigan 
Chapter of the American Academy of Pediatrics. He has been honored for his 
humanitarian and advocacy efforts on behalf of children from the Community 
Foundation of Greater Flint. 

Eric Rothstein is a national water issues consultant and principal at the Galardi 
Rothstein Group. He served as an independent advisor on the creation of the 
Great Lakes Water Authority. Rothstein also has served as Jefferson County, 
Alabama's rate consultant and municipal adviser for litigation related to the 
county's bankruptcy and issuance of $1.7 billion in sewer warrants and led 
strategic financial planning for the City of Atlanta's Department of Watershed 
Management. He has more than 30 years of experience in water, wastewater and 
stormwater utility finance and rate-making assessments. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he 
specializes in public finance, environment, and energy policy. Prior to joining the 
firm, Sikkema served in both the Michigan House and Senate, culminating with 
four years as Senate majority leader. He has also served as both an adjunct and 
visiting professor at Grand Valley State University. 

The FWATF was formed by Governor Snyder to review actions regarding the Flint 
water system and offer recommendations both for Flint and Michigan to protect 
the health and safety of state residents. 


Chris De Witt 

De Witt Communications 

P.O. Box 4952 

East Lansing, MI 48826 

517-339-1700 office 
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December 7, 2015 


Dear Governor Snyder: 


On Wednesday, November 18, 2015, the Flint Water Advisory Task Force met with representatives of 
the Michigan Department of Environmental Quality (MDEQ) and the Michigan Department of Health 
and Fluman Services (MDHHS) to discuss elements of the 10-point Action Plan designed to address 
various issues related to the ongoing public health protection challenges precipitated by lead in the Flint 
water supply. These discussions were held at our request as part of our task to make recommendations 
to prevent a similar occurrence in Flint or elsewhere, and also to monitor ongoing mitigation efforts. 

Subsequent to those meetings, on Tuesday, November 24, 2015, members of the Task Force 
participated in a conference call with yourself, members of the Administration, and representatives of 
these agencies to discuss the progress to date on the 10-point Action Plan, as well as several other 
related issues. 

We want to acknowledge the steps that have already been taken to implement the action plan, 
specifically in the areas of outreach efforts to facilitate blood lead testing for children, communication 
with health care providers in the Flint community about the importance of testing children for lead, and 
the training of additional public health nurses in the Genesee County Health Department. We do 
believe, however, that additional steps need to be taken to reach additional children for blood lead 
testing, assure proper follow-up with children found to have elevated blood lead levels, and to continue 
water testing. We will continue to assess state and local efforts and make recommendations regarding 
specific steps that we believe are warranted. 

One primary concern we have at this point is that the current efforts appear to be taking place in the 
absence of a larger project coordination framework that measures results and clearly delineates 
responsibilities for continuing actions to protect public health. We believe the state is best positioned to 
facilitate this larger framework, which should address the following: 

1. The need for MDFIHS and MDEQ— and, possibly, other state agencies--to set goals for actions in 
collaboration with local and federal agencies and organizations. 

2. The need for a set of corresponding timelines for the goals. 

3. The need to establish responsibility for meeting the goals in a timely fashion and for 
contingency plans for the state if the goals are not being met. 

4. The need for clear, regular communication with the Flint community and stakeholder groups 
regarding action steps and updates. 

We also believe it important that a single person or entity— potentially independent of any one 
particular state agency and mutually agreeable to this Task Force and you, Governor— be established to 
provide effective coordination of ongoing activities and reporting on the status of mitigation measures. 
For this, we also believe a readily understood "dashboard" should be developed that reports on the 
goals, timelines and assignments. This will enable members of the Flint community, public health 
providers, and state agencies to know about the status of the Flint water crisis mitigation program, as 



well as promote coordination and accountability. The Task Force is prepared to assist in the 
development of that dashboard. 

We believe it is vitally important that trusted members of the Flint community be engaged in 
communication on this issue, as well as the distribution of information conveyed by our suggested 
dashboard reporting. Accordingly, in advance of our final report, we would like to ensure the 
independent coordinator suggested above engage trusted community groups to begin rebuilding 
community trust in state actions. 

We appreciate your personal interest in this issue, commitment to assisting the Task Force in our 
review, and— most importantly— commitment to ensuring that the full measure of state resources are 
brought forward to protect the public health in Flint and throughout the state. 

Respectfully yours, 


Flint Water Advisory Task Force: 

Dr. Matt Davis 

Chris Kolb 

Dr. Larry Reynolds 

Eric Rothstein 


Ken Sikkema 



RICK SNYDER 
G0VBRNOR 
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S tate of Michigan 
EXECUTIVE OFFICE 
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BRIAN GALLEY 
LT, GOVERNOR 


December 15, 2015 


Dear Flint Wafer Advisory Task Feme; Members! 

Thabk you for your correspondence on Dec, 7, and, most importantiy, for your hard 
work to promote: pybiio health and: protect our residents as we move ferward, Tour 
efforts are both respected and appreciated. 

As acknowledged in your letter, we have taken many steps to address the challenges in 
Flint as they relate to reducing lead exposure. I am pleased to see the progress since 
October, and recognize there is more work that must be done to ensure that this 
progress continues, 

At tha state level, there has been a confluence of efforts between Departments of 
Environmental Quality and the Department of Health and Human Services to coordinate 
with the Genesee Qouniy Health Department, iocal schools, and our partners in the 
nchrproit txtmmurtfty: 

These partners are making progress, and we know we must always strive to improve 
practices and communication for Continual improvement 

You make a solid recommendation to establish a person whois independent of any one 
of the involved state agencies to serve as the point person to coordinate the ongoing 
work. J am recommending that Harvey Hollins, director of the Office of Urban Initiatives, 
carry out this effort. Harvey is well-versed in the issues and the challenges faced by our 
cities and will be effective in this role. Senior members of our executive foam will 
continue to; engage with your task force and provide direction and support to Harvey to 
ensure you will hive continued support and cooperation, We also have retained Chris 
DeWitt, a veteran communications specialist, tostrengf hen comrourilfy outreach efforts 
to make sure; residents have access to the information they need, 

1 also support your auggesf on of a daslpoprii to make information about our work and 
progress more accessible to the Flint community. These are critical measuresthat can 
be used as we look the challenges and progress in Flint, but also; can fee a part of efforts 
moving: fb ward in other areas of our state. it’s important that people have confidence 
that we are working to address any problems and will take the necessary actions to 
improve interaction among city, state and federal agencies. We also will continue to 
work with the medical community to consider how we can work together on wraparound 
needs of childrini who might experience health problems. 


GLOHGL W. HOMNEY BUILDING «: 111 SOUTH CAPIIOI. AVENUE «: l.ANSWG, MICHIGAN 48SQ9 

www.michidan.gov 


December 15, 20 IS 
Pag&i 


People in Flint and across our state deserve safe, clean water, i fqfee 

conceit that the water coming out if their tap is safe fir their families. Anil t want them 
to trust that their government;- at all levels;- is working effectively to protect them. 

I thank you again for investing your time and expertise in this; vitally important effort. 

Sincerely, 



Rick Snyder 

Governor 



From: 

Sent: 

To: 

Subject: 


Dave Waymire 

Friday, December 18, 2015 2:18 PM 
Hollins, Harvey (GOV) 

anything we can help with on Flint Water, let me know 


Tough job, but I'm not telling you anything you don't know. I know Flint pretty well (worked at Journal many moons ago; 
my wife's family lives in the area). Let us know if we can be of assistance. 



Martin 

Waymire 


David Waymire 
Partner 

O: 517-485-6600 

..nx-n Jilii i? y iro ix.'ft : 





From: 

TonyGramerB _ • 

Sent: 

Friday, 

To: 

Hollins, Harvey (GOV) 

Cc: 

Larry Winokur; Ice 3 Lou Gramer; Geoff Eisenacher 

Subject: 

New Position 

Harvey, 



Congratulations on being appointed to head up the task force to resolve the Flint water 
problem. It’s a huge undertaking but we know you are up to resolving the problem. As 
we stated in our meeting we can help you with your funding needs and would like to 
discuss that with you once you get into the problem and are ready to attack that side of 
it. We can also help you with analyzing the resolve if you need to go the private 
sector. Good luck on the endeavor and should you want to discuss it further please let 
me know. The best to you and yours for the upcoming holidays. 

T 
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From: 

BG Moore (UST, USA) 

Sent: 

Monday, December 21, 2015 4:56 PM 

To: 

Hollins, Harvey (GOV) 

Cc: 

Myra Ford (UST, USA) 

Subject: 

FW: Snyder names state urban initiatives director to lead Flint water crisis response 
Crain's Detroit Business 


Congratulations Harvey! When you need to get a job done, you send in your best. I can see the Governor did just that, 
Hope you are having a great holiday season. 

Merry Christmas! 

BG Moore 

Front: Myra Ford Jenkins 

Date: December 21, 2015 at 1: 16:30 PM EST 

Subject: Snyder names state urban initiatives director to lead Flint water 
crisis response - Crain's Detroit Business 

http://www.crainsdetroit.com/article/201 5121 7/NEWSO 1/1 5121981 1/snyder- 

names-state-urban-initiatives-difector-to-lead-flint-water?X- 

Ignorellser Agent™ 1 &X-IgnoreUser Agent- 1 

Sent from my iPhone 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Baird, Richard (GOV) 

Wednesday, December 23, 2015 1:04 PM 
Hollins, Harvey (GOV) 

Role 

FLint Outline of Role and Responsibility. docx 
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Outline of Role and Responsibility— Harvey Hollins 

Flint After Action Task Force and Local/County/State Coordination 

Key Activities Draft 


I. Confirm key stakeholders that should convene on a regular basis to do the following: 

a. Identify resources and support required to manage continued testing, cognitive 
assessment, updates on progress, impediments, community outreach, etc. 

b. Assess delivery of resources protocols and adjust (door to door, neighborhood centers, 
etc.) 

c. Agree a communications strategy within the stakeholder community and aggressively 
inform the residents of Flint of resources available and consequences of inaction. 

II. Create a short/medium and long term plan to capture roles and responsibilities at the local, 
county, state (and federal if appropriate) levels which will be reviewed and approved by the key 
stakeholder body. 

III. Be responsive to mayor, media, residents and all stakeholders about what currently is being 
done and how the way forward is being envisioned and agreed by stakeholder leadership. 

IV. Work to eliminate duplication of effort and ensure that members of the science community 
engaged in assessing and protecting the public health have unfettered access to data, reports, 
etc. and establish a mutually agreeable process to surface and resolve conflicting interpretations 
of data when it occurs. 

V. Coordinate with State departments (DHHS, DEQ, Executive Office) to secure funding needed and 
subject matter resources to ensure long term monitoring and remediation efforts. 

VI. Ensure that the recommendations of the After Action Task Force are executed. 

VII. Provide weekly status updates to Governor Snyder and members of his team charged with 
supporting the Chief Coordinator. 

VIII. Determine how what is being done in Flint is relevant to other communities and needs to be 
shared as part of a state wide strategy. This may also impact future policy development to 
address long term infrastructure remediation. 



From: 


Sent: 

Monday, January 04, 2016 6:59 AM 

To: 

Ken Sikkema 

Cc: 

Baird, Richard (GOV); Hollins, Harvey (GOV) 

Subject: 

Re: DRAFT DOCUMENTS: For Mayor Weaver 

Rich, 



Thanks for sharing this document with us. I agree with both of Ken's points and will add my two-cents as well. 

One point you might want to consider, is that you have identified goals of the FWIACC that appear to be more 
near-term goals or action items. You may want to include an actual stated goal or goals that are more long-term 
or when achieved will determine when the work of the FWIACC is complete. 

"Ensure safe drinking water for the residents of Flint, access to health and wrap-around services for all impacted 
children; ensure safe and reliable drinking water when the implementation of the switch to the KWA water 
source occurs; and, address long-term infrastructure needs, including replacement of lead service lines, for both 
the treatment and distribution of safe drinking water in Flint." 

I think the Mayor will be interested in how this process will produce results; bring needed resources; correct the 
water situation in Flint; provided the necessary access to health services, et al., to mitigate the impact on 
children; and, move the City to self-governance. 

It will be very important to listen to what the Mayor has to say and help to address her needs to provide 
resources and services to her community, and be more than willing to modify the plan based upon her input. 

Thanks! 

Chris 


On Sun, Jan 3, 2016 at 8:15 PM, Ken Sikkema wrote: 

Rich: 

This looks very good to me at first reading... a couple of thoughts: 

(1) Key is convincing Mayor Weaver that this approach should be supported & embraced regardless of the fate 
of any federal declaration— I. e., this is the "bird in the hand" that is focused on the real on-going health 
needs, versus the federal "bird in the bush" that is not properly focused on long-term needs. 

(2) EO is critical to the success of this... it establishes structure that is inclusive at the same time it can insure 
accountability— benchmarks & metrics need to be included. The EO can create a structure that has the 
potential to be more relevant, effective, and long-term than federal "declaration." 

I like it. 

Ken 


l 



On Sunday, January 3, 2016, Baird, Richard (GOV) <bairdr@;michigan.gov> wrote: 

Ken/Chris: 

We have been working on this since over the holiday break. Governor Snyder asked Harvey Hollins to send 
the proposal draft and draft Coordinating Committee chart to Mayor Weaver a little while ago. 

We intend to stand the Committee up immediately, adjust pursuant to the Mayor's meeting with the Governor 
next week, and use the Executive Order capabilities of the Governor to make this group a structural long term 
body addressing the needs of Flint. 

Call me if you have any questions. Hope you had a good holiday period. 

Thanks, 

Rich 

Sent from my iPad 

From: "Holland, Meegan (GOV)" <HonandM2@,michigan.gov<mai.lto:FfollandM2@tn ich igan.gov» 

Date: January 3, 2016 at 3:23:12 PM EST 

To: "Hollins, Harvey (GOV)" < hoj[insh@michigan.gov<mai ito-hoIlinsh@michigan.gov >> 

Subject: DRAFT DOCUMENTS: For Mayor Weaver 


Meegan Holland 

Director of Communications for Gov. Rick Snyder 
Office: 31 7-335-6397 

Mobile: ■■■■■■■■■ 

Twitter: @meholland 



Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
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Lansing, MI 48933 

517.487.9539 (office) 
517.487.9541 (fax) 
^^^^■(cell) 


Sign up for our Electronic Newsletter! 


www. environmentalcouncil. o rg 

mw.twitter.com/ckolb 

www. twitter, com/mi eben vcoimcil 
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From: 

Baird, Richard (GOV) 

Sent: 

Monday, January 04, 2016 8:19 AM 

To: 

'Chris Kolb'; Ken Sikkema 

Cc: 

Hollins, Harvey (GOV) 

Subject: 

RE: DRAFT DOCUMENTS: For Mayor Weaver 


Thank you both. This is helpful. While nearing final form, this is still a draft and subject to the Mayor's input and 
endorsement which I hope was dear. Agree on all points except the long term infrastructure issues will he a bit out of 
scope for this group. That is going to be more of a iegislative/executive policy and funding effort that will need a lot of 
local input as well. 

Regards, 

Rich 

From: Chris Kolb 

Sent: Monday, January 04, 2016 6:59 AM 
To: Ken Sikkema 

Cc: Baird, Richard (GOV); Hollins, Harvey (GOV) 

Subject: Re: DRAFT DOCUMENTS: For Mayor Weaver 

Rich, 

Thanks for sharing this document with us. I agree with both of Ken's points and will add my two-cents as well. 

One point you might want to consider, is that you have identified goals of the FWIACC that appear to be more 
near-term goals or action items. You may want to include an actual stated goal or goals that are more long-term 
or when achieved will determine when the work of the FWIACC is complete. 

"Ensure safe drinking water for the residents of Flint, access to health and wrap-around services for all impacted 
children; ensure safe and reliable drinking water when the implementation of the switch to the KWA water 
source occurs; and, address long-term infrastructure needs, including replacement of lead service lines, for both 
the treatment and distribution of safe drinking water in Flint." 

I think the Mayor will be interested in how this process will produce results; bring needed resources; correct the 
water situation in Flint; provided the necessary access to health services, et al., to mitigate the impact on 
children; and, move the City to self-governance. 

It will be very important to listen to what the Mayor has to say and help to address her needs to provide 
resources and services to her community, and be more than willing to modify the plan based upon her input. 

Thanks! 

Chris 


On Sun, Jan 3, 2016 at 8:15 PM, Ken Sikkema wrote: 
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Rich: 


This looks very good to me at first reading... a couple of thoughts: 

(1) Key is convincing Mayor Weaver that this approach should be supported & embraced regardless of the fate 
of any federal declaration— I. e., this is the "bird in the hand" that is focused on the real on-going health 
needs, versus the federal "bird in the bush" that is not properly focused on long-term needs. 

(2) EO is critical to the success of this.... it establishes structure that is inclusive at the same time it can insure 
accountability— benchmarks & metrics need to be included. The EO can create a structure that has the 
potential to be more relevant, effective, and long-term than federal "declaration." 

I like it. 

Ken 


On Sunday, January 3, 2016, Baird, Richard (GOV) <bairdr @ michi ga n . go v> wrote: 

Ken/Chris: 

We have been working on this since over the holiday break. Governor Snyder asked Harvey Hollins to send 
the proposal draft and draft Coordinating Committee chart to Mayor Weaver a little while ago. 

We intend to stand the Committee up immediately, adjust pursuant to the Mayor's meeting with the Governor 
next week, and use the Executive Order capabilities of the Governor to make this group a structural long term 
body addressing the needs of Flint. 

Call me if you have any questions. Hope you had a good holiday period. 

Thanks, 

Rich 

Sent from my iPad 

From: "Holland, Meegan (GOV)" <HollandM2 @ michigan. go v<mailto:HollandM2@michigan.gov» 

Date: January 3, 2016 at 3:23: 12 PM EST 

To: "Hollins, Harvey (GOV)" <hollins h@m ich iga n.g o v<mai).t.o:hollinsh @, mi.chig a .n .go v» 

Subject: DRAFT DOCUMENTS: For Mayor Weaver 


Meegan Holland 

Director of Communications for Gov. Rick Snyder 
Office: 517-335-6397 

Mobile: 

Twitter: @meholland 
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Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 


517.487.9539 (office) 
517487.9541 (fax) 
|(cell) 


Sign up for our Electronic Newsletter! 


mvw.environmental.couticil.org 

mvw.twitter.com/cko lb 

www . twitter . com/michenv counci 1 
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From: 

Sent: 

To: 

Subject: 


Linkedln Messaging <messages-noreply@linkedin.com> 

Tuesday, January 05, 2016 9:53 AM 

Hollins, Harvey (GOV) 

steve sent you a new message 



sieve carmody 


Hello, 

Would you be available for a news media interview about your new job 
overseeing the state's response to the Flint water crisis? 

Steve Carmody 
Michigan Radio 
734 - 904-8265 




Change frequency | Unsubscribe | Help 

You are receiving Messages from connections digest emails. 

This email was intended for Harvey Hollins III, MPP (Director of Urban Initiatives at 
Office of the Governor of Michigan). Learn why we included this. 



© 2016 Linkedln Corporation, 2029 Stierlin Court, Mountain View CA 94043. Linkedln 
and the Linkedln logo are registered trademarks of Linkedln. 






From: 

Sent: 

To: 

Subject: 


Mona Hanna-Attisha <MHanna1@hurleymc.com> 
Tuesday, January 05, 2016 10:31 AM 
Baird, Richard (GOV); Hollins, Harvey (GOV) 
Education 


Happy New Year! 

We are having a brainstorming meeting this Thursday (2pm Flint) regarding the critical role of education in regards to the lead 
exposure. The small meeting {15ish people) will include pediatricians, Mott Foundation, Sen Peters staff, pastors, MSU, Flint 
superintendent, and county early education folks. 

We would welcome anyone from Michigan Department of Education - 1 was thinking about reaching out to Susan Broman from the 
Office of Great Start. But let me know what you think may be best. 

Thanks! Mona 


Mona Hanna-Attisha MD f¥!PH FAAP 

Program Director Pediatric Residency 

Hurley Children's Hospital at Hurley Medical Center 

Michigan State University College of Human Medicine 

Department of Pediatrics and Human Development 

MhannalPhurieymc.com 
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From: 

Sent: 

To: 

Subject: 


Chris Kolb < 

Tuesday, January 05, 2016 11:40 AM 
Baird, Richard (GOV); Hollins, Harvey (GOV) 
Flint Water Advisory Task Force Meeting 


Rich and Harvey, 

Are you both planning on being at tomorrow's Flint Water Advisory Task Force meeting? If so, I will forward 
you an agenda and let you know that the meeting is at our (MEC) office, 602 W. Ionia, Lansing, MI 
48933. Amble parking in the back, enter from the back parking lot. 

Thanks! 

Chris 


Chris Kolb, President & CEO 
Michigan Environmental Council 
602 W. Ionia 
Lansing, MI 48933 

517.487.9539 (office) 

517,487,9541 (fax) 

SfeSftfe^B tcein 

Sign up for our Electronic Newsletter! 


wvsAv.environment.alcouncil.org 
w w \v;i\\;itter,cpnyckolb 
www. twitter.com/michenvcouncii 
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From: 

Baird, Richard (GOV) 

Sent: 

Tuesday, January 05, 2016 12:53 PM 

To: 

Whiston, Brian (MDE) 

Cc: 

Hollins, Harvey (GOV) 

Subject: 

Flint 

Brian, 



Would you consider having someone from MDE attend? Dr. Mona is at the center of our planning for 
remediation in light of the Flint water emergency. Flappy to talk real time. 

Thanks, 

Rich 


Sent from my Verizon Wireless 4G L TE DROID 

Forwarded 

From: Mona Hanna- Attisha 
Date: Jan 5, 2016 10:31 AM 
Subject: Education 

To: "Baird, Richard (GOV)" < hairdr@mi ehi gan . gov >, "Hollins. Harvey (GOV)" < holiinsh@michiaan.gov > 
Cc: 


Happy New Year! 


We are having a brainstorming meeting this Thursday (2pm Flint) regarding the critical role of education in regards to the lead 
exposure. The small meeting {.!.5ish people) will include pediatricians, Mott Foundation, Seri Peters staff, pastors, MSU, Flint 
superintendent, and county early education folks. 


We would welcome anyone from Michigan Department of Education - I was thinking about reaching out to Susan Broman from tf 
Office of Great Start. But let me know what you think may be best. 


Thanks! Mona 


Mona Hanna-Atiisha !YiD IY1PH FAAP 
Program Director Pediatric Residency 
Hurley Children's Hospital at Hurley Medical Center 
Michigan State University College of Human Medicine 
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Department of Pediatrics and Human Development 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Headen, Frederick (Treasury) 
Tuesday, January 05, 2016 4:56 PM 
Hollins, Harvey (GOV) 

Workman, Wayne (TREASURY) 
Flint RTAB 


Do you have a moment sometime this week to discuss a Flint RTAB matter? 




r H Hoi!ins. Harvey ;GOVf < holjinsh@michigan.gov > 

Tue, Jan 5, 2016 at 5:03 PM 

ect:2016-01 -05 Flint Water Governor's Declaration Final. pdf 
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From: 

Kelenske, Chris (MSP) 

Sent: 

Wednesday, December 30, 2015 11:26 AM 

To: 

Baird, Richard (GOV); Hollins, Harvey (GOV) 

Cc: 

Etue, Kriste (MSP); Gorski, Gary (MSP) 

Subject: 

Request for Flint Resource List 


Per your request and our earlier discussion, below is the email I sent to the Flint City Administrator requesting the list of 
resource needs. Anything you can do to get this would be appreciated. 

Chris 


Begin forwarded message: 

From: "Kelenske, Chris (MSP)" < KeienskeC@michigan.gov > 

Date: December 22, 2015 at 8:54:27 AM EST 

To: " nhenderson@cityofflint.com " < nhenderson@cityoffiint.com > 

Cc: "Roach, Billie Jo (MSP)" <RoachB @ roich iga n. go v>. "skammer @ dt y offiint.com" 
<skammer @ cit yo ffiint.com> 

Subject: Needed Resources 

Natasha 

It was a pleasure to meet you yesterday and I appreciate the dialogue we were able to have. It was 
mentioned that Flint has a list of resource needs. Can I get a copy of that list so we can look at ways we 
may be able to assist the City of Flint? 

Chris 

Capt. Chris A. Kelenske 

Deputy State Director/Commander 

Emergency Management and Flomeland Security Division 

Michigan State Police 

4000 Collins Road 

Lansing, Ml 48910 

(517) 333-5042 


A PROUD tradition of SERVICE through EXCELLENCE, INTEGRITY, and COURTESY. 






From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Kelenske, Chris (MSP) 

Wednesday, December 30, 2015 11:37 AM 

Baird, Richard (GOV); Hollins, Harvey (GOV); Etue, Kriste (MSP) 

Gorski, Gary (MSP) 

Fwd: Flint IAP 

IAP Flint Water 2015-12-29.pdf; ATT00001.htm 


I just received the attached. I will review but will be on the road for a few hours. I am having computer issues so let me 
know if this does not come through. 

Begin forwarded message: 


Subject: Flint IAP 

Sirs, FYI, or perhaps you've received this already, but this was just posted in Ml CIMS. 

Tom Weber, PEM 
State Planning Unit Manager 

Emergency Management and Homeland Security Division 

Michigan State Police 

4000 Collins Road 

Lansing, Ml 48910 

Mobile: BSjjgjjSKl 

"A PROUD tradition of SERVICE through EXCELLENCE, INTEGRITY, and COURTESY" 
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CITY OF FLINT 

INCIDENT ACTION PLAN 

STATE OF EMERGENCY 


Objectives: 


To provide short term relief and long term solutions in addressing the man-made emergency of 
increased lead levels in the City of Flint (the "City") water system resulting from the switch to Flint River 
as the City's water source as well as the threat to public health related to elevated blood lead levels in 
Flint residents, without interruption of the provision of public safety and other essential public services. 
Due to the fluidic nature of emergencies and the complexity of the City of Flint's declared emergency, 
this plan serves as a framework and may be altered as the emergency develops. 

The Response Framework 

The purpose of this plan is to organize efforts on behalf of the city to assess the extent of the City's 
infrastructure needs and risks to public health, provide immediate relief to those who are at risk, and 
establish long term solutions. In addition, the city must ascertain what immediate relief and long term 
solutions the City is capable of implementing based on what resources are available. For any activities 
that are beyond the resource capacity of the City, external sources of funding, supplies, and manpower 
must be sought. 

There are a number of steps that must be taken in accordance with the Flint Emergency Support 
Operations Plan (SEOP), in order for the City to be compliant with the Genesee County Emergency 
Action Guidelines. These include the activation of the Incident Management Team, the Emergency 
Operation Center, and the sharing of essential documents with the County, including this plan. 
Information must also be shared by the City's Public Information Officer on a regular basis, as required 
by the SEOP. 

This plan calls for the provision of immediate relief to those at risk in our community. Special 
consideration must be given to residents who belong to underserved groups, such as those who are 
homebound, undocumented, in poverty, etc. Additional consideration must also be given to the 
equitable provision of services throughout our community in order to equally protect the health and 
safety of every member of our community. 

Implementation of this plan is to be conducted by the Incident Management Team, which will monitor 
the effective delivery of goods and services in order to address the conditions of the emergency. 

Understanding the Issue: 

October 1, 2015, the Genesee County Health Department issued a Public Health Emergency after 
elevated blood-lead levels were found among children in the City of Flint. This incident correlates with 
elevated levels of lead found in the City's drinking water after the City switched water sources in April of 


2014 to the Flint River. The scope of this problem appears to be limited to Flint City Water Customers 
and their dependents. Public agencies from several levels of government, as well as charitable, nonprofit 
organizations have partnered with the City to provide immediate relief to Flint residents, including the 
expansion of health services, the provision of bottled water and NSF rated water filters. The city is also 
seeking long term infrastructure improvements to eliminate lead and other contaminants from the 
water system. 

Gov. Rick Snyder appointed a task force to review "actions regarding water use and testing in Flint" and 
to make recommendations for future guidelines: Members of the state task force are Ken Sikkema of 
Public Sector Consultants, Chris Kolb of the Michigan Environmental Council, Dr. Matthew Davis of the 
University of Michigan Health System, Eric Rothstein of the Galardi Rothstein Group and Dr. Lawrence 
Reynolds of Mott Children's Health Center. 

In an effort to halt the further escalation of this crisis, the City returned to receiving its water from the 
Detroit Water and Sewerage Department (DWSD) on October 16, 2015. Since that time, additional 
corrosion control program has started, estimating a reduction of lead levels over the next six months. In 
light of these efforts, concerns surrounding the quality of water and health of the residents persist to 
the point that Mayor Karen Weaver declared a State of Emergency on December 14, 2015 so as to 
resolve this crisis once and for all. 

The current challenge facing the City is providing immediate relief and long term solutions of the quality 
of the water and health of residents while the City remains in a financially critical condition. It is hoped 
and expected that higher levels of government recognize this emergency as it pertains to the condition 
of the City's infrastructure and health of its residents, and do all things necessary to assist the City in the 
provision of relief and the execution of capital improvement projects that will eliminate the causes of 
this emergency. 

Enhancing Understanding: 

Information Collection 

Essential Elements of Information (EEls) can be qualified as the City's water tests containing lead results, 
the verification of lead water lines (both public and private), and health information. Water testing is 
performed by the City's water plant in cooperation with the MDEQ.. The verification of lead water lines is 
being handled by University of Michigan Flint, who is currently digitizing the City's water line 
information and PSI Engineering, who is initiating the effort to verify lead lines by excavating an initial 
150 residential lines. This information allows the Incident Management Team to assess the current 
condition of the emergency by way of determining the water quality and the condition of the water 
distribution infrastructure. 


Information Analysis 

The City has sought partners to assist in the analysis and attenuation of complex data. Wayne State 
University's center for Urban Studies has agreed to assist the City in its efforts to document and track 
lead water lines, water test results, and filter distribution with geographic information system (GIS) 
technology. This allows for easily updateable, digestible information to be presented to officials. 

Assessment of Impacts 

The City will need assistance in determining the total cost of damage done to the public health and 
infrastructure. As of now, only portions of this damage are visible. 

PSI is providing some assistance by excavating 150 residential water lines to verify that they are 
comprised of lead. This is an initial step, but not enough. More resources will be needed to continue this 
process. 

Continuous Situational Awareness 

It is important that the Emergency Management Team receive continuous information regarding water 
testing results, lead water line numbers, and filter distribution information in order to gain a realistic 
and current perspective. Much of his information is currently available on the City's website 
(cityofflint.com) and more is added each week by the PIO team. 

Actions taken in Response to the Emergency 

Activation of the Incident Management Team 

Upon the declaration of Emergency by Mayor Weaver, the Support Emergency Operations Plan (SEOP) 
was activated. The SEOP calls upon the Incident Management Team to generate the Incident Action Plan 
(IAP. Each member of this team serves a specific function as it relates to addressing the causes and 
effects of the emergency. The Emergency Management Team roster can be found in the SEOP on page 
3, with a list of alternates on page 4 in case the need for succession arises. 

Emergency Operations Center 

The Emergency Operations Center (EOC) must be activated upon the declaration of a State of 
Emergency by the Mayor. This center is required by the SEOP and serves as a nerve center for the 
Incident Management Team. Here, emergency relief efforts are coordinated by key members of the 
Incident Management Team. In this case, these relief efforts consist of the distribution of water filters at 



City Hall and community events, the distribution of bottled water throughout the city in conjunction 
with the efforts of community partners, and assisting with the circulation of water testing kits 
throughout the community. The EOC will also be monitoring and managing the inventory of relief 
supplies, such as water filters and bottled water. 

According to the SEOP, the EOC must establish an incident tracking system. This system will serve as a 
work plan for the management of the emergency. In addition, it is essential that the IMT record water 
testing results, lead water line location information, and information about the distribution of water 
filters and bottled water all in one place so that information is readily available for the Incident 
Management Team. This information will also be sent out to the public and media in the form of daily 
regular updates by the City's PIO. 

Communication 

The EOC maintains a telephone system that exists to intake questions about relief efforts and to 
organize relief logistics. It is open from 8am to 5pm, Monday through Friday. A voicemail system and 
eventual email system will exist to handle requests and inquiries that occur outside of the normal 
operating hours. This system will be constructed by the City's IS department. 

Public Awareness and Education 

1. Emergency Alerts and Updates: 

The City's Public Information Officer will make available information as it relates to the 
emergency in the form of press releases, emails, and physical documents. Daily updates 
containing information on the distribution of water filters, bottled water, water testing, blood 
lead testing, and other relief efforts will be available on the City's website for the public to view. 
Information will be available at City Hall for residents. 

2. Joint Information Center: 

The City's PIO will establish a joint Information Center that is organized to coordinate the efforts 
of multiple agencies to communicate with the public. This includes the circulation of joint press 
releases, public health information, educational materials, and updates relating to the State of 
Emergency. This committee is comprised of public information officers and public relations 
personnel to coordinate efforts to keep the public updated and informed. Regular updates to 
the media regarding events and progress will be made as news develops. 

The US EPA has offered assistance in the form of Public Information support. Additional support 
in this area has been provided by the Michigan State Police. 


3. Education: 

Many government agencies and philanthropic organizations are already distributing information 
regarding the effects of lead on public health. It is important that the City assist in these efforts 
so vital information and knowledge is presented to all members of the community. The goal is to 
continue to eliminate misunderstandings and incorrect information as it relates to reducing lead 
in drinking water, pursuing medical help, and maintaining a healthy diet to reduce lead 
absorption in the body. Lead education is currently being performed by the Genesee County 
Health Department, the Michigan Department of Health and Human Services and Medical 
community at-large. 


Assessment of Social Needs 

In order to effectively and equitably provide immediate relief to Flint water customers, the City must 
take into account many of the socio-economic needs and limitations of the community. Some residents 
cannot get to City Hall for a water filter. Some residents do not have internet access. Literacy or a 
language barrier may also pose significant obstacles to the effective distribution of educational 
information and relief to those in need. These will be continuing challenges facing the community. At 
present these are the resources the City has available to mitigate some of those challenges. 

Logistics 


Logistics are being coordinated by the City Emergency Management Team's City's Chief Logistics Officer, 
who is the City Administrator. The CLO is responsible for the coordination, procurement, and 
transportation of goods and services, which is essential for effective implementation of the response 
plan. 

Fixed Distribution Points 

There are several locations throughout the city where residents may acquire a water filter. These 
locations are: 


Flint City Hall 

1101 South Saginaw, Flint Ml 48502 

Genesee County Community Action Resource Department (GCCARD) 

601 North Saginaw, Flint Ml 48502 
and 

2727 Lippencott Blvd, Flint Ml 48507 



Michigan Department of Health and Human Services 

4809 Clio Road, Flint Ml 48504 
and 

125 E. Union Street, Flint, Ml 48502 

Activation of Ward Distribution Centers 

Each of the nine wards will have activated distribution centers that are primarily managed by City 
Council Members or their designees. 


Flint City Council - Water Distribution Sites 


WARD 

COUNCILPERSON 

LOCATION 

ADDRESS 

1 

Eric Mays 

Hasselbring Senior Center 

1002 W. Home Avenue 

2 

Jackie Poplar 

Joy Tabernacle Church 

2505 N. Chevrolet Avenue 

3 

Kerry Nelson 

Antioch Baptist Church 

1083 E. Stewart Avenue 

4 

Joshua Freeman 

Flint Fire Station No. 5 

3402 Western Road 

5 

Wantwaz Davis 

Doyle/Ryder Elementary School 

1040 N. Saginaw Street 

6 

Herbert Winfrey 

New Community Baptist Church 

1375 Lavender Avenue 

7 

Monica Galloway 

Brennan Community Center 

1301 Pingree Avenue 

8 

Vicki VanBuren 

Flint Southwestern Academy 

1420 W. 12 th Street 

9 

Scott Kincaid 

Dort Mall Police Service Station 

3600 S. Dort Highway 


Mobile Distribution Centers 

With the help of transportation agencies, like the Metro Transit Authority (MTA), meals on wheels, and 
GCCARD, the city can help establish mobile distribution centers and delivery systems that can provide 
water filters, bottled water, and nutritious foods, among other types of relief accompanied by 
educational materials to neighborhoods and to homes of people who experience limited mobility. 

• Mass Transportation Authority-MTA bus passes: Assisting residents with bus passes to 
improve their mobility will increase their chances of receiving help. Transportation 
services will also improve residents' access to medical care. 

• MTA-Your Ride mobile distribution: 

0 Estimated Costs: $25 per hour to deliver water and filters to homes throughout 
the City. 

Problem 1. Public Health Emergency 

The first objective in addressing this emergency is reducing, and eventually eliminating, the danger to 
public health. As City water coming out of faucets continue to contain lead, and copper and other 
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harmful contaminants exceeding government guidelines and regulations, it poses a risk to the people of 
our community. Preventative measures must be taken to avoid the effects of toxicosis that are difficult if 
not impossible to completely reverse. 

As far as preventative measures are concerned, education, water filters, and bottled water must be 
provided to every household in the City in order to reduce the chances of lead exposure, especially to 
our most vulnerable members of the community. If lead exposure has occurred, resulting in elevated 
blood lead levels, immediate and sustained medical attention must be available to those affected. 

Health services must be expanded in the area to accommodate increased numbers of case loads and 
specialized care regarding lead poisoning and its effects. 

Immediate Relief for Public Health: 

1. Prevention: Education, water filters and replacement cartridges, free water testing, and bottled 
water must be available to everyone. 

2. Access to nutritious food that reduces the risks of lead absorption by the body. The City can 
coordinate activities with the County Health Department 

Long Term Solutions: Maintaining Public Health and Coping with Lead Exposure 

1. Work closely with the Genesee County Health Department and Michigan Department of Health 
and Human Services in order to provide sustainable care and monitoring of children exposed to 
lead. This care must be available for them for several years-preferably several decades. 

2. Support and education for primary care providers regarding aggressive long-term 
neurodevelopmental screening and testing. 

3. Improved access to developmental and behavioral (DBP) specialists, pediatric psychologists, 
pediatric psychiatrists. 

a. Pre-emptive referral to mental health/ toxic stress screenings. 

b. Support capacity building and or incentivize recruitment to allow Genesee health system 
(CMH) to build this capacity which is currently needed and lacking. 

4. Increase recognition and education regarding trauma informed care, social determinants of 
health (SDOH). 

5. Expand State funded Genesee Health System (CMH) services. 

a. Infant mental health (30 day capacity) 

b. Child case management 

c. Home based services 

d. Trauma informed care- trauma focused CBT 

Problem 2. Lead Contamination in the Water 
Immediate Relief: 


1. Education, water filters and replacement cartridges, free water testing for water customers, and 
bottled water must be available to everyone. Water filters can be obtained at any of the fixed 
distribution points throughout the City. 

2. Identification and verification of lead water service lines throughout the city- both public and 
private. 

3. Assistance to identify lead pipes within buildings and homes. 

Distribution of Bottled Water: 

At this point, we are directing all offers for donations to the Food Bank of Eastern Michigan. It is 
imperative that water be accessible to all members of the community through a variety of distribution 
channels. These channels are explained in the Logistics Section of this plan. 

Distribution of Test Bottles: 

Water testing kits can be picked up at City Hall with instructions. Test results are posted on the City's 
website to raise public awareness and encourage more participation. 

Long term Solutions: Capital Improvements Needs 

The distribution of filters, water, and food to counter the effects of lead are essential response efforts to 
keep people safe. However, long term solutions are required to keep people healthy, to eliminate lead 
from the public and private water distribution system distribution, and to provide affordable clean 
water. Our public infrastructure and utilities must be reliable, sustainable, and equitable in order for this 
community to rebound after this emergency. The following long term solutions must be implemented in 
order to set the City of Flint on a course for recovery. These solutions come at a heavy cost for a City 
that is currently in receivership. The City has experienced financial distress due to this Emergency, in 
addition to a two million dollar loss from switching back to DWSD. The City has diligently applied for 
Fiscally Distressed Cities, Villages, and Townships, Grant in order to supplement funding for capital 
improvement projects. It is essential that these grants be awarded in order to achieve long term 
solutions. 

1. COUPLETS Transition to a Temporary Safe Water Source until the Completion of KWA: 

This has already occurred. On October 16, 2015, Flint returned to receiving its water from DWSD 
on a 9 month agreement. This agreement will expire in June 2016, when the KWA is projected to 
be complete. The City had to pay $2 million out of its general fund to make this switch. 

2, UN PROGRESS Additional Corrosion Control added to the Water System: 


This is already occurring. In early December, 2015, Flint began to add additional corrosion 
control to the water coming in from DWSD in attempts to rebuild the protective scale inside its 
pipes. This is estimated to reduce lead levels in two to six months. 

3. Faucet Replacement: 

Replacement of Water faucets, and drinking fountains in the school system. It has been 
determined after state inspections that many sources of lead contamination in the School 
System's water were the faucets themselves. These faucets need to be replaced. 

4. Water Line Replacement: 

Water Line Replacement to reduce antiquated infrastructure and lead service lines. These lines 
must be identified, verified, and replaced. Residents who are facing financial hardships must 
have access to assistance to cover the costs of these replacements through access to grants and 
(forgivable) loans made available through State and Federal agencies. The corrosion damage to 
public and private lines that Flint River water caused is still being determined. 

• Replacement of an estimated fifteen thousand (15,000) lead service lines at an 

estimated cost of three thousand dollars ($3,000) per line. Total costs forty -five million 
dollars ($45,000,000). This project is estimated to be one of the most cost-intensive 
endeavors related to ameliorating water contaminants. 

5. Reimbursement of Critical Expenditures: 

Seeking reimbursement of two million dollar cost of returning to DWSD and forgiveness of 
Water Revolving Loan Debt from the State of Michigan. 


6. KWA Capital Improvements: The City has reconnected to Detroit temporarily until a water line 
from Port Huron is developed. The new water line known as the KWA pipeline or Karegnondi 
Water Authority is expected to bring water to the City from Lake Huron by July. The current cost 
agreement between Flint and DWSD is for nine months, therefore it is imperative that KWA be 
completed as soon as possible. Assistance relating to capital improvements to expedite this 
process will help to achieve long term goals. 


KWA Capital Improvements: 

a. Transfer Station to Dort Reservoir 

b. Raw water line to pump station #4 

c. Phosphoric acid feed system 

d. Alum Feed system 

e. Post filtration system 


Estimated Costs: 

$4,500,000 

$636,000 

$186,000 

$40,000 

$387,289 


/. SCADA Upgrades 
g. Sewer Relining 

Total 


$424,000 

$100,000 

$6,273,289 


Ancillary Considerations: Public Safety during an Emergency 

During a time of emergency public safety agencies need to be prepared to respond to threats to public 
safety and critical infrastructure. The City is facing a man-made emergency that is threatening the public 
health. Resentment and hostility toward local institutions and municipal government is at a significant 
level. 

Critical infrastructure should be safeguarded if the need arises. This includes increasing security at City 
Hall to reduce potential for public safety risks. In the case of credible threats to public infrastructure, it 
may be required to hire private security company for first line of defense. Private Security is lower cost, 
thereby making it the first option. The minimum response is acted upon first, elevating only if the need 
arises. Credible or imminent threats of damage or destruction to critical infrastructure requires an 
elevated response. Such needs may require over-time police officers to address critical situations. 
Mutual aid from surrounding communities can be requested if Flint public safety is overextended. 

Implementation: 

Community Partners 

Financial limitations of the city persist while it confronts this emergency. Many community partners 
have offered their assistance to perform various needed functions. The city is heavily reliant on the 
assistance that government agencies and nonprofit organizations have provided. 

The Mott Foundation 

The Mott Foundation has provided financial assistance, especially in their generous contribution of $4 
million. In addition, the Mott Foundation has recently pledged an additional 

United Way 

The Genesee County United Way has provided significant financial assistance in the way of purchasing 
and helping to distribute water filters since the public health emergency began on October 1 st , 2015. 

Genesee County Community Action Resources Department (GCCARD) 
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GCCARD is organized to fight poverty and has been a primary partner in the distribution of water filters. 
It has also regularly supported the city with the logistics and availability of water filters at City Hall. 

Genesee County Health Department 

Has provided educational information to Flint Water customers 

Genesee County Board of Commissioners 

The Board of Commissioners have pledged their support to help Flint seek solutions to this crisis. The 
Board has already assisted in making health and nutrition information available to the public. 

Assistance from Wayne State University 

Wayne State University's Center for Urban Studies will be providing technical GIS support to assist in the 
documentation of emergency relief efforts. 

The US Environmental Protection Agency 

Region 5 EPA has offered assistance with Public Information distribution during the emergency. 

Outside Help is still needed... 

The City of Flint is forever thankful to our community partners who have given so much to help so many 
people. However the magnitude of this emergency calls for more resources that are beyond the capacity 
of the combined local organizations and government agencies. Long term solutions will require a heavy 
investment in health care and capital improvement projects to upgrade the city's antiquated water 
distribution system. 

• Help with Immediate Relief in terms of assuring allocative efficiency. Distribution should 
be equitable- assistance from other governments required to assure this. 

• Reaching communities for the distribution of water filters, water, and educational 
materials. 

• Help with Water Testing to increase participation and lead education. 

• Increasing the rate of water testing 

• Assistance is required to fund essential capital improvement projects to guarantee clean 
and safe water. 
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From: Kelenske, Chris (MSP) 

Sent: Wednesday, December 30, 2015 12:23 PM 

To: Baird, Richard (GOV); Etue, Kriste (MSP); Hollins, Harvey (GOV) 

Cc: Gorski, Gary (MSP) 

Subject: FEMA Respons to Rep Kildee - Sept 2015 

Attachments: 09-22-15 Kildee Requesting Temporary Assistance for Lead in Flint Water.pdf; Rep Kildee 

Response 9-28-15.pdf 


I mentioned on the call the only thing in writing FEMA has provided is the attached letter from our FEMA Region V 
Administrator. Both the request from Rep Kildee and the response from FEMA is attached. 

Chris 

Capt. Chris A. Kelenske 

Deputy State Director/Commander 

Emergency Management and Flomeland Security Division 

Michigan State Police 

4000 Collins Road 

Lansing, Ml 48910 

(517) 333-5042 

"A PROUD tradition of SERVICE through EXCELLENCE, INTEGRITY, and COURTESY." 
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September 22, 2015 


Secretary Sylvia Matthews Burwell 

U.S> Department of Health & Human Services 

HHS Office of the -Secretary 



Environmental Protection Agency 
Office of the Administrator 1 1 0 1 A 
1200 Pennsylvania Avenue, N.W. 
Washington, DC 20460 


Administrator William Craig Fugate 
Federal Emergency Management Agency 
500 C Street, S.W. 

Washington, DC 20472 


Director Tom Frieden 

Centers tor Disease Control and Prevention 

1600 Clifton Road 

Atlanta, GA 30329 


Secretary Burwell, Administrator McCarthy, Administrator Fugate and Director Frieden; 

Recent developments regarding the level of lead in the water in one of the communities I 
represent, Flint, Mich,, have raised significant concerns about the safety of its drinking water. 
For this reason, 1 am requesting immediate resources to provide safe drinking water to the 
residents of Flint until additional testing can be completed that confirms the water is safe, 


conducted tests and taken the position that the lead level in the water is safe and below the action 


of Virginia Tech University, an established drinking water expert, conducted his own tests as 
part of a study that determined the water in Flint was above the lead action level. 

Additionally, yesterday the Greater Flint Health Coalition, a group of health professionals in the 
community, released a report showing elevated blood lead levels in residents in Flint, 
particularly in young children. In response, the Coalition has requested that the Genesee County 
Health Department release a health advisory indicating that the water in Flint is unsafe to drink. 


Thus, I am requesting resources from your agency to provide dean drinking water to the 
residents of Flint until additional testing can determine when the water will he safe to drink and a 
long-term solution can be implemented. 

This is a serious health issue, particularly for young children, aid until the water is demonstrated 
to be safe, immediate action must be taken to ensure Flint’s residents have potable drinking 
water. 

1 look forward to working with you and thank you for your immediate attention. 


Sincerely, 



MEMBER OF CONGRESS 




September 28, 201 5 


Hie Honorable Dan Kildee 
United States House, of Representatives 
227 Cannon House Office Building: 
Washington, D.C, 20515 


Dear Representative Rlldse: 

This is in. response k> your letter of September 22, 2015, to. Federal Emergency M anagement 
Agency pEMA) Admimsffafer Craig Fugate, as well as the U, S. Department of Health and 
Human. Services,. Centers for Disease Control, and Prevention and the Environmental Protection 
Agency, You requested federal assistance to provide sate drinking water to residents of the City 
c?f Flint, Michigan, until additional testing confirms that the water is safe. Admmisnator Fugate 
requested that. .1 respond to you because Michigan, is within FEMA Region V, 

As you may be .aw are, the Robert T. Stafford. Disaster Relief and Bm.ergeocy Assistance Act, 
FuMic Law 93-288, as amended, authorises FEMA to provide federal assistance to a state after 
the- governor requests, that the president issue a. disaster declaration and the president approves 
the request .because it has been del emriued that tic severity and magnitude of the metdom 
exceeds local, tribal and state capabilities, if providing, safe water to its residents is beyond, the 
diyfe capability, fee city, through, Denesec County Emergency Maoagemcnt, should contact fee 
Michigan State Police Di vision, of Emergency Management and Homeland Seeifebo However, 
in this situation, it may be more mrpedientaad practical to pursue water sources irom. other local 
or private sector entities. 

if you have questions or would, like . additional infeomtios, please contact me or have a member 
of your staff contact my Congressional Affairs Specialist, Dan Shitiman, at (M 2 ) 408«442?> 

Sincerely. 


/? 






Andrew Velasquez III 
Regional Administrator 


■ Al- 


ee: Cap! Chris Kdcnske 
Deputy State Director 

Emergency Management: and Homeland Security Division 
Michigan State Police 








From: 

Sent: 

To: 

Subject: 


Workman, Wayne (TREASURY) 

Saturday, January 02, 2016 2:49 PM 
Hollins, Harvey (GOV) 

Re: Recommendations for the Revision of City of Flint EM Orders 3 and 20 


I think #20 is the one. We will be meeting on Monday on this. 
Sent from my iPhone 


On Jan 2, 2016, at 2:46 PM, Hollins, Harvey (GOV) < hoiimsh@mjchi.si3n,goy > wrote: 

Wayne, 

Per our conversation, I took the liberty of editing Orders 3 and 20. Please note the attached documents 
are still in tracking mode so you can see the edits. We would like to proceed fairly quick on revising 
these orders. The Governor meets with the Mayor on the 7 th , and I would like to inform him about the 
progress of these revisions. When we last spoke, you also mentioned Order #10; however, that order 
deals only with city council meetings. If there are other things you need to amend in order to make this 
happen, I trust that you will do so. I am asking Stacie to schedule a call with you on Monday. 

Thank you very much in advance. Have a great weekend. 

Best, 

Harvey 

<EM Order #3 City of Flint. docx> 

<EM Order #20 City of Flint. docx> 
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From: Hollins, Harvey (GOV) 

Sent: Saturday, January 02, 2016 2:59 PM 

To: Workman, Wayne (TREASURY) 

Subject: RE: Recommendations for the Revision of City of Flint EM Orders 3 and 20 

Thanks. 


From: Workman, Wayne (TREASURY) 

Sent: Saturday, January 02, 2016 2:49 PM 

To: Hollins, Harvey (GOV) < hoHsnsh@roichigan.gov > 

Subject: Re: Recommendations for the Revision of City of Flint EM Orders 3 and 20 
I think #20 is the one. We will be meeting on Monday on this. 

Sent from my iPhone 

On Jan 2, 2016, at 2:46 PM, Hollins, Harvey (GOV) < hoiNnsh@mjd)ig3n,j>ov > wrote: 

Wayne, 

Per our conversation, I took the liberty of editing Orders 3 and 20. Please note the attached documents 
are still in tracking mode so you can see the edits. We would like to proceed fairly quick on revising 
these orders. The Governor meets with the Mayor on the 7 lh , and I would like to inform him about the 
progress of these revisions. When we last spoke, you also mentioned Order #10; however, that order 
deals only with city council meetings. If there are other things you need to amend in order to make this 
happen, I trust that you will do so. I am asking Stacie to schedule a call with you on Monday. 

Thank you very much in advance. Have a great weekend. 

Best, 

Harvey 

<EM Order #3 City of Flint . docx> 

<EM Order #20 City of Flint. docx> 
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From: 

Sent: 

To: 

Subject: 


Workman, Wayne (TREASURY) 

Saturday, January 02, 2016 3:14 PM 
Hollins, Harvey (GOV) 

Re: Recommendations for the Revision of City of Flint EM Orders 3 and 20 


I can't see any changes on my IPad but I assume they will show up on my computer on Monday. 

Sent from my iPad 

On Jan 2, 2016, at 2:46 PM, "Hollins, Harvey (GOV)" < hoijinsh@michigari.gov > wrote: 

Wayne, 

Per our conversation, I took the liberty of editing Orders 3 and 20. Please note the attached documents 
are still in tracking mode so you can see the edits. We would like to proceed fairly quick on revising 
these orders. The Governor meets with the Mayor on the 7 th , and I would like to inform him about the 
progress of these revisions. When we last spoke, you also mentioned Order #10; however, that order 
deals only with city council meetings. If there are other things you need to amend in order to make this 
happen, I trust that you will do so. I am asking Stacie to schedule a call with you on Monday. 

Thank you very much in advance. Have a great weekend. 

Best, 

Harvey 

<EM Order #3 City of Flint. docx> 

<EM Order #20 City of Flint. docx> 
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From: 

Sent: 

To: 

Subject: 


Workman, Wayne (TREASURY) 

Sunday, January 03, 2016 9:41 AM 
Hollins, Harvey (GOV) 

Re: Recommendations for the Revision of City of Flint EM Orders 3 and 20 


I don't have it. Will see changes Monday morning. 

Sent from my iPad 

On Jan 2, 2016, at 8:16 PM, "Hollins, Harvey (GOV)" < honinsh@michigan.gov > wrote: 

ill resend. If you have Microsoft Word on your iPad you should see it in tracking mode. 


From: Workman, Wayne (TREASURY) 

Sent: Saturday, January 02, 2016 3:14 PM 
To: Hollins, Harvey (GOV) <ho)Hnsh@.m 

Subject: Re: Recommendations for the Revision of City of Flint EM Orders 3 and 20 
I can't see any changes on my IPad but I assume they will show up on my computer on Monday. 
Sent from my iPad 

On Jan 2, 2016, at 2:46 PM, "Hollins, Harvey (GOV)" wrote: 

Wayne, 

Per our conversation, I took the liberty of editing Orders 3 and 20. Please note the 
attached documents are still in tracking mode so you can see the edits. We would like 
to proceed fairly quick on revising these orders. The Governor meets with the Mayor on 
the 7 th , and I would like to inform him about the progress of these revisions. When we 
last spoke, you also mentioned Order #10; however, that order deals only with city 
council meetings. If there are other things you need to amend in order to make this 
happen, I trust that you will do so. I am asking Stacie to schedule a call with you on 
Monday. 

Thank you very much in advance. Have a great weekend. 

Best, 

Harvey 

<EM Order #3 City of Flint. docx> 

<EM Order #20 City of Flint. docx> 

<EM Order #3 City of Flint. docx> 

<EM Order #20 City of Flint . docx> 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Hollins, Harvey (GOV) 

Sunday, January 03, 2016 5:27 PM 



Per Our Conversation 

DRAFT Coord Com Org Chart 233264. pptx; FWIACC document v2.docx 


Mayor Weaver: 

Per our conversation, Governor Snyder and several members of his team are committed to acting now, 
with the State, City and County in partnership, and not wait on any federal action or determination on an 
emergency declaration. If a federal emergency declaration is issued, this will be part of the combined 
response effort and will help marshal more resources towards resolving the issues facing Flint. Right 
now though, the Governor wishes to immediately implement an action plan with State and Local entities 
and bring together agencies and stakeholders. 

Our working draft title is the Flint Water Inter-Agency Coordinating Committee (FWIACC), and it would 
immediately address ways to restore safe water and monitor/mitigate the effects of the lead. 

In addition to Governor Snyder, the key officials working on this blueprint were MSP Capt. Chris 
Kelenske, DHHS Chief Deputy Tim Becker, DHHS Director Nick Lyon, the Governor’s Transformation 
Advisor Rich Baird and myself. The need for engaged central coordination has also been recommended 
by the Governor’s Flint Water After-Action Task Force, of which Dr. Larry Reynolds is a member. 
Governor Snyder has endorsed this approach and has asked me to provide you with a draft copy in 
advance of your meeting with him on January 7. If you agree, we will organize this committee 
immediately, and the Governor will issue an executive order authorizing FWIACC to work on the issue for 
the long term . 

As you know, there is a significant amount of work to be done before the Federal government will 
approve an emergency declaration under the Stafford Act. FWIACC could begin its work immediately and 
would be in place to complement, not replace any action group ultimately formed by an emergency 
declaration. And we believe it would demonstrate how to best leverage essential support addressing 
manmade emergencies like this, since existing laws are more oriented toward natural disasters. 

We brainstormed who should be included in this initial emergency response, with the idea that you and 
other stakeholders may have recommendations on others who need to be added. 

Attached are two draft documents that defines the FWIACC. You will note the organization chart and the 
proposal description is not a normal hierarchical entity. This is a collaborative, stakeholder-driven 
partnership. Chris and I would facilitate it, but it is a partnership of city, county and state viewpoints, and 
would include outside experts like Marc Edwards and Dr. Mona Hanna-Attisha. 

All parties will be required to be transparent about their ideas and findings, agreeing to accountability 
measures and reporting on them on a regular basis. 

Please let me know your thoughts on this approach and also other agenda items you wish to see on 
January 7. If you agree, we would also invite the interim DEQ director, Keith Creagh, and the newly 
appointed spokesperson to meet you then. 

Best, 


l 


.'Harvey J-foCCms, Director 
Office of Urban Initiatives 

State of Michigan 
Governor Rick Snyder 
Executive Office 
a:: (313] 456-4994 (Office] 

H:: 3044 W. Grand Blvd | Suite 14-650 | Detroit, MI 48202 
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DRAFT: A Proposal to Create the Flint Water Inter-Agency 
Coordinating Committee (FWIACC) 


Statement of Need 

To better coordinate resources and personnel and react with urgency, Harvey Hollins and MSP Capt. 
Chris Kelenske have been tasked with creating FWIACC, subject to the approval and endorsement by 
Flint Mayor Karen Weaver. 

We are also recommending, by executive order, that Gov. Rick Snyder authorizes this committee to help 
restore safe water in Flint and coordinate efforts addressing health/behavioral consequences from lead 
ingestion. 

This inter-agency group will fully engage with all stakeholders committed to solving Flint water issues. 
Equal partners. Equal leadership. Equal responsibility. Equal chance to be part of the solution to an 
important and not fully understood problem. 

FWIACC will be facilitated by Hollins and Kelenske, who represent statewide resources and 
constituencies, with support from senior members of the Governor's office. 

An overview of FWIACC's goals: 

• Create a routine information process between all parties. 

• Pursue other avenues of funding, including federal grants and legislative appropriations. 

• Implement without delay any appropriate mechanisms that are called for in the Emergency 
Management Act or the Stafford Disaster Relief and Emergency Assistance Act. These may include 
local emergency operations plans and guides. 

Action Plan 

Immediately, FWIACC will: 

1 . Establish an interagency workgroup described in the attached organizational chart. It will be 
comprised of DHHS, MDEQ, MSP, Treasury, Genesee County, City of Flint, MDE, LARA and external 
subject matter experts (SMEs). Other entities may be added as needed. Personnel must be goal- 
oriented, transparent with findings, and able to accomplish FWIACC Incident Action Plan items 
created by the state in a timely manner. The FWIACC plan would be created with city, county, state 
and federal needs in mind. 

2. Assemble staff with competencies in disaster/emergency planning, operations and finance as 
outlined under the National Incident Management System (NIMS). Staff will be accountable to the 
FWIACC leadership to track resource requests and document progress on the FWIACC incident 
action plan. 

3. Utilize the National Incident Management System and Unified/Incident Command as appropriate. 

4. Establish routine communications protocols at the operational, executive and legislative levels as 
determined appropriate. 

5. Establish interagency workgroup objectives using the following as a starting point. 



Interagency Workgroup Objectives 


1 . Determine and convey acceptable standards for potable water. 

■ Identify needed remediation. 

■ Convey the remediation plan objectives to all stakeholders and interested parties. 

■ Create logistics for distributing water and filters, particularly to homebound citizens. 

■ Implement the plan. 

2. Determine health impacts for the impacted population. 

■ Identify treatment methods, nutrition education and protocols for monitoring, 
neurodevelopmental screening, access to DBP specialists and 
psychologists/psychiatrists, expanded county services, etc. 

■ Convey the treatment plan objectives to interested parties. 

■ Implement the plan. 

3. Establish a public information protocol to effectively inform the community. 

■ Identify existing public information outlets within the city, county and state, 
including schools, churches and other formal and informal distribution networks. 

■ Establish a Joint Information Center. 

■ Provide for emergency alerts and updates. 

■ Determine the process for approving official information before it's disseminated. 

■ Convey to interested parties. 

4. Assess the status of the infrastructure and determine feasible actions to upgrade the water 
system. 

■ Determine current state of the infrastructure. 

■ Develop priorities, costs and potential funding sources for infrastructure upgrades 
as part of a long term recovery plan. 

■ Seek partners to assist (NGOs, Foundations, Business, etc.). 

■ Implement the plan. 



From: 

Hollins, Harvey (GOV) 

Sent: 

Sunday, January 03, 2016 7:54 PM 

To: 

Karen Weaver 

Subject: 

RE: Per our conversation 

Mayor, 



I believe you are referring to the paragraph in the draft proposal that reads as follows: "To better coordinate resources 
and personnel and react with urgency, Harvey Hollins and MSP Capt. Chris Kelenske have been tasked with creating 
FWIACC, subject to the approval and endorsement by Flint Mayor Karen Weaver." 

That paragraph simply asks if you believe that the creation of the FWIACC would be beneficial to the city. Actions 
addressing the water problems in Flint, through the FWIACC will be taken by various experts/professionals as outlined in 
the organizational chart. 

Transparency is also a critical objective of the Governor, in saying that, we will need your advice on how to optimize that 
objective for the residents in the city. 

Regarding a definite time for your response, why don't you take the next couple of days to really give the proposal a 
more thorough look over, and save your response for your meeting with the Governor. 

If you have any other questions or concerns in the interim, please send them my was as this is still a work in progress. 

Best, 

Harvey 

Original Message 

Karen Weaver 

Sent: Sunday, January 03, 2016 7:10 PM 

To: Hollins, Harvey (GOV) < hoSlinsh@michig3n.gov > 

Subject: Per our conversation 


Harvey, 

I received your correspondence, and in reviewing it, my concern is that we only have me, yourself, MSP Capt. Chris 
Kelenske In deciding this important decision about the water problems here in the city of Flint. I would like to have more 
professional input, such as the Task Force that has been put in place. 

In looking at the written plan of action, it seems to be a positive step in the right direction. I also want to make sure the 
transparency of whatever we do is included. 

How soon do you need a definite answer to the proposed plan? 

Thanks 

Karen 

Sent from my iPhone 


From: 

Sent: 

To: 

Subject: 


Baird, Richard (GOV) 

Sunday, January 03, 2016 7:58 PM 
Hollins, Harvey (GOV) 

RE: Per our conversation 


Good response. The Committee is a partnership. The Governor and Mayor endorse/validate. The 
Coordinators, well... coordinate. 

Sent from my Verizon Wireless 4G LIE DROID 

On Jan 3, 2016 7:54 PM, "Hollins, Harvey (GOV)" < hollinsh@michi gan. gov > wrote: 

Mayor, 

I believe you are referring to the paragraph in the draft proposal that reads as follows: "To better coordinate 
resources and personnel and react with urgency, Harvey Hollins and MSP Capt. Chris Kelenske have been 
tasked with creating FWIACC, subject to the approval and endorsement by Flint Mayor Karen Weaver." 

That paragraph simply asks if you believe that the creation of the FWIACC would be beneficial to the 
city. Actions addressing the water problems in Flint, through the FWIACC will be taken by various 
experts/professionals as outlined in the organizational chart. 

Transparency is also a critical objective of the Governor, in saying that, we will need your advice on how to 
optimize that objective for the residents in the city. 

Regarding a definite time for your response, why don’t you take the next couple of days to really give the 
proposal a more thorough look over, and save your response for your meeting with the Governor. 

If you have any other questions or concerns in the interim, please send them my was as this is still a work in 
progress. 

Best, 

Harvey 

Original Message 

Karen Weaver 

Sent: Sunday, January 03, 2016 7:10 PM 

To: Hollins, Harvey (GOV) < hoilinsh@,Tnichigan. gov > 

Subject: Per our conversation 


Harvey, 

I received your correspondence, and in reviewing it, my concern is that we only have me, yourself, MSP Capt. 
Chris Kelenske In deciding this important decision about the water problems here in the city of Flint. I would 
like to have more professional input, such as the Task Force that has been put in place. 

In looking at the written plan of action, it seems to be a positive step in the right direction. I also want to make 
sure the transparency of whatever we do is included. 
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How soon do you need a definite answer to the proposed plan? 

Thanks 

Karen 

Sent from my iPhone 
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From: 

Ken Sikkema <ksikkema@pscinc.com> 

Sent: 

Sunday, January 03, 2016 8:15 PM 

To: 

Baird, Richard (GOV) 

Cc: 

Chris Kolb; Hollins, Harvey (GOV) 

Subject: 

Re: DRAFT DOCUMENTS: For Mayor Weaver 

Rich: 



This looks very good to me at first reading... a couple of thoughts: 

(1) Key is convincing Mayor Weaver that this approach should be supported & embraced regardless of the fate 
of any federal declaration— I. e., this is the "bird in the hand" that is focused on the real on-going health 
needs, versus the federal "bird in the bush" that is not properly focused on long-term needs. 

(2) EO is critical to the success of this.... it establishes structure that is inclusive at the same time it can insure 
accountability— benchmarks & metrics need to be included. The EO can create a structure that has the 
potential to be more relevant, effective, and long-term than federal "declaration." 

I like it. 

Ken 


On Sunday, January 3, 2016, Baird, Richard (GOV) <bairdr @ michi ga n. go v> wrote: 

Ken/Chris: 

We have been working on this since over the holiday break. Governor Snyder asked Harvey Hollins to send 
the proposal draft and draft Coordinating Committee chart to Mayor Weaver a little while ago. 

We intend to stand the Committee up immediately, adjust pursuant to the Mayor's meeting with the Governor 
next week, and use the Executive Order capabilities of the Governor to make this group a structural long term 
body addressing the needs of Flint. 

Call me if you have any questions. Hope you had a good holiday period. 

Thanks, 

Rich 

Sent from my iPad 

From: "Holland, Meegan (GOV)" <HollandM2 @ mlchi ga n . go v<mailto : f: foil andM2 @ mi.chi ga n . go v» 

Date: January 3, 2016 at 3:23: 12 PM EST 

To: "Hollins, Harvey (GOV)" < hollinsh@michigan.gov <mailto: hollinsh@michigan.gov » 

Subject: DRAFT DOCUMENTS: For Mayor Weaver 
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Meegan Holland 

Director of Communications for Gov. Rick Snyder 

Office: 517-335-6397 

Mobile: 

Twitter: @meholland 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema @p scinc. com 
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From: 

Baird, Richard (GOV) 

Sent: 

Sunday, January 03, 2016 8:45 PM 

To: 

Ken Sikkema 

Cc: 

Hollins, Harvey (GOV); Chris Kolb 

Subject: 

Re: DRAFT DOCUMENTS: For Mayor Weaver 


Thanks Ken. Agree on both points. We all agree the key here is to mobilize swiftly and without pause. State 
needs to do just that regardless of the (potentially limiting) compliance aspects of the US or any other public 
sector level for that matter. 

Thanks for your and Chris' leadership and for the perseverance of the TF. 

Rich 


Sent from my Verizon Wireless 4G LIE DROID 

On Jan 3, 2016 8:15 PM, Ken Sikkema < ksikkema@pscinc.corn > wrote: 

Rich: 

This looks very good to me at first reading... a couple of thoughts: 

(1) Key is convincing Mayor Weaver that this approach should be supported & embraced regardless of the fate 
of any federal declaration— I. e., this is the "bird in the hand" that is focused on the real on-going health 
needs, versus the federal "bird in the bush" that is not properly focused on long-term needs. 

(2) EO is critical to the success of this.... it establishes structure that is inclusive at the same time it can insure 
accountability— benchmarks & metrics need to be included. The EO can create a structure that has the 
potential to be more relevant, effective, and long-term than federal "declaration." 

I like it. 

Ken 


On Sunday, January 3, 2016, Baird, Richard (GOV) <ba irdr@mi chi gars . go v> wrote: 

Ken/Chris: 

We have been working on this since over the holiday break. Governor Snyder asked Harvey Hollins to send 
the proposal draft and draft Coordinating Committee chart to Mayor Weaver a little while ago. 

We intend to stand the Committee up immediately, adjust pursuant to the Mayor's meeting with the Governor 
next week, and use the Executive Order capabilities of the Governor to make this group a structural long term 
body addressing the needs of Flint. 

Call me if you have any questions. Hope you had a good holiday period. 
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Thanks, 

Rich 

Sent from my iPad 

From: "Holland, Meegan (GOV)" < Holl and M2@michi gan . gov <mailto : Holl and M2@michi gan . gov » 

Date: January 3, 2016 at 3:23:12 PMEST 

To: "Flollins, Flarvey (GOV)" <hollinsh@michigan.gov<mailto:hoilinsh@michigan.gov» 

Subject: DRAFT DOCUMENTS: For Mayor Weaver 


Meegan Holland 

Director of Communications for Gov. Rick Snyder 

Office: 517-335-6397 

Mobile: 

Twitter: @meholland 


Ken Sikkema 
Senior Policy Fellow 
Public Sector Consultants 
PH: 517-484-4954 

ksikkema@pscinc.com 
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From: 

Sent: 

To: 

Subject: 


Leix, Ron (MSP) 

Monday, January 04, 2016 7:30 PM 
Hollins, Harvey (GOV) 

Re: Statement: Request for emergency declaration 


Hi Harvey, 

I believe so. 

Meegan? 

Thanks, 

Ron 

Sent from my iPhone 

On Jan 4, 2016, at 7:10 PM, Hollins, Harvey (GOV) < hoiiinsh@nilchigan,g o y > wrote: 


Best, 

Harvey 

On Jan 4, 2016, at 6:05 PM, Hollins, Harvey (GOV) < hoiiinsh®tnichlgan.gov > wrote: 

Has this gone out? 

Best, 

Harvey 

On Jan 4, 2016, at 3:27 PM, Holland, Meegan (GOV) <HollandM2.@mlchlgan.gov> wrote 
Here's our statement: 

The health and welfare of Flint residents is a top priority, and we're 
committed to working closely with Mayor Weaver and the Genesee 
County Commission on a coordinated response to health and 
infrastructure issues. 

After the County Commission's vote today, the Michigan State Police's 
Emergency Management and Homeland Security Division is working 
with the Genesee County Emergency Management Coordinator to 
gather information about the resources needed for a Governor's 
declaration. 

The state police has been closely engaged in the situation since the 
beginning, meeting with both county and city leaders to guide them 
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through state and federal laws regarding the emergency management 
process. Due to the uniqueness of this situation, we have to look at all 
possible options to help Flint residents. 

But prior to a formal declaration, we are recognizing this as an 
emergency and are working with city and county leaders to coordinate 
efforts, streamline communication and tap all available resources at the 
state's control. 


Meegan Holland 

Director of Communications for Gov. Rick Snyder 
Office: 517-335-6397 

Mobile:^g^^g^^ ^ ^ 

Twitter: @meholland 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Wednesday, July 22, 2015 8:10 AM 

To: 

Clayton, Stacie (GOV) 

Subject: 

Re: Guests for Wed at 1:30pm 

Stacie, 



The three women are part of the Flint Water Coalition. They are ok. 


Best, 

Harvey Hollins III, Director 
Governor's Office of Urban Initiatives 


313.456.4S34 (office) 

■■■(Cell) 


On Jul 21, 2015, at 8:04 PM, Clayton, Stacie (GOV) < d ay tons3 @ mjchjga n - gov > wrote: 

Wendy, 

Here is the list of guests attending the meeting with Harvey and Dennis on Wednesday 
in the Governor’s Cabinet Room at 1 :30pm: 

Rev. Alfred Harris 
Rev. Wallace Hill 
Rev. Allen Overton 
Bishop Bernadel Jefferson 
Laura Sullivan 
Melissa May 
Claire McClinton 


Stacie 


l 


From: 

Hollins, Harvey (GOV) 

Sent: 

Wednesday, July 22, 2015 12:17 PM 

To: 

Mark Murray 

Subject: 

Water Filter 

Mark, 



Per our last conversation, I expressed that we were interested acquiring and distributing 1500 water filters to 
Flint residents to assist with the quality (perceived or real) of their drinking water until the KWA pipeline 
comes online. 

A few weeks ago, you asked me to send you the product ID number so you could check with your suppliers 
regarding price. I apologize for taking long to send you product ID; a number of conversations needed to occur 
in Flint before we could proceed. 

The product ID for a Brita Filter for kitchen faucets is: 

Product ID 3 176421 
UPC 7-23987-0078 

Thank you for taking the time to look into this. 


Best, 

Harvey Flollins III, Director 
Governor’s Office of Urban Initiatives 


313 .456 4994 (office) 

^^^^■(Cell) 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Thursday, July 23, 2015 12:20 PM 
Murray, Mark 
RE: Water Filter 


Thank you. 

Original Message 

From: Murray, Mark 
Sent: Thursday, July 23, 2015 10:57 AM 
To: Hollins, Harvey (GOV) 

Cc: Steele, Cindee 
Subject: RE: Water Filter 

Will get back soon. 

Original Message 

From: Hollins, Harvey (GOV) [maiSto:hoilinsh{^rnichigan.govl 

Sent: Wednesday, July 22, 2015 12:17 PM 
To: Murray, Mark 
Subject: Water Filter 

Mark, 

Per our last conversation, I expressed that we were interested acquiring and distributing 1500 water filters to Flint 
residents to assist with the quality (perceived or real) of their drinking water until the KWA pipeline comes online. 

A few weeks ago, you asked me to send you the product ID number so you could check with your suppliers regarding 
price. I apologize for taking long to send you product ID; a number of conversations needed to occur in Flint before we 
could proceed. 

The product ID for a Brita Filter for kitchen faucets is: 

Product ID 3176421 
UPC 7-23987-0078 

Thank you for taking the time to look into this. 


Harvey Hollins III, Director 
Governor's Office of Urban Initiatives 


313.456.4994<tel:313.456.4994 > (office) 
(Cell) 


NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please contact 
the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, nothing 
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in this message should be construed as a digital or electronic signature or writing. 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Thursday, July 23, 2015 12:25 PM 
Murray, Mark 
RE: Water Filter 


The city. It may be through one of the churches there, and we can get a specific address, but definitely in Flint. 

Original Message 

From: Murray, Mark 
Sent: Thursday, July 23, 2015 12:22 PM 
To: Hollins, Harvey (GOV) 

Subject: RE: Water Filter 

If we can work this out, where would you want them delivered? Who would receive? State? City? 

Original Message 

From: Hollins, Harvey (GOV) [ maiitcchoHinsh@michigan.govl 
Sent: Thursday, July 23, 2015 12:20 PM 
To: Murray, Mark 
Subject: RE: Water Filter 

Thank you. 

Original Message 

From: Murray, Mark 

Sent: Thursday, July 23, 2015 10:57 AM 

To: Hollins, Harvey (GOV) 

Cc: Steele, Cindee 
Subject: RE: Water Filter 

Will get back soon. 

Original Message 

From: Hollins, Harvey (GOV) [mailto:hoHins h@ michi g an.go vl 

Sent: Wednesday, July 22, 2015 12:17 PM 
To: Murray, Mark 
Subject: Water Filter 

Mark, 

Per our last conversation, I expressed that we were interested acquiring and distributing 1500 water filters to Flint 
residents to assist with the quality (perceived or real) of their drinking water until the KWA pipeline comes online. 

A few weeks ago, you asked me to send you the product ID number so you could check with your suppliers regarding 
price. I apologize for taking long to send you product ID; a number of conversations needed to occur in Flint before we 
could proceed. 



The product ID for a Brita Filter for kitchen faucets is: 
Product ID 3176421 
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UPC 7-23987-0078 


Thank you for taking the time to look into this. 
Best, 

Harvey Hollins III, Director 
Governor's Office of Urban Initiatives 

313.456.4994<te!:313.456.4994> (office) 



NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 


NOTE: This electronic message and any files transmitted with it are confidential and intended solely for the use of the 
individual or entity to whom they are addressed. If you have received this message in error, any unauthorized review, 
use, disclosure, distribution or copying of this message is prohibited. If you are not the intended recipient, please 
contact the sender by reply e-mail and destroy all copies of the original message. Unless expressly stated in this e-mail, 
nothing in this message should be construed as a digital or electronic signature or writing. 
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From: Hollins, Harvey (GOV) 

Sent: Thursday, September 03, 2015 1:32 PM 

To: Wurfel, Brad (DEQ) 

Subject: Fwd: PRESS RELEASE: MDEQ Testing of City of Flint Water Shows TTHM Levels are 

Well Below the Required Action Level, City No Longer in Violation 
Attachments: Water Quality Update 9.2015.pdf; ATT00001.htm 


Best, 

Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 


313 . 456.4994 (office) 

Begin forwarded message: 

From: Jason Lorenz < j lorenz@cityofflint.com > 

Date: September 3, 2015 at 11:27:06 AMEDT 
To: undisclosed-recipients:; 

Subject: PRESS RELEASE: MDEQ Testing of City of Flint Water Shows TTHM Levels 
are Well Below the Required Action Level, City No Longer in Violation 

For Immediate Release 


MDEQ Testing of City of Flint Water Shows TTHM Levels are Well Below 
the Required Action Level, City No Longer in Violation 


Flint, Michigan - September 3, 2015 - The City of Flint has made significant improvements to its 
water treatment process and distribution system. Annual average results show all locations are 
within acceptable limits for total trihalomethanes (TTHM) and work continues to ensure that the 
average stays below the acceptable level. Flint’s TTHM levels have now been below the 
actionable level for four consecutive quarters, long enough to bring the City out of violation with 
the Safe Water Drinking Act. 
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Installation of the Granulated Activated Carbon filter mediums in July has had a significant 
impact on the reduction of total organic carbon (TOC) and is expected to continue to do so. TOC 
contact with chlorine can lead to the creation of the chemical byproduct trihalomethanes. By 
reducing the amount of TOC in the treated water, the amount of TTHM in the water fell as a 
direct result. 

“The City of Flint is continuing to improve its water system including both the areas of treatment 
and distribution,” said Mayor Dayne Walling. “As the issue of trihalomethanes comes under 
control and the City is no longer in violation of safety standards, it will work with the MDEQ on 
implementing water optimization measures to reduce the corrosive effects of water on older 
pipes and home service lines.” Older pipes and service lines can contain lead solder which can 
leach into the water over time. 

Flint has been looking at the water optimization option for some time and is now looking at 
taking accelerated steps toward implementation. According to the MDEQ, a typical water 
optimization plan can take up to five years to complete, as in the case of the Detroit Water and 
Sewerage Department. The City of Flint plans to have its water optimization measures in place 
by the beginning of 2016. This measure, combined with the ongoing improvements to the 
distribution system wherever possible, will improve water quality and extend the performance of 
the City’s aging infrastructure. 

“The City of Flint has been in constant communication with the MDEQ in our continuing efforts 
to upgrade and improve our water system,” said Director of Public Works Howard Croft. “We 
have received assurances from them that every step we have taken has been in line with their 
recommended actions. The City will continue to work to ensure safe, quality water to its 
residents, businesses and visitors.” 

The City of Flint will continue to provide updates on its water progress through its website, 
cityoft11nt.com. Anyone with water issues is encouraged to call 810-766-7202 so that they can be 
addressed. Residents wishing to receive a free and independent in-home water test can call 810- 
787-6537 or email flintwater @c it yo fHint.com. 


-END- 


-Jason Lorenz 
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Public Information Officer 
City of Flint 

(810) 237-2039 (Office) 
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(810) 237-2039 

For Immediate Release 

MDEQ Testing of City of Flint Water Shows TTHM Levels are Well 
Below the Required Action Level, City No Longer in Violation 

Flint, Michigan - September 3, 2015 - The City of Flint has made significant improvements 
to its water treatment process and distribution system. Annual average results show all 
locations are within acceptable limits for total trihalomethanes (TTHM) and work 
continues to ensure that the average stays below the acceptable level. Flint’s TTHM 
levels have now been below the actionable level for four consecutive quarters, long 
enough to bring the City out of violation with the Safe Water Drinking Act. 

Installation of the Granulated Activated Carbon filter mediums in July has had a significant 
impact on the reduction of total organic carbon (TOC) and is expected to continue to do 
so. TOC contact with chlorine can lead to the creation of the chemical byproduct 
trihalomethanes. By reducing the amount of TOC in the treated water, the amount of 
TTHM in the water fell as a direct result. 

“The City of Flint is continuing to improve its water system including both the areas of 
treatment and distribution,” said Mayor Dayne Walling. “As the issue of trihalomethanes 
comes under control and the City is no longer in violation of safety standards, it will work 
with the MDEQ on implementing water optimization measures to reduce the corrosive 
effects of water on older pipes and home service lines.” Older pipes and service lines can 
contain lead solder which can leach into the water over time. 


-CONTINUE- 


City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.citvofflint.com 






Flint has been looking at the water optimization option for some time and is now looking 
at taking accelerated steps toward implementation. According to the MDEQ, a typical 
water optimization plan can take up to five years to complete, as in the case of the Detroit 
Water and Sewerage Department. The City of Flint plans to have its water optimization 
measures in place by the beginning of 2016. This measure, combined with the ongoing 
improvements to the distribution system wherever possible, will improve water quality and 
extend the performance of the City’s aging infrastructure. 

“The City of Flint has been in constant communication with the MDEQ in our continuing 
efforts to upgrade and improve our water system,” said Director of Public Works Howard 
Croft. “We have received assurances from them that every step we have taken has been 
in line with their recommended actions. The City will continue to work to ensure safe, 
quality water to its residents, businesses and visitors.” 

The City of Flint will continue to provide updates on its water progress through its website, 
cityofflint.com. Anyone with water issues is encouraged to call 81 0-766-7202 so that they 
can be addressed. Residents wishing to receive a free and independent in-home water 
test can call 810-787-6537 or email flintwafer@cityofflint.com . 


-END- 


City Hall 

1 101 S. Saginaw Street - Flint, Michigan 48502 
810-766-7346 FAX: 810-766-7218 www.citvofflint.com 





From: 

Sent: 

To: 

Subject: 

Attachments: 


Hollins, Harvey (GOV) 

Tuesday, September 15, 2015 4:03 PM 
Murray, David (GOV) 

Re: Your Flint questions 
image001.jpg 


Excellent.. .thanks. 

Best, 

Harvey 

On Sep 15, 2015, at 12:03 PM, Murray, David (GOV) < M u rray P 1 @ m ; ch i aa n ,aov > wrote: 


Hi Ron, 

Thank you for the time to reach out to a couple people in the state offices. 

The state has worked with Flint for a number of years to help the city address its dire financial struggles. 
And while there are still some challenges ahead, Mayor Walling and the City Council assumed control at 
the end of April, and we continue to work with them. 

Flint, like other Michigan cities, has challenges with its infrastructure. Gov. Snyder, with our partners in 
the Legislature, continues to work toward a long-term, sustainable solution to the state's infrastructure 
needs. 

The state has been working closely with Flint leaders for months on some specific challenges, including 
restructuring of loans to postpone payments of about $2.2 million - freeing up money to help the city 
address some longstanding problems - and $2 million in grants for improvement projects. We continue 
to work with the city's leaders on their struggles. 


Dave 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
M u rray Dl(3> michigari.Kov 

517-335-6397, o ffi ce 

liSft*lB6p^^K nobile 

Twitter:@michigandmurray 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Friday, September 18, 2015 8:25 AM 
Clayton, Stacie (GOV) 

Tentative: Flint Water Conf Call 
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From: 

Sent: 

To: 

Subject: 


Wow 

Best, 

Harvey 

> On Sep 24, 2015, at 11:03 AM, Clayton, Stacie (GOV) ^laytonsB;® michigan.gov > wrote: 

> 

> 

> http://m.metrotimes,com/Biogs/archives/2Q15/Q9/23/new-adu-video-gets-tough-with-flint-offieiais-over-lead-ieveis 

> 

> 

> Stacie Clayton 

> Sent from my iPhone 


Hollins, Harvey (GOV) 

Thursday, September 24, 2015 11:32 AM 
Clayton, Stacie (GOV) 

Re: New ACLU video gets tough with Flint officials over lead levels | Blogs | Detroit 
Metro Times 
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From: Hollins, Harvey (GOV) 

Sent: Thursday, September 24, 201 5 1 1 :36 AM 

To: Wurfel, Sara (GOV) 

Cc: Clayton, Stacie (GOV); Murray, David (GOV); Muchmore, Dennis (GOV) 

Subject: Re: New ACLU video gets tough with Flint officials over lead levels | Blogs | Detroit Metro 

Times 


Sarah-per our discussion yesterday, what is the status of announcing the DEQ action to address the water quality in 
Flint? 


-HH 


> On Sep 24, 2015, at 11:03 AM, Clayton, Stacie (GOV) < daytons3@michigan.gov > wrote: 

> 

> 

> http://'m. metrotimes.com/Biogs/3rchives/2015/D9/23/nevv-adu-yideo-gets-tough--with -fnnt-ofndals- over-lead -levels 

> 


> 

> Stacie Clayton 

> Sent from my iPhone 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Tuesday, September 29, 2015 9:02 AM 
'Clayton, Stacie (GOV)' 

Calls 


FLINT: 

• Priority 1: Conference Call with: 

Amy Hovey (Congressman Kildee): 

Andy Levit (Sen. Ananich): Sean will help with scheduling AndySfiHH^^B 
Rep Sheldon Neely: 

Rep. Phil Phelps: feJfflMkMBliH 

• Priority 1: Schedule debrief call on Public Safety with Etue 

• ASAP: Call with Flint Community Foundation re Health Endowment proposal (Ask Brian Larkin who should I talk 
with there, I spoke with him yesterday and asked him to recon that conversation) 

• ASAP: Schedule a meeting/call with Sheldon Neeley and Dennis ( I don't have to be there physically unless it's 
Thursday) 

• ASAP: Schedule meeting with Dennis, me and Pastor Overton who will bring three other ministers. In Lansing 
on Thursday 

• Wednesday: Call Etue re the flight itinerary to Benton Harbor on Thursday 

• By Thursday: Contact Execs at Ice Mountain and Absopure regarding Water Filters (Call Wendy for contact 
info) 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Tuesday, September 29, 2015 9:03 AM 
'Clayton, Stacie (GOV)' 

RE: Calls 


The priority 1 calls need to occur today. 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, September 29, 2015 9:02 AM 

To: 'Clayton, Stacie (GOV)' < cjaytons3@michiRan.gov > 

Subject: Calls 

FLINT: 

• Priority 1: Conference Call with: 

Amy Hovey (Congressman Kildee): 

Andy Levit (Sen. Ananich): Sean will help with scheduling Andv ^jNwwwwiriwt^ 

Rep Sheldon Neely: 

Rep. Phil Phelps: 

• Priority 1: Schedule debrief call on Public Safety with Etue 

• ASAP: Call with Flint Community Foundation re Health Endowment proposal (Ask Brian Larkin who should I talk 
with there, I spoke with him yesterday and asked him to recon that conversation) 

• ASAP: Schedule a meeting/call with Sheldon Neeley and Dennis ( I don't have to be there physically unless it's 
Thursday) 

• ASAP: Schedule meeting with Dennis, me and Pastor Overton who will bring three other ministers. In Lansing 
on Thursday 

• Wednesday: Call Etue re the flight itinerary to Benton Harbor on Thursday 

• By Thursday: Contact Execs at Ice Mountain and Absopure regarding Water Filters (Call Wendy for contact 
info) 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Tuesday, September 29, 2015 9:04 AM 
'Clayton, Stacie (GOV)' 

RE: Calls 


Oopps the priority 1 call is a debrief call with Dennis, me and Etue 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, September 29, 2015 9:02 AM 

To: 'Clayton, Stacie (GOV)' < ciaytons3@michiRan.gov > 

Subject: Calls 

FLINT: 

• Priority 1: Conference Call with: 

Amy Hovey (Congressman Kildee):^^^^^^^^| 

Andy Levit (Sen. Ananich): Sean will help with scheduling Andy 
Rep Sheldon Neely: BVSjgi TBT i'Sii'iWi 
Rep. Phil Phelps:|^^^^^^^H 

• Priority 1: Schedule debrief call on Public Safety with Etue 

• ASAP: Call with Flint Community Foundation re Health Endowment proposal (Ask Brian Larkin who should I talk 
with there, I spoke with him yesterday and asked him to recon that conversation) 

• ASAP: Schedule a meeting/call with Sheldon Neeley and Dennis ( I don't have to be there physically unless it's 
Thursday) 

• ASAP: Schedule meeting with Dennis, me and Pastor Overton who will bring three other ministers. In Lansing 
on Thursday 

• Wednesday: Call Etue re the flight itinerary to Benton Harbor on Thursday 

• By Thursday: Contact Execs at Ice Mountain and Absopure regarding Water Filters (Call Wendy for contact 
info) 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Tuesday, September 29, 2015 9:43 AM 
Murray, David (GOV) 

FW: Proposed Press Conference on Flint Drinking Water 


David, 

Could you think about what we need to say on behalf of the Governor at this press conference? I am interested in your 
thoughts, 

Harvey 


From: Muchmore, Dennis (GOV) 

Sent: Monday, September 28, 2015 2:27 PM 

To: Wyant, Dan (DEQ) < WyantD@rnichigan.gov >: Lyon, Nick (DCH) < LvonN2@michigan.gov >; Hollins, Harvey (GOV) 


< hoHinsh@michigan.gov > 

Cc: Wurfel, Sara (GOV) < Wurfeis@michigan.gov >; Wurfel, Sara (GOV) 
< lasherg@michigan.gov >; Thelen, Mary Beth (DEQ) < TH£LENM2@mic 

Subject: RE: Proposed Press Conference on Flint Drinking Water 


>; Lasher, Geralyn (DCH) 


Thank you, you're always ahead of us. 1 don't have any reservations about the PC, although as ! mentioned t don't see 
any reason to have Mr. Sienko, as we have a top notch professional in Eden Wells and certainly Tim and Geralyn if need 
be. 


From: Wyant, Dan (DEQ) 

Sent: Monday, September 28, 2015 7:18 AM 

To: Muchmore, Dennis (GOV) < muchnwed@miehigan.gov >; Lyon, Nick (DCH) < LyonN2(g)rnichigan.gov >; Hollins, Harvey 
(GOV) < bollinshfg)michigan.gov > 

Cc: Wurfel, Sara (GOV) < W u rfeis @ m i ch i ga n . gov > ; Wurfel, Sara (GOV) < Wurfels@michigan.gov >; Lasher, Geralyn (DCH) 
< lasberg@micbigan.gov >; Thelen, Mary Beth (DEQ) < THELENN12@gYiicbigart.gov > 

Subject: Proposed Press Conference on Flint Drinking Water 


Per the ongoing issues in Flint concerning their drinking water, I would offer the following 
recommendations. Let’s discuss. 


Recommendation 


Press Conference in Flint - Wednesday, Thursday or Friday. 

Participants 

Mayor of Flint 

Dan Wyant - Michigan Department of Environmental Quality 
Nick Lyon - Department of Community Health 
Susan Hedman - Region 5 Administrator or EPA 
Harvey Hollins - Governor’s office 
Local Public Health Department 

Announcement 
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Federal - State - Local action plan to address Flint Drinking Water 


1 . Governor Snyder names Dr. Dean Sienko as Flint drinking water Public Health Advisor. 

2. All Flint schools water will immediately be tested to ensure that drinking water is safe. 

3. Advisories will be disseminated recommending citizens flush your cold water pipes, use only 
water from the cold water tap for drinking, cooking and especially for making baby formula. 

4. Implementation of fully optimized corrosion controls in the Flint drinking water system. 

5. Expanded water testing of at risk properties. 

6. Offer water testing at no cost to Flint residents to assure water is safe. 

7. Convene a safe drinking water “ Technical Review Advisory” to ensure best technology, 
practices and science is being utilized, including EPA’s expertise and assistance from their 
Office of Research and Development. 

8. Offer bottled water and premixed formula if test results indicate high levels of lead. 

9. Accelerate water system improvements to address replacement of lead service lines. 


Dan Wyant, Director 

Department of Environmental Quality 

517-284-6700 (New Number) 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, September 30, 2015 12:00 PM 
Baird, Richard (GOV) 

Fwd: Filter Conversation 


Best, 

Harvey 

Begin forwarded message: 


From: < ho Hi nsb @mie hi gan . go v > 

Date: September 29, 2015 at 5:27:53 PM EDT 
To: Dennis Muchmore < muchmored@michigan.gov > 

Subject: Filter Conversation 

Today, I had a conference call with Andy Levit, Amy Hovey, Rep. Phelps and Rep. Neeley. The 
objective was to coordinate the acquisition and distribution of water filters for Flint residents. 


»>List of Potential Donors 

Flint Community Foundation 10,000 filter request in the Health Endowment Fund Request 
Meijer Donated 1500 

HomeDepot Rich Baird to follow up 

Ice Mountain Stacie and Andy Levit have reached out to no avail 

Absopure Stacie and Andy Levit have reached out to no avail 

GM 5,000-10,000 water filters via the United 


Way 

Dow 

Coca Cola 
UAW Region 1 
Cindy Estrada, UAW VP 
Norman Jewel, UAW 
Walmart 

McClaren Hospital 
Consumers Energy 
Absopure 
Ice Mountain 
Similac 

Rite Aid & Walgreens 


Considering Funding through its Foundation 
Bottled water 

Bottled water 

$10,000 towards the purchase of water filters 
Funding 

Funding through its Foundation 

Funding 

Funding 

Donating filters 

Donating filters 

Baby Formula 

Possible Donors 


»>DISTRIBUTION 

*County Health will track distribution in coordination with Red Cross 
*Request that the state provide a coordinator on the ground in Flint. 
»> ANCILLARY DISCUSSION 

*Phelps said nothing on the call 
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*Neeley wanted to talk about the switch back to the Great Lakes Authority 

* Amy asked if the Governor will declare a state of emergency in order to draw down on 
FEMA dollars. I indicated that we are not at the stage yet, that we should allow the experts to 
determine if whether an emergency exists, and in the meantime take appropriate steps to provide 
some relief to the residents in Flint. 


Best, 

Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 


313 . 456.4994 



(office) 

(Cell) 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, September 30, 2015 5:12 PM 
Baird, Richard (GOV) 

Re: Flint water background information 


Sure, I can do that. 

Best, 

Harvey 

On Sep 30, 2015, at 4:53 PM, Baird, Richard (GOV) <bairdr @m ichigan. gov> wrote: 

Would you like to call him? 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: Aaron_S_B on h am@ ho medepot. . com 

Date: Sep 30, 2015 4:06 PM 

Subject: RE: Flint water background information 

To: fbrown@generaia.tlantic.con , i ."Baird. Richard (GOV)" < bairdr@niichigan. gov >. "Hollins. 
Harvey (GOV)" <hollinsh @ michi g an . go v> 

Cc: STACEY_TANK@homedepot.com 

Richard, 

Let me know when a good time would be to connect for us to discuss how The Home Depot can support the needs in 
Flint. 

My cell # is 

Aaron Bonham 
Home Depot 

Merchandise Vice President 
Department 26 Plumbing 
770-384-3947 

aaron. s bonham@homedepot.com 

The contents of this e-mail include proprietary and confidential information, and are not intended to represent or 
form a legally binding offer or acceptance. 


Original Message 

From: Brown, Frank [mailto:fbrown@generalatlanlic.coml 

Sent: Wednesday, September 30, 2015 3:53 PM 
To: Richard Baird; hollinsh@miclngaa gov 
Cc: Bonham, Aaron S; Tank, Stacey M 
Subject: Fwd: Flint water background information 

Hi all. Figure I will just coimect everyone and let you figure out from here. Hope this can result in some help. All 
the best. 
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Frank 


Sent from my iPad 
Begin forwarded message: 

From: < Aaron S BoRbam(5jhomedepot.com<mailto:Aanan S Bonham@homedepot.com> > 

Date: September 30, 2015 at 6:00:47 PM GMT+1 

To: <fbrown@generalatlantic.oom<ntaitto:'(brown@geatera3atlantic.coni> > 

Cc: < STACEY TANK@jtomedepoi.com<tnaillo: ST ACEY T ANKtfHiomedetx)t.com> > 

Subject: Flint water background information 

Frank, 

Received your email from Craig. We would be glad to help. 

Can you provide any additional information on fdter sizes needed in the area and quantity you might be looking for? 
We are also going to look to donate bottled water if that makes sense? 


Aaron Bonham 
Home Depot 

Merchandise Vice President 
Department 26 Plumbing 
770-384-3947 

aaron s bonham.@honi.edenot.com < mailto:rraron s ixmham@homedeix?t.com > 

The contents of this e-mail include proprietary and confidential information, and are not intended to represent or 
form a legally binding offer or acceptance. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the 
addressee. Access to this Email by anyone else is unauthorized. If you are not the intended recipient, any disclosure, 
copying, distribution or any action taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. 
When addressed to our clients any opinions or advice contained in this Email are subject to the terms and conditions 
expressed in any applicable governing The Home Depot terms of business or client engagement letter. The Home 
Depot disclaims all responsibility and liability for the accuracy and content of this attachment and for any damages 
or losses arising from any inaccuracies, errors, viruses, e.g., worms, trojan horses, etc., or other items of a 
destructive nature, which may be contained in this attachment and shall not be liable for direct, indirect, 
consequential or special damages in connection with this e-mail message or its attachment. 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for the exclusive use of the addressee only. If you are not the addressee, you are hereby notified that any 
dissemination of this communication is strictly prohibited. If you have received this communication in error, please 
erase all copies of the message and its attachments and notify us immediately at hd p@ge neraladaiitic.coni. Thank 
You. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the 
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addressee. Access to this Email by anyone else is unauthorized. If you are not the intended recipient, any disclosure, 
copying, distribution or any action taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. 
When addressed to our clients any opinions or advice contained in this Email are subject to the tenns and conditions 
expressed in any applicable governing The Home Depot tenns of business or client engagement letter. The Home 
Depot disclaims all responsibility and liability for the accuracy and content of this attachment and for any damages 
or losses arising from any inaccuracies, errors, viruses, e.g., worms, trojan horses, etc., or other items of a 
destmctive nature, which may be contained in this attachment and shall not be liable for direct, indirect, 
consequential or special damages in connection with this e-mail message or its attachment. 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, September 30, 2015 5:14 PM 
Baird, Richard (GOV) 

Re: Flint water background information 


I got it. Thanks. 

Best, 

Harvey 

On Sep 30, 2015, at 4:52 PM, Baird, Richard (GOV) <baird r@m ieh iga n. g o v> wrote: 

You got this from here? 

Sent from my Verizon Wireless 4G LIE DROID 

Forwarded message 

From: "Brown, Frank" < fhro' wn@.genera lati an ti e . com > 

Date: Sep 30, 2015 3:53 PM 

Subject: Fwd: Flint water background information 

To: "Baird, Richard (GOV)" < bairdr@michiaan.gov >. "Hollins. Harvey (GOV)" 

<holiinsh@michigan. go v> 

Cc: aaron_s_bonham@homedepot.com . ST ACHY _TANK@homedepot.com 

Hi all. Figure I will just connect everyone and let you figure out from here. Hope this can result in some help. All 
the best. 

Frank 

Sent from my iPad 
Begin forwarded message: 

From: <Aaron S Bordiam@liomedepot.com<maiito:Aarori S B oidimn @h oiriedepot.com>> 

Date: September 30. 2015 at 6:00:47 PM GMT+1 

To: <fbrown@genea:alatla«tic.com.<aiiailto:fbrown@genera}atlantic.oom» 

Cc: <STACEY TANK@jtomed ep ot.c«m<mailto:STACEY TANK@homedepot.com>> 

Subject: Flint water background information 

Frank, 

Received your email from Craig. We would be glad to help. 

Can you provide any additional information on filter sizes needed in the area and quantity you might be looking for? 
We are also going to look to donate bottled water if that makes sense? 


Aaron Bonham 
Home Depot 

Merchandise Vice President 
Department 26 Plumbing 
770-384-3947 

aaron s bonham@homedepot.com < maiho:aaion s bonham@homedepot.com > 
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The contents of this e-mail include proprietary and confidential information, and are not intended to represent or 
form a legally binding offer or acceptance. 


The information in this Internet Email is confidential and may be legally privileged. It is intended solely for the 
addressee. Access to this Email by anyone else is unauthorized. If you are not the intended recipient, any disclosure, 
copying, distribution or any action taken or omitted to be taken in reliance on it, is prohibited and may be unlawful. 
When addressed to our clients any opinions or advice contained in this Email are subject to the tenns and conditions 
expressed in any applicable governing The Home Depot tenns of business or client engagement letter. The Home 
Depot disclaims all responsibility and liability for the accuracy and content of this attaclunent and for any damages 
or losses arising from any inaccuracies, errors, viruses, e.g., worms, trojan horses, etc., or other items of a 
destructive nature, which may be contained in this attachment and shall not be liable for direct, indirect, 
consequential or special damages in connection with this e-mail message or its attachment. 


This e-mail (including all attachments) is confidential and may be privileged. 

It is for the exclusive use of the addressee only. If you are not the addressee, 
you are hereby notified that any dissemination of this communication is strictly 
prohibited. If you have received this communication in error, please erase all 
copies of the message and its attachments and notify us immediately at 
hein@generalatlantic.com . Thank You. 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Thursday, October 01, 2015 9:11 PM 

To: 

Allen Overton 

FYI 




Oct. 1,2015 

Michigan leaders to announce action plan for Flint drinking water 
Friday, Oct 2 at 1:30 p,m. 

Local, state and federal leaders will host a press conference to announce a comprehensive action plan for 
addressing drinking water concerns in Flint. Participants will include: 

• Harvey Hollins, Director of the Office of Urban Initiatives for Gov. Rick Snyder 

• Dan Wyant, Director for the Michigan Department of Environmental Quality 

• Nick Lyon, Director for the Michigan Department of Health and Human Services 

• Dr. Eden Wells, Chief Medical Executive for the Michigan Department of Health and Human Services 

• Dayne Walling, Mayor of Flint 

• Other local, state and federal officials 

Location: 

Kettering Universi ty, innovation Center 
1 300 Bluff St. 

Flint. MI 48504 

This is a media event open to credentialed news media only. Media who plan to attend this event should 
RSVP by noon Friday . Contact Rosemarie Olszewski at 517-284-6700 or olszewskir@michigan.gov. 



Questions? 

Contact Us 
Ph: 800-662-9278 
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From: Hollins, Harvey (GOV) 

Sent: Thursday, October 01, 2015 9:57 PM 

To: Lyon, Nick (DHHS) 

Subject: Re: PRESS RELEASES: United Way, GM Foundation and City of Flint Raise Money for 

Water Filter Initiative 


I wasn't on this part. 

Best, 

Harvey 

On Oct 1, 2015, at 9:27 PM, Lyon, Nick (DHHS) <LyonN2@michi gars. gov> wrote: 
Harvey - how much were you involved? 


On Oct 1, 2015, at 3:53 PM, Hollins, Harvey (GOV) < hollin sh@mi chi gan . gov > wrote: 


Best, 

Harvey 

Begin forwarded message: 

From: Jason Lorenz < j lorenz @: cit y offlint.com> 

Date: October 1, 2015 at 3:22:51 PMEDT 
To: undisclosed-recipients:; 

Subject: PRESS RELEASES: United Way, GM Foundation 
and City of Flint Raise Money for Water Filter Initiative 

SEE ATTACHED PRESS RELEASES : 

United Way, City of Flint Tap $105,000 to Purchase Water 
Filters 

Donations and grant funds will purchase 5,250 water filters for 
Flint residents. GM Foundation Donates $50,000 to Purchase 
Water Filters in Flint. 

“This is a great example of community members, leaders and 
partners banding together to ensure people have access to clean 
drinking water,” said Flint Mayor Dayne Walling. 


-Jason Lorenz 
Public Information Officer 
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City of Flint 

(810) 237-2039 (Office) 



<10.1 United Way water filter release FINAL. pdf> 

<100115 GM Foundation Water Filter Donation final 2102ET 093015. pdf> 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Wednesday, October 07, 2015 5:15 PM 

To: 

Thelen, Mary Beth (DEQ) 

Cc: 

Clayton, Stacie (GOV); Shaler, Karen (DEQ); Wyant, Dan (DEQ) 

Subject: 

Re: Flint City Council KWA Vote 

1 just sent it to Dan. 

..do you still need me to copy Karen? 


Best, 

Harvey 


On Oct 7, 2015, at 5:11 PM, Thelen, Mary Beth (DEQ) < TH £ LE M M 2 @ m ich \ ga n . gov > wrote: 


Harvey, it is my understanding that you are going to send Dan something yet 
soon. Please also copy Karen Shaler and me so that we can get it to the Governor’s 
office with other items. 

Thank you. 

Mary Beth 

Mary Beth Thelen 

Management Assistant to Director Dan Wyant 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 (new numbers) 

Fax: 517-241-7401 
Theienm2(gimichioari.aov 


From: Clayton, Stacie (GOV) 

Sent: Wednesday, October 07, 2015 4:07 PM 
To: Thelen, Mary Beth (DEQ) 

Cc: Hollins, Harvey (GOV) 

Subject: FW: Flint City Council KWA Vote 

Mary Beth, 

Harvey is still waiting on hearing back from the city to get the original resolution but here are the mlive 
pieces that covered it from March 2013 until July 2013. The meeting when the vote was held was March 
25, 2013. Here is what we have so far. I'll forward the actual resolution as soon as we receive it. 

Stacie 

March 25 th 2013 Flint council supports buying water from Lake Huron through KWA 

b.hf:P.v!/.W.Yyyy ; m!iye.com/De^ 

The Flint City Council voted 7-1 to get 16 million gallons per day from the Karegnondi Water 
Authority. 


7 th Ward eouncilperson Dale Weighill was absent, 
3 rd Ward eouncilperson Bryant, Nolden opposed 


1 



The rest were in favor. 


March 25 th , 2013 Flint City Council approves resolution to buy water from Karegnondi, state approval 
still needed 

httj3://www.mHvexom/new$/fiint/index.ssf/2013/'03/fiint city council approves re.html 
Under the proposal, Flint would get 16 million gallons per day of raw water from Lake Huron, 
pipe it to Flint for treatment and then sell it to customers throughout the City. Another 2 million 
gallons per day would come from the Flint River and will be treated in Flint. DEQ told the city it 
needed to get 18 million gallons per day or there would have to be additional work done at 
Flint’s water plant. Flint’s water plant and the Flint River is currently the backup for Flint and 
Genesee County, however, the plant only operates four times per year. 


April 12 th State gives Hint OK to join Karegnondi Water Authority' project, but 
Detroit gets to make final offer 


http://wvvw.mlive.eom/news/flmt/index.ssf/2Qi^/o4/state give-s flint ok t.html 


The city of Flint has the state’s blessing to join in construction of the planned 
Karegnondi Water Author! typipeline project once it reviews a final offer from the city 
of Detroit on Monday, April 15. 


April 19 th Governor steps info water war; set to meet with Genesee, Flint, 
Detroit today 


http://mvw.rriive.eom/news/flmt/index.ssf/2013/Q4/govemor steps into water war.htmM 
near! river default 


The meeting comes in the same week that the Flint and Genesee County rejected a final 
offer to continue buying water from Detroit and two days after Detroit gave Flint a 
notice of termination of its 1965 water contract. 


April 19* Detroit gives notice: It’s terminating water contract covering Flint, 
Genesee County in one year 


iill p://vvwwjuhvc.cuni/rH'ws/nuu/ia;lex.ssl7.U)>3/<>4/ikl:oi: gives notice its tei ml. him! 
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The city of Detroit has given notice that it's terminating a nearly 50-year-old contract for 
selling water to Flint and the county next year. 


July 23 rd Flint River now an option for drinking water following Detroit’s 
termination of contract 


to t.litisil 


The Flint River was not a viable option to provide drinking water to city residents when 
the water relationship between Flint and Detroit was stable. But river water migh t be 
used temporarily as the city’s water supply now that Flint signed an agreement with the 
Karegnondi Water Authority and will get up to 18 million gallons per day of raw water in 
2016 from Lake Huron. The Flint River hadn’t been an option, city officials previously 
said, because upgrades to Flint's water plant would be too expensive, the river didn’t 
provide enough capaci ty to serve Flint residents’ water needs and the Michigan 
Department of Environmental Quality would not. allow it. 


3 




From: 

Sent: 

To: 

Cc: 

Subject: 


Ok 

Best, 

Harvey 

On Oct 7, 2015, at 5:16 PM, Shaler, Karen (DEQ) < SHALERK@michigan.gov > wrote: 

No, I’ll just get it from his mailbox. Thanks, Harvey! 

Karen 


Hollins, Harvey (GOV) 

Wednesday, October 07, 2015 5:21 PM 
Shaler, Karen (DEQ) 

Thelen, Mary Beth (DEQ); Clayton, Stacie (GOV); Wyant, Dan (DEQ) 
Re: Flint City Council KWA Vote 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 07, 2015 5:15 PM 
To: Thelen, Mary Beth (DEQ) 

Cc: Clayton, Stacie (GOV); Shaler, Karen (DEQ); Wyant, Dan (DEQ) 
Subject: Re: Flint City Council KWA Vote 

I just sent it to Dan. ..do you still need me to copy Karen? 

Best, 

Harvey 


On Oct 7, 2015, at 5:11 PM, Thelen, Mary Beth (DEQ) < THELENM2@michi.gan,gov > wrote: 

Harvey, it is my understanding that you are going to send Dan something 
yet soon. Please also copy Karen Shaler and me so that we can get it to 
the Governor’s office with other items. 

Thank you. 

Mary Beth 

Mary Beth Thelen 

Management Assistant to Director Dan Wyant 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 (new numbers) 

Fax: 517-241-7401 
Thelerti^2@frtichiaan.oov 


From: Clayton, Stacie (GOV) 

Sent: Wednesday, October 07, 2015 4:07 PM 
To: Thelen, Mary Beth (DEQ) 
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Cc: Hollins, Harvey (GOV) 

Subject: FW: Flint City Council KWA Vote 

Mary Beth, 

Harvey is still waiting on hearing back from the city to get the original resolution but 
here are the mlive pieces that covered it from March 2013 until July 2013. The meeting 
when the vote was held was March 25, 2013. Here is what we have so far. I'll forward 
the actual resolution as soon as we receive it. 

Stacie 

March 25 th 2013 Flint council supports buying water from Lake Huron through KWA 

http://www.miive.eom/news/fiint/index .ssf/ 2013/03/s1int c ity council again delay.ht 
mi 

The Flint City Council voted 7-1 to get. 16 million gallons per day from Lite 
Karegnondi Water Authority. 

7 th Ward council person Dale Weigh ill was absent 
3 rd Ward council person Bryant Nolden opposed 
The rest were in favor. 


March 25 th , 2013 Flint City Council approves resolution to buy water from Karegnondi, 
state approval still needed 

httg;//www.miSvg,coro/news/ffMnt/index,ssf/2013/03/ffnnt city council approves re. 
htrnj 

Under the proposal, Flint would get 16 million gallons per day of raw water from 
Lake Huron, pipe it to Flint for treatment and then sell it to customers 
throughout the City. Another 2 million, gallons per day would come from the Flint 
River and will be treated in Flint. DEQ told the city it needed to get 18 million 
gallons per day or there would have to be additional work done at Flint’s water 
plant. Flint’s water plant and the Flint River is currently the backup for Flint and 
Genesee County, however, the plant only operates four times per year. 


April 12 th State gives Flint OK to join Karegnondi Water Authority 
project, but Detroit gets to make Dual offer 


htt p : //ww^ mli\ , e.eom/r8ews/flint/index.ssf/2or3/ 04/state gives flin t o k t . ht 
ml 


The city of Flint has the state's blessing to join in construction of the 
planned Karegnondi Water A uthori typipelioe project once it reviews a 
final offer from the city of Detroit on Monday, April 15. 
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April 19 th Governor steps into water war; set to meet with. 
Genesee, Flint, Detroit today 


http://www,m1ive.com/news/flint/inde?c.ss' 
er war.html#ineart river default 


r/ 2013/ oa/ governor 


steps into wat 


The meeting comes in the same week that the Flint and Genesee County 
rejected a final offer to continue buying water from Detroit and two days 
after Detroit gave Flint a notice of termination of its 1965 water contract. 


ril 19 th Detroit gives notices It's terminating water contract covering 
Flint, Genesee County In one year 


lHi p :/ / wwwanlive.coi n/ news/fitnt/index.ssf/ 20 i^/ 04 /detroit gi ves notice its 
termi.html 


The city of Detroit has given notice that it's terminating a nearly 50-year- 
old contract for selling water to Flint and the county next year. 


July 23 rd Flint River now an option for drinking water following 
Detroit's termination of contract 


htt n ; / /tvtvw«mlive.gom/news/flint/index.ssf/20ir i /0 7/ cit y read y in g 
water plant to t«html 


The Flint River was not a viable option to provide drinking water to city 
residents when the water relationship between Flint and Detroit was 
stable. But river water might be used temporarily as th e city's water supply 
now that Flint signed an agreement, with the Karegnondi Water Authority 
and will get up to 18 million gallons per day of raw water in 2016 from 
Lake Huron. The Flint River hadn't been an option, city officials previously 
said, because upgrades to Flint's water plant would be too expensive, the 
river didn’t provide enough capacity to serve Flint residents' water needs 
and the Michigan Department of Environmental Quality would not allow 
it. 
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From: 

Sent: 

To: 

Cc: 


Subject: 


Hollins, Harvey (GOV) 

Thursday, October 08, 2015 4:57 PM 
Lyon, Nick (DHHS) 

Lasher, Geralyn (DHHS); Hanley, Farah (DHHS); Becker, Timothy (DHHS); Grijalva, 
Nancy (DHHS); Roberts, John (DTMB); Wyant, Dan (DEQ); Duncan, Nancy (DTMB); 
Harkins, Chris (DTMB); Pallone, Maggie (DEQ); Hertel, Elizabeth (DHHS); Ruest, Karla 
(DHHS) 

Re: Update from Nick's calls 


Thanks for the FYI Nick. Santana is looking for about 400 filters to get to Hispanic families from a distribution spot taking 
address information only for tracking purposes without having to disclose names. The solution for that population, who 
might be concerned about ICE, is to have them obtain the filters from alternative donors other than the state. I will 
follow up with Santana. 

> 


> On Oct 8, 2015, at 4:30 PM, Lyon, Nick (DHHS) < LvonN2@midiigan.gov > wrote: 

> 

> Just a further follow up from this morning. 

> 

> Rep. Verhuelen is concerned about this being precedent setting and will we be on the hook if another major municipal 
water system fails. We talked quite a bit about water quality and corrosion and I hooked him up to Dan for further 
details. 

> 

> Rep. Santana thought this was the right thing to do and was quite supportive. He did state that he had heard that 
Hispanic people in Flint were not aware or taking advantage of the fact that they could get filters. I told him we would 
look at providing info in Spanish. He also urged that we work with the agencies that support Spanish speaking residents. 
I told him I would follow up with Harvey to see what he is doing in that regard. Harvey - This is FYI for you. I will let him 
know that we were working with the Hispanic Center, who picked up filters from GCCARD and will help with translation 
on the application. 

> 

> Shirkey sent me a text thanking him for the message. 

> 

> 

> 

> Nick has put in calls to our subcommittee chairs and wanted to pass along the feedback he got. 

> 

> All agree from the health side that the DHHS action is the right way to move forward. However they had some 
negative feedback on the $6 million. 

> 

> --Representatives MacGregor and Poleski both feel this should be a loan to the City of Flint instead of direct payment 
of $6 million 

> 

> --Senator Marleau complained about the lack of legislative input before the decision was made to switch back to Flint 
water from Detroit in the first place. 

> 

> He left messages for Verheulen, Santana, Shirkey and Hertel. 


l 



> 


> 

> 

> Sent from my iPad 
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From: 

Sent: 

To: 

Subject: 

Attachments: 


Hollins, Harvey (GOV) 

Thursday, October 08, 2015 5:15 PM 
Murray, David (GOV) 

Re: Kildee's statement 
image001.jpg 


Kildee should also ask for federal assistance, I thought that was one of the reasons why Flint voters sent him to DC. SMH 


On Oct 8, 2015, at 2:16 PM, Murray, David (GOV) < M u rr a y D 1 @ m i ch ig a n.gov > wrote: 


October 8, 2015 

Congressman Dan Kildee (MI-05) issued the following statement today after Governor 
Snyder announced that the city of Flint would reconnect to the Detroit water system: 

“Reconnecting to the Detroit water system is the right next step to provide Flint residents 
with safe drinking water. But how Flint pays for safe water until the Karegnondi Water 
Authority is operational is a separate question. 

“Flint is a financially distressed city, and it should not have to empty out its bank account to 
pay for the state’s failures. The decision to switch to the Flint River water source was made 
while the city was under state emergency management, and now it is incumbent on 
Governor Snyder and the state to fix - and pay - for the problem they created. 

“Flint paying anything for the problem that the state created in the first place means that 
other improvements, including to the city’s aging water infrastructure system, could be 
delayed. This is especially troublesome considering that the state of Michigan has 
consistently cut tens of millions of dollars of revenue sharing to the city of Flint in recent 
years. 

“Flint residents are also Michigan residents, who pay state taxes and, like every other city in 
our state, expect clean and safe drinking water. The state of Michigan created this problem, 
and they need to pay for the solution to fix it.” 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 

517-335-6397, office 

11=1113131 mobile 
Twitter:@michigandmurray 

<image001.jpg> 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Monday, October 12, 2015 8:27 AM 

To: 

Myra Ford (UST, USA) 

Subject: 

Re: Good Morning Harvey! 

Myra, 



Sorry that I did not reply earlier. 

Re Flint, it is a messed up situation that we are working to resolve. Most don't understand how much control the city 
had/has with it's water operations irrespective of the state's fiscal management. Quite frankly, the city failed to 
properly treat the water from the Flint River. After we normalize the water quality, we have to understand why the city 
decided to treat the water the way it did. ..stay tuned. 

Re our candidates from Michigan, I understand from Kim that a score of 70% is the cutoff. She said that both failed the 
first midterm, but did much better on the second. Were the scores in the spreadsheet the first or second test scores? 

Thanks for sharing. 

Best, 

Flarvey 

> On Oct 9, 2015, at 8:53 AM, Myra Ford (UST, USA) wrote: 

> 

> Hello Flarvey, 

> 

> First, I must say what a wonderful thing that you pulled off to avert the crisis in Flint. Given, the foundations that have 

stepped up I know that you were instrumental in getting this resolved Great job! 

> 

> Second, please see the attached comments from Kim regarding our ladies in the Chicago training. We are being 
completely transparent! 

> 

> Flave a wonderful weekend! 

> 

> Myra Ford Jenkins, MSA, DBA 

> Michigan Sales 

> 

> 20 Enterprise, 4th Floor 

> Aliso Viejo, CA 92656 

>0:949.371.4372 

> 

> 

> 

> 

> Confidentiality and Security: This e-mail and any associated files transmitted with it are confidential and solely for the 
intended recipient. If you are not the named addressee, do not disseminate, distribute, copy or alter this e-mail. If you 
have received this information in error, please notify the sender immediately and delete this communication 
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permanently from your records. Forward-looking Statement: Certain portions of this e-mail or its associated files may 
contain forward-looking statements that are based on management's expectations, estimates, projections, and 
assumptions. Warning: UST Global has taken reasonable precaution to ensure no viruses are present in this e-mail. The 
firm cannot accept responsibility for any loss or damage arising from the use of this e-mail or attachments. 

> 

> 

> Original Message 

> From: Hollins, Flarvey (GOV) [ mailto:hoHinshg&michigan.govl 

> Sent: Wednesday, October 07, 2015 2:47 PM 

> To: Myra Ford (UST, USA) 

> Subject: Re: 

> 

> Thanks. My grandmother always said that sometimes no news is good news, but just checking nonetheless. 

> 

> Best, 

> Flarvey Hollins III, Director 

> Governor's Office of Urban Initiatives 

> 

> 313.456.4994<tel:313.456.4994> (office) 



> 


> On Oct 7, 2015, at 2:40 PM, Myra Ford (UST, USA) 
wrote: 

> 

> Hello Flarvey, 

> 

> I am not certain on what the latest is this week; Kim mentioned a test mid-week. 

> 

> I know BG is in Chicago this week; and they had a big meeting today. I will find out and follow up in the next 24-hours. 

> 

> Much Kindness 

> Myra 

> 

> Best, 

> Flarvey 

> 

> 

> On Oct 7, 2015, at 2:22 PM, Hollins, Flarvey (GOV) < hollinshifi)m!chig3n.gov<m3nto:honinsh@michigan.gov » wrote: 

> 

> Flow are the women from Michigan doing so far in the training in Chicago? 

> 

> Best, 

> Flarvey 

> <Detroit Candidates progress> 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Monday, October 12, 2015 7:23 PM 

Fwd: Good Morning Harvey! 


Best, 

Harvey 

Begin forwarded message: 

From: "Hollins, Harvey (GOV)" < holl i n sh@mi eh i gan go v > 

Date: October 12, 2015 at 8:27:12 AMEDT 
To: "Myra Ford (UST, USA)" 

Subject: Re: Good Morning Harvey! 

Myra, 

Sorry that I did not reply earlier. 

Re Flint, it is a messed up situation that we are working to resolve. Most don't understand how 
much control the city had/has with it's water operations irrespective of the state's fiscal 
management. Quite frankly, the city failed to properly treat the water from the Flint River. After 
we normalize the water quality, we have to understand why the city decided to treat the water the 
way it did... stay tuned. 

Re our candidates from Michigan, I understand from Kim that a score of 70% is the cutoff. She 
said that both failed the first midterm, but did much better on the second. Were the scores in the 
spreadsheet the first or second test scores? 

Thanks for sharing. 

Best, 

Harvey 


On Oct 9, 2015, at 8:53 AM, Myra Ford (UST, USA) <1 


l> wrote: 


Hello Harvey, 


First, I must say what a wonderful thing that you pulled off to avert the crisis in 
Flint. Given, the foundations that have stepped up I know that you were 
instrumental in getting this resolved Great job! 


l 





Second, please see the attached comments from Kim regarding our ladies in the 
Chicago training. We are being completely transparent! 


Have a wonderful weekend! 

Myra Ford Jenkins, MSA, DBA 
Michigan Sales 


20 Enterprise, 4th Floor 
Aliso Viejo, CA 92656 



O: 949.371.4372 


Confidentiality and Security: This e-mail and any associated files transmitted with 
it are confidential and solely for the intended recipient. If you are not the named 
addressee, do not disseminate, distribute, copy or alter this e-mail. If you have 
received this information in error, please notify the sender immediately and delete 
this communication permanently from your records. Forward-looking Statement: 
Certain portions of this e-mail or its associated files may contain forward-looking 
statements that are based on management's expectations, estimates, projections, 
and assumptions. Warning: UST Global has taken reasonable precaution to ensure 
no viruses are present in this e-mail. The firm cannot accept responsibility for any 
loss or damage arising from the use of this e-mail or attachments. 


Original Message 

From: Hollins, Harvey (GOV) [ maiito:ho [linsh@michigan gov ] 

Sent: Wednesday, October 07, 2015 2:47 PM 
To: Myra Ford (UST, USA) 

Subject: Re: 

Thanks. My grandmother always said that sometimes no news is good news, but 
just checking nonetheless. 


Best, 

Harvey Hollins III, Director 
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Governor's Office of Urban Initiatives 


313.456.4994 <tel:3I3.456.4994 > (office) 

^^^^■(Cell) 

On Oct 7, 2 015, at 2:40 PM, Myra Ford (UST, USA) 

wrote: 


Hello Harvey, 

I am not certain on what the latest is this week; Kim mentioned a test mid-week. 

I know BG is in Chicago this week; and they had a big meeting today. I will find 
out and follow up in the next 24-hours. 

Much Kindness 
Myra 

Best, 

Harvey 


On Oct 7, 2015, at 2:22 PM, Hollins, Harvey (GOV) 

<holl in sh@michigan. gov<mailto: holIinsh@mi chi gan . gov» wrote: 


How are the women from Michigan doing so far in the training in Chicago? 

Best, 

Harvey 

<Detroit Candidates progress> 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Tuesday, October IB, 2015 3:45 PM 
Muchmore, Dennis (GOV) 

RE: What's the latest on Flint? 


Not much more than what's in the news. I made a couple of 
I made a couple of CALLS; 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, October 13, 2015 3:44 PM 

To: Muchmore, Dennis (GOV) < nusehnKmad@miehigan.gov > 

Subject: RE: What's the latest on Flint? 

Not much more than what's in the news. I made a couple of 

* City Council voted to approve their $2 million to use GLWA 

® People are still upset, believing that DEQ is covering up their mistake. 

* Most elected officials are pointing fingers at the state. 

« Bottled water delivery has slowed a tad. 

® Various groups are still delivering water filters, a big filter distribution occurred over the weekend. 
® Mayor Walling .arid his challenger Weaver are debating tonight. 


From: Muchmore, Dennis (GOV) 

Sent: Tuesday, October 13, 2015 8:41 AM 

To: Hollins, Harvey (GOV) <hdlmflt@miehigan.gov> 

Subject: What's the latest on Flint? 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, October 14, 2015 10:15 PM 
Muchmore, Dennis (GOV) 

Re: What's the latest on Flint? 


I talk with him almost every day including Saturdays Sundays. 

Best, 

Harvey 

On Oct 14, 2015, at 4:06 PM, Muchmore, Dennis (GOV) < muchraored@rnichigan.gov > wrote: 
Have you talked with Sheldon recently? 


From: Hollins, Harvey (GOV) 

Sent: Tuesday, October 13, 2015 3:44 PM 
To: Muchmore, Dennis (GOV) <mychmore^ 

Subject: RE: What's the latest on Flint? 

Not much more than what's in the news. 1 made a couple of 

* City Council voted to approve their $2 million to use GLWA 

» People are still upset, believing that DEQ is covering up their mistake. 

« Most elected officials are pointing fingers at the state. 

® Bottled water delivery has slowed a tad. 

* Various groups are still delivering water filters, a big filter distribution occurred over the weekend. 
® Mayor Walling and his challenger Weaver are debating tonight. 


From: Muchmore, Dennis (GOV) 

Sent: Tuesday, October 13, 2015 8:41 AM 
To: Hollins, Harvey (GOV) < holNnsh;S i- 
Subject: What's the latest on Flint? 



From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Thursday, October 15, 2015 11:59 PM 
Muchmore, Dennis (GOV) 

Re: What's the latest on Flint? 


I'll send you the list tomorrow 

Best, 

Harvey 

On Oct 15, 2015, at 5:57 PM, Muchmore, Dennis (GOV) c much rnored @ m i ch i ga n . gov > wrote: 

I got so I believed that the only people that were telling you and I the truth were these ministers, it was 
Overton, Harris and who were the other ones? 


From: Hollins, Harvey (GOV) 

Sent: Thursday, October 15, 2015 4:36 PM 
To: Muchmore, Dennis (GOV) <nxu.chnioredJ3.m 
Subject: Re: What's the latest on Flint? 

The ministers did call and said thank you to both you and me. 

Best, 

Harvey 

On Oct 15, 2015, at 10:42 AM, Muchmore, Dennis (GOV) <nxuchmo^ wrote: 

I've met with both of them once, and I've talked with Ananich more than once on the 
phone because he called me. You've talked to him multiple times, and you're the 
lead. Don't know what he wants since he's getting to talk with you over and over. By 
the way, did our ministers cal! you and say "thank you Harvey, we couldn't get anyone 
else to listen to us and you did"? 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 14, 2015 10:22 PM 

To: Muchmore, Dennis (GOV) < muchmored@michigan.gov > 

Subject: Re: What's the latest on Flint? 

Sheldon wants to be pulled in the same way that you pulled Ananich in. 

Best, 

Harvey 

On Oct 14, 2015, at 4:06 PM, Muchmore, Dennis (GOV) <muchmored@michi ga n .g ov> 
wrote: 


Have you talked with Sheldon recently? 


l 



From: Hollins, Harvey (GOV) 

Sent: Tuesday, October 13, 2015 3:44 PM 
To: Muchmore, Dennis (GOV) <muchm^ 

Subject: RE: What's the latest on Flint? 

Not much more than what's in the news, i made a couple of 

• City Council voted to approve their $2 miliion to use GLWA 

• People are still upset, believing that DEQ is covering up their 
mistake. 

• Most elected officials are pointing fingers at the state, 

• Bottled water delivery has slowed a tad. 

• Various groups are still delivering water filters, a big filter 
distribution occurred over the weekend. 

• Mayor Walling and his challenger Weaver are debating tonight. 


From: Muchmore, Dennis (GOV) 

Sent: Tuesday, October 13, 2015 8:41 AM 

To: Hollins, Harvey (GOV) < holiinsh@michigari.gov > 

Subject: What's the latest on Flint? 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Tuesday, October 20, 2015 7:26 PM 

To: 

Lyon, Nick (DHHS) 

Subject: 

Testing 

Nick, 



I understand that you and Rep. Neeley have talk re testing all Flint children, is it possible for you or one of your staff to 
give me an update re the status of that effort? 

Best, 

Harvey 


l 



From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, October 21, 2015 2:09 PM 
Murray, David (GOV); Clayton, Stacie (GOV) 
RE: Flint task force notifications 


Calls made. 


From: Murray, David (GOV) 

Sent: Wednesday, October 21, 2015 1:17 PM 

To: Hollins, Harvey (GOV) <hollinsh@michigan.gov>; Clayton, Stacie (GOV) <claytons3@michigan.gov> 

Subject: Flint taskforce notifications 

Hello Harvey, 

Sara asked that I send this to you for notifications. Would you be able to reach out to the Mott Foundation, pastors 
group and Mayor Walling's Office? The plan is to issue between 2 and 2:30, with potential notifications around 2 p.m. 

Thank you very much! 

Dave 

Gov. Rick Snyder announces Flint Water Task Force to review state, federal 
and municipal actions, offer recommendations 

Experts in public health, water management, environmental protection to focus on steps to 

protect residents 

LANSING, Mich. - Gov. Rick Snyder today announced the creation of an independent advisory task force 
charged with reviewing actions regarding water use and testing in Flint and offer recommendations for future 
guidelines to protect the health and safety of all state residents. 

Task force members include experts in public health and medicine, water management, and environmental 
protection from both sides of the aisle, and will be co-chaired by Ken Sikkema of Public Sector Consultants 
and Chris Kolb, of the Michigan Environmental Council. Also serving will be Dr. Matthew Davis of the 
University of Michigan Health System, Eric Rothstein, of the Galardi Rothstein Group and Dr. Lawrence 
Reynolds of Mott Children’s Health Center in Flint. 

“Transitioning back to the Detroit Water and Sewerage Department-Great Lakes Water Authority is a good first 
step to protecting public health in Flint, but it’s not the last step,” Snyder said. “Bringing in outside experts to 
evaluate our actions and help monitor and advise on potential changes to law, procedures and practices will be 
key to continuing work on the comprehensive action plan and ensuring safe drinking water for all the residents 
in Flint and all of Michigan.” 

Snyder said the administration will fully cooperate with task force members, saying he wants an unbiased 
report focusing on steps taken in the past and recommendations that could improve practices to ensure all 
residents have access to safe, clean water. 

Ken Sikkema is a senior policy fellow at Public Sector Consultants, where he specializes in public finance, 
environment, and energy policy. Prior to joining the firm, Sikkema served in both the Michigan House and 
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Senate, culminating with four years as Senate majority leader. He has also served as both an adjunct and 
visiting professor at Grand Valley State University. 

Chris Kolb is president of the Michigan Environmental Council, a statewide coalition of 70 environmental, 
public health and faith-based nonprofit groups. Before joining the MEC, Kolb represented Ann Arbor in the 
state House for six years and served six years on the Ann Arbor City Council. He has been president of the 
MEC for six years. 

Matthew Davis, M.D., M.A.P.P., is professor of pediatrics and internal medicine at the University of Michigan 
Health System and professor of public policy at the Gerald R. Ford School at the University of Michigan, having 
joined the faculty in 2000. Davis also is a professor of health management and policy at the School of Public 
Health. He previously served as the chief medical executive of the Michigan Department of Community 
Health/Department of Health and Human Services. 

Eric Rothstein is a national water issues consultant and principal at the Galardi Rothstein Group. He served 
as an independent advisor on the creation of the Great Lakes Water Authority. Rothstein also has served as 
Jefferson County, Alabama’s rate consultant and municipal adviser for litigation related to the county’s 
bankruptcy and issuance of $1 .7 billion in sewer warrants and led strategic financial planning for the City of 
Atlanta’s Department of Watershed Management. He has more than 30 years of experience in water, 
wastewater and stormwater utility finance and rate-making assessments. 

Lawrence Reynolds, M.D., is a pediatrician in Flint who serves as president of the Mott Children’s Health 
Center. He received his medical degree from Howard University College of Medicine and has been in practice 
for 36 years. He has served as president of the Genesee County Medical Society and the Michigan Chapter of 
the American Academy of Pediatrics. He has been honored for his humanitarian and advocacy efforts on 
behalf of children from the Community Foundation of Greater Flint. 

Snyder has said reconnecting with the authority is a critical step to resolving water quality issues and 
addressing related health concerns. It will not immediately resolve the city’s problem with lead service lines or 
aging infrastructure. It will take time for pipes in Flint to become coated with the phosphate corrosion control. 

To best protect public health, state and local authorities will continue to carry out steps outlined on Oct. 2 in a 
comprehensive action plan, including continued testing, the use of faucet filters and providing residents with 
accurate information about steps to eliminate lead exposure. The Michigan Departments of Environmental 
Quality and Health and Human Services are continuing to provide free water filters, free lead testing through 
the state laboratory for Flint water customers, and hiring additional staff to conduct health exposure monitoring 
for lead in drinking water. 


Uitait 

tt tt tt It 


Dave Murray 

Deputy Press Secretary | Executive Office of Governor Rick Snyder 
MurravDljjSmid'iigaii.gov 
517-335-6397, office 
» ■[ mobile 

Twitter:@michigandmurray 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Friday, October 23, 2015 8:58 AM 

To: 

Lyon, Nick (DHHS) 

Cc: 

Lasher, Geralyn (DHHS) 

Subject: 

Re: Testing 


Thank you for the response. I look forward to talking with Geralyn. 


> On Oct 22, 2015, at 10:38 PM, Lyon, Nick (DHHS) < LyonN2(® rnichigan.gov > wrote: 

> 

> I won't be available much of tomorrow. Geralyn-if you get a chance can you update Harvey. 

> 

> 

» On Oct 20, 2015, at 7:26 PM, Hollins, Harvey (GOV) < honinsh^ 1 rnichigan.gov > wrote: 

» 

» Nick, 

» I understand that you and Rep. Neeley have talk re testing all Flint children, is it possible for you or one of your staff to give 
me an update re the status of that effort? 

» 

» Best, 

» Harvey 



From: 

Sent: 

To: 

Subject: 

Attachments: 


Hollins, Harvey (GOV) 

Friday, October 23, 2015 9:09 AM 



Flint Water Decision Clarification Op-Ed_FINAL.pdf 

Flint Water Decision Clarification Op-Ed_FINAL.pdf; ATT00001.txt 
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Changes to Flint Water System Made By Local Leaders, Not Emergency Managers 
Author: Darnell Earley, ICMA-CM, MPA 

It is critically important that the record be set straight about the decision-making and approval 
processes that led to Flint joining the Karegnondi Water Authority (KWA) with the use of Flint 
River water as the interim water supply. The fact is, that the river has served and been used as 
the back-up supply for decades, and this was the rationale given to me by staff and Mayor 
Walling, who also serves as chairperson of the KWA board. Contrary to reports in the media and 
rhetoric being espoused by individuals, the decision was made at the local level, by local civic 
leaders. 

The decision to separate from Detroit Water and Sewerage Department and go with the KWA, 
which included the decision to pump Flint River water in the interim, were both a part of a long- 
term plan that was approved by Flint's Mayor, and confirmed by a City Council vote of 7-1 on 
March 25, 2013. This plan was presented to me when I was appointed as Flint Emergency 
Manager in October 2013 - a full seven months after City Council's affirmative vote. 

Genesee County Drain Commissioner Jeff Wright also made the affirmative vote by the City 
Council a necessary condition of joining the KWA, and applauded the decision in a March 26, 
2013 news release, saying, "...I have said from the beginning that this decision must be made by 
Flint's City Council and Mayor... I am glad that the residents of Flint were able to have their 
voices heard via their elected officials." 

The Mayor's approval of the plan, and the subsequent near unanimous vote by City Council 
were in no way coerced, forced or demanded by the State, nor any Emergency Manager. 
Council's affirmative vote was supported and officially signed into EM Executive Order by then 
Emergency Manager Edward Kurtz on March 29, 2013. A subsequent order Kurtz signed on 
June 26, 2013, speaks specifically to the, "... upgrading of the Flint Water Plant to ready it to 
treat water from the Flint River to serve as the primary drinking water source for approximately 
two years and then converting to KWA delivered lake water." 

When I began my term as Emergency Manager, it fell to me to oversee the implementation of 
the previously accepted and approved plans, as the DWSD terminated the contract with Flint in 
April 2014. It did not fall to me to question, second guess or to invalidate the actions that were 
taken prior to my appointment. 

At the time the decision was made there was no way to predict such an unfortunate outcome. I 
would also offer that had local leaders known then what they know now, parts of their decision 
may have been entirely different. What the City of Flint and the State of Michigan are now 
dealing with is the management of an unintended consequence resulting in a negative outcome 
from an otherwise sound public policy decision. There is no "blame" to affix on any Emergency 
Manager for that. 



As the solutions are put into place to address the serious concerns at hand, I believe that 
everyone's attention should now turn toward another serious concern -- what is being done in 
the long-term to replace the aged and crumbling water distribution systems that exists 
throughout Flint and Genesee County, which was a major contributing factor to this serious 
issue in the first place. 

I am a strong believer that the truth supported by fact, speaks for itself. This was a local 
decision that was made by local civic leaders. Anyone who says otherwise is being disingenuous 
for whatever reason. 


Sincerely, 



Darnell Earley, ICMA-CM, MPA 



Best, 

Harvey 



To: Armstrong, Anne (GOV)[ArmstrongA2@michigan.gov] 

Cc: Clayton, Stacie (GOV)[claytons3@michigan.gov]; Haan, Andrew (GOV)[HaanA2@michigan.gov] 

From: Hollins, Harvey (GOV) 

Sent: Wed 10/28/2015 2:44:14 PM 

Importance: Normal 

Subject: Re: Schools and water testing update 

Received: Wed 10/28/2015 2:44:15 PM 

Anne, 

Your area is moving forward with schools testing water ahead of DEQ protocols. Grand Rapids is currently doing this and 
I'm told Muskegon will follow suit. I don't know what Holland is doing, http://michiganradio.org/post/grand-rapids-public- 
school s-test-drinking-water-1 ead 

Andrew, I need you to call call Benton Harbor, Kalamazoo and Battle Creek's superintendents and ask if they are planning 
water testing in their schools. If so, send send an email to DEQ Director Dan Wyant and copy me, Dennis Muchmore and 
Jamod Agen. If not, don't worry about the communication. 

Bay City, Pontiac and Saginaw schools are moving forward. While DEQ is working on their protocols, a number of schools 
are moving forward with testing. I want the Governor informed about the activity. 

Remember, this is simply an inquiry to testing activity in urban districts. 

Best, 

Harvey 

On Oct 28, 2015, at 10:17 AM, Armstrong, Anne (GOV) < ArmstrongA2@,michigan.gov > wrote: 


Hello All, 


I spoke with Madhu Anderson, Senior Policy Director for DEQ on the outreach to urban schools on water testing. I 
wanted to understand what DEQ's process was before we started canvassing, in case questions arose. George 
Krisztian, DEQ Lab Director and head of the Flint Action Response Team, suggested if possible that we hold off until 
they have a process and protocols in place on working with schools outside of the 13 Flint schools. They are working 
as quickly as possible with these 13 to establish some kind of response capability and backgrounder for all schools. 
They know, as we do, that this is most likely a statewide issue. Harvey, do you feel comfortable holding up on the calls 
to systems? 


Anne 


Anne Armstrong Cusack 


Associate Director 


Governor's Office of Urban Initiatives 



350 Ottawa NE 




From: 

Hollins, Harvey (GOV) 

Sent: 

Wednesday, October 28, 2015 8:59 PM 

To: 

Haan, Andrew (GOV) 

Cc: 

Armstrong, Anne (GOV); Clayton, Stacie (GOV) 

Subject: 

Re: Schools and water testing update 


Thanks Andrew. 

Best, 

Harvey 

On Oct 28, 2015, at 3:44 PM, Haan, Andrew (GOV) < HaanA2@mith;gar:.goy > wrote: 

Harvey, 

I'm still awaiting responses to outreach at Benton Harbor and Kalamazoo. I spoke with the interim 
superintendent at Battle Creek Public, and she noted that there were no plans in place as of today to 
test the schools' water, but would be getting back to me based on the call. 


I will keep you updated as information emerges. 

Thanks, 

Andrew 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 28, 2015 10:44 AM 

To: Armstrong, Anne (GOV) <ArmstrongA2@michigan.gov> 

Cc: Clayton, Stacie (GOV) <claytons3 @m ichigan.g ov >; Haan, Andrew (GOV) <H a3 nA2 @mi chi ga n.gov> 

Subject: Re: Schools and water testing update 

Anne, 

Your area is moving forward with schools testing water ahead of DEQ protocols. Grand Rapids is 
currently doing this and I'm told Muskegon will follow suit. I don't know what Holland is 
doing. http.://mi.chjganradip^ 

Andrew, I need you to call call Benton Harbor, Kalamazoo and Battle Creek's superintendents and ask if 
they are planning water testing in their schools. If so, send send an email to DEQ Director Dan Wyant 
and copy me, Dennis Muchmore and Jarrod Agen. If not, don't worry about the communication. 

Bay City, Pontiac and Saginaw schools are moving forward. While DEQ is working on their protocols, a 
number of schools are moving forward with testing. I want the Governor informed about the activity. 

Remember, this is simply an inquiry to testing activity in urban districts. 

Best, 

Harvey 


On Oct 28, 2015, at 10:17 AM, Armstrong, Anne (GOV) <Armstr^^ wrote: 


l 



Hello All, 

I spoke with Madhu Anderson, Senior Policy Director for DEQ on the outreach to urban 
schools on water testing. I wanted to understand what DEQ's process was before we 
started canvassing, in case questions arose. George Krisztian, DEQ Lab Director and 
head of the Flint Action Response Team, suggested if possible that we hold off until 
they have a process and protocols in place on working with schools outside of the 13 
Flint schools. They are working as quickly as possible with these 13 to establish some 
kind of response capability and backgrounder for all schools. They know, as we do, that 
this is most likely a statewide issue. Harvey, do you feel comfortable holding up on the 
calls to systems? 

Anne 

Anne Armstrong Cusack 
Associate Director 

Governor's Office of Urban Initiatives 

350 Ottawa NE 

Grand Rapids, Ml 49503 

Cell: 

armstrang 32 @michfean.gov 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Friday, October 30, 2015 11:54 AM 

To: 

Armstrong, Anne (GOV) 

Cc: 

Haan, Andrew (GOV); Clayton, Stacie (GOV) 

Subject: 

Re: Schools and water testing update 

Thank you! 


Best, 


Harvey 



On Oct 30, 2015, at 11:45 AM, Armstrong, Anne (GOV) < ArmstrongA2@michigan.goy > wrote: 

Hello AH, 

Holland has just completed a large bond infrastructure project. I have two calls into them, but my guess 
is they will not be testing. 

Godwin Heights - get their water from Wyoming. No plans to test 
Muskegon Heights - no plans to test. 

Calls still out to Godfrey Lee. 

Anne 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 28, 2015 8:59 PM 
To: Haan, Andrew (GOV) <HaanA2@michi.gan.gov> 

Cc: Armstrong, Anne (GOV) <Armstron gA.2@mlc hi g an.gov>; Clayton, Stacie (GOV) 
<daytons3@michigan.gov> 

Subject: Re: Schools and water testing update 

Thanks Andrew. 

Best, 

Harvey 

On Oct 28, 2015, at 3:44 PM, Haan, Andrew (GOV) <HaanA?.®mlchiga wrote: 

Harvey, 

I'm still awaiting responses to outreach at Benton Harbor and Kalamazoo. ! spoke with 
the interim superintendent at Battle Creek Public, and she noted that there were no 
plans in place as of today to test the schools' water, but would he getting back to me 
based on the call. 

I will keep you updated as information emerges. 

Thanks, 

Andrew 


From: Hollins, Harvey (GOV) 

Sent: Wednesday, October 28, 2015 10:44 AM 

l 



To: Armstrong, Anne (GOV) < ArmstronaA2@michigan.gov > 

Cc: Clayton, Stacie (GOV) < daytons3@rTnchigan.gov >; Haan, Andrew (GOV) 
< HaanA2@nfnchigan.gov > 

Subject: Re: Schools and water testing update 


Anne, 

Your area is moving forward with schools testing water ahead of DEQ protocols. Grand 
Rapids is currently doing this and I'm told Muskegon will follow suit. I don't know what 
Holland is doing. http:.//michlganr3dio.org/post/grand-raoids-pub{ic-schoois-test- 
drinking-water-iead 


Andrew, I need you to call call Benton Harbor, Kalamazoo and Battle Creek's 
superintendents and ask if they are planning water testing in their schools. If so, send 
send an email to DEQ Director Dan Wyant and copy me, Dennis Muchmore and Jarrod 
Agen. If not, don't worry about the communication. 


Bay City, Pontiac and Saginaw schools are moving forward. While DEQ is working on 
their protocols, a number of schools are moving forward with testing. I want the 
Governor informed about the activity. 


Remember, this is simply an inquiry to testing activity in urban districts. 


Best, 

Harvey 

On Oct 28, 2015, at 10:17 AM, Armstrong, Anne (GOV) < ArmsirongA2 @ m ichjga n. go v > 
wrote: 


Hello All, 

I spoke with Madhu Anderson, Senior Policy Director for DEQ on the 
outreach to urban schools on water testing. I wanted to understand 
what DEQ's process was before we started canvassing, in case questions 
arose. George Krisztian, DEQ Lab Director and head of the Flint 
Action Response Team, suggested if possible that we hold off until they 
have a process and protocols in place on working with schools outside 
of the 13 Flint schools. They are working as quickly as possible with 
these 13 to establish some kind of response capability and 
backgrounder for all schools. They know, as we do, that this is most 
likely a statewide issue. Harvey, do you feel comfortable holding up on 
the calls to systems? 

Anne 

Anne Armstrong Cusack 
Associate Director 

Governor's Office of Urban Initiatives 

350 Ottawa NE 

Gran d Rapids, Ml 49 503 

Cell: 

a r m strongs 2 (&> rn I cb iga n . gov 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Saturday, October 31, 2015 7:08 PM 
Michelle Zdrodowski 

Re: Flint EM Order On Water Plant Upgrades 


Thank you. I know there were discussions with city officials before Kurtz signed that order. Does he have any 
information on that? 

Best, 

Harvey 

On Oct 29, 2015, at 3:53 PM, Michelle Zdrodowski < michelie.zdrodowski@detroitkl2.org > wrote: 

Harvey, 


Mr. Earley asked that I send you the attached executive order signed by former Flint EM 
Edward Kurtz, which clearly indicates that a decision on the use of Flint River water had been 
made by June of 2013. 


This was not included in the packet of documents that had previously been provided by 
Treasury. 


Any questions, please let him know. 


Thanks, 


Z 


Michelle A. Zdrodowski 

Executive Director of Communications 
Detroit Public Schools 


3011 W. Grand Boulevard, 14th Floor 


l 



Detroit, Ml 48202 


313.873.3238, office 



<Water Plant EO-Kurtz Order on Water Plant. pd£> 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, November 11, 2015 8:26 PM 
Clayton, Stacie (GOV) 

Re: Names for attendees for the Friday meeting 


I guess we have to be. 


Best, 

Harvey 

On Nov 11, 2015, at 7:58 PM, Clayton, Stacie (GOV) < c I avtons3 @tn ichiaan. gov > wrote 

Are you good with this? 

Stacie Clayton 
Sent from my iPhone 


Begin forwarded message: 

From: 

Date: November 11, 2015 at 7:46:27 PMEST 
T o : <cla v tons3 fgjmichig a n. g o v> 

Subject: Names for attendees for the Friday meeting 


Mayor Karen Weaver 


Annie Gilcrest 

Political Action Chair of NAACP 


Woodrow Stanley 

Campaign Advisor Former Mayor City of Flint 
Rev. Henry Fuller 

President Wolverine State Baptist Convention 

Rev. Byron Moore 
Mayor Weaver pastor 

Enron Gonzales 

Advisor and Former City Councilman 

Rev. Allen Overton 
Concern Pastors 
Thank You so much. 

Sent from my iPad 


l 



From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, November 1 1 , 2015 8:27 PM 
Clayton, Stacie (GOV) 

Re: Names for attendees for the Friday meeting 


It's a weak list tho... Jus 


Best, 

Harvey 


On Nov 11, 2015, at 7:58 PM, Clayton, Stacie (GOV) <ela y tons3 @ m iehig a n. gov> wrote: 

Are you good with this? 

Stacie Clayton 
Sent from my iPhone 

Begin forwarded message: 

From: M ui —i H i ini i M---i >i n iii fi W !" 

Date: November 1 1, 2015 at 7:46:27 PM EST 
To: < day tons3 ami chi gan . go v > 

Subject: Names for attendees for the Friday meeting 

Mayor Karen Weaver 


Annie Gilcrest 

Political Action Chair of NAACP 


Woodrow Stanley 

Campaign Advisor Former Mayor City of Flint 
Rev. Henry Fuller 

President Wolverine State Baptist Convention 

Rev. Byron Moore 
Mayor Weaver pastor 

Enron Gonzales 

Advisor and Former City Councilman 

Rev. Allen Overton 
Concern Pastors 
Thank You so much. 

Sent from my iPad 
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From: 

Sent: 

To: 

Subject: 


Best, 

Harvey 

Begin forwarded message: 

From: "Baird, Richard (GOV)" < bairdr@michigan.gov > 

Date: December 11, 2015 at 3:14:45 PM EST 

To: "Murray, David (GOV)" < MurrayD 1 ■@mtchi gan. gov > 

Cc: "Hollins, Harvey (GOV)" < hoIlinsh@michigan gov >. "Manolakoudis, Virginia (GOV)" 

<ManolakoudisV @ michi ga n.g o v> 

Subject: Fwd: Confirming: Dr. Mona and Flint Water Mtg 12/14 11am 

Nick Lyon will join me. Harvey can you be there too? 


Hollins, Harvey (GOV) 

Friday, December 11, 2015 3:42 PM 
Clayton, Stacie (GOV) 

Fwd: Confirming: Dr. Mona and Flint Water Mtg 12/14 11am 


Sent from my Verizon Wireless 4GLTE DROID 
Forwarded message 

From: "Manolakoudis, Virginia (GOV)" < Manol3 k oudisV@mlchigan.gov> 
Date: Dec 11, 2015 1:46 PM 

Subject: Confirming: Dr. Mona and Flint Water Mtg 12/14 11am 
To: Chris Kolb <chri s@environ.men tal counci i.org>, Ken Sikkema 
< ksikkema@pscinc.com >. 'Laurence Reynolds' < revnokls@mottchc.org > 
Cc: "Baird, Richard (GOV)" < bairdr@michi gan . gov > 


Good Afternoon, 


Just double checking that you are attending Rich’s meeting with Dr. Mona and Flint Water on 
Monday, December 14 th at 11:00am in the Governor’s Conference Room, 2 nd Floor Romney 
Building. 


We will see you on Monday! 


Thanks! 



Virginia Manoiakoudis 

Executive Assistant to Richard Baird 
Executive Office of Governor Rick Snyder 

ManolakoudisV@rnichiRan.gov 

( 517 ) 241-5621 



From: 

Sent: 

To: 

Cc: 

Subject: 


Hollins, Harvey (GOV) 

Friday, December 11, 2015 11:31 PM 
Baird, Richard (GOV) 

Murray, David (GOV); Manolakoudis, Virginia (GOV); Clayton, Stacie (GOV) 
Re: Confirming: Dr. Mona and Flint Water Mtg 12/14 11am 


Unfortunately, I cannot be there; I may 
be able to call in instead. 

Best, 

Harvey 

On Dec 11, 2015, at3:14 PM, Baird, Richard (GOV) < bairdr@michigan.gov > wrote: 
Nick Lyon will join me. Harvey can you be there too? 

Sent from my Verizon Wireless 4G LTE DROID 

Forwarded message 

From: "Manolakoudis, Virginia (GOV)" <ManolakoudisV @michigajn . gov > 
Date: Dec 11, 2015 1:46 PM 

Subject: Confirming: Dr. Mona and Flint Water Mtg 12/14 11am 
To: Chris Kolb <chr i s @.e n vlronm en ialcounci 1 . org>.Ken Sikkema 
<ksikkem a@p scinc.com>. 'Laurence Reynolds' <re y nolds @m ottchc.o rg > 

Cc: "Baird, Richard (GOV)" < bairdr@,michi gan.gov > 


Good Afternoon, 


Just double checking that you are attending Rich’s meeting with Dr. Mona and Flint Water on 
Monday, December 14 th at 11:00am in the Governor’s Conference Room, 2 nd Floor Romney 
Building. 


We will see you on Monday! 


Thanks! 


Virginia Manolakoudis 

Executive Assistant to Richard Baird 


l 



Executive Office of Governor Rick Snyder 


ManolakoudisV@mich iga n .go v 

( 517 ) 241-5621 
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From: 

Hollins, Harvey (GOV) 

Sent: 

Monday, December 14, 2015 11:44 AM 

To: 

Lyon, Nick (DHHS) 

Subject: 

Re: Fwd: 

Thanks 



Best, 

Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 


313.456.4994 (office) 



On Dec 14, 2015, at 1 1:40 AM, Lyon, Nick (DHHS) 



wrote: 


Sent from my iPad 

Begin forwarded message: 

From: "Mona" 

To: "Lyon, Nick (DHHS)" 
Subject: Fwd: 


Mona Hanna- Attisha MD MPH FAAP 
Director, Pediatric Residency Program 
Hurley Children's Hospital 
Michigan State University 


Mona Hanna- Attisha 


Begin forwarded message: 



l 





Mona Hanna- Attisha MD MPH FAAP 
Program Director Pediatric Residency 
Hurley Children’s Hospital at Hurley Medical Center 
Michigan State University College of Human Medicine 
Department of Pediatrics and Human Development 

<Secondary Prevention MI 121415.pptx> 
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From: Hollins, Harvey (GOV) 

Sent: Monday, December 14, 2015 1:26 PM 

To: Lyon, Nick (DHHS) 

Subject: Re: Fwd: 


Thanks 


Best, 

Harvey Hollins III, Director 
Governor’s Office of Urban Initiatives 


313.456.4994 (office) 


On Dec 14, 2015, at 1 1 :40 AM, Lyon, Nick (DHHS) wrote: 


Sent from my iPad 

Begin forwarded message: 

From: "Mona" 

To: "Lyon, Nick (DHHS)" 
Subject: Fwd: 


Mona Hanna- Attisha MD MPH FAAP 
Director, Pediatric Residency Program 
Hurley Children's Hospital 
Michigan State University 


Mona Hanna- Attisha 
Begin forwarded message: 

From: Mona Hanna-Attisha : 

Date: December 14, 2015 at 9:10:41 AMEST 
To: Mona Hanna-Attisha 





Mona Hanna- Attisha MD MPH FAAP 
Program Director Pediatric Residency 
Hurley Children’s Hospital at Hurley Medical Center 
Michigan State University College of Human Medicine 

<Secondary Prevention MI 121415.pptx> 
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From: 

Sent: 

To: 

Subject: 


Hollins, Harvey (GOV) 

Wednesday, December 23, 2015 6:18 PM 
Baird, Richard (GOV) 

Re: Role 


Thanks Rich. On a different note, I had a great conversation with Marshall Bullock. I will tell you later. 

Best, 

Harvey 

On Dec 23, 2015, at 1:04 PM, Baird, Richard (GOV) < bairdr@rnichlgan.gov > wrote: 


<FLint Outline of Role and Responsibility.docx> 
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From: 

Sent: 

To: 

Subject: 


Biehl, Laura (GOV) 

Monday, January 04, 2016 1:08 PM 
Walsh, John (GOV) 

DEQ director messaging 


Hi John- Dave asked me to send you the internal email and statement we issued last week. This makes our messaging on 
Dan's departure clear. 


Let me know if you have any questions. 


Laura 

Email: 

Team, 

As you are aware, we have been working closely with the independent taskforce that has been reviewing state, local and 
federal actions regarding the serious health issues related to water in Flint. 

Although the task force's final report is not yet complete, members have made the Governor aware of some interim 
findings, and there are interim steps the Governor has decided to take immediately in order to restore trust in how we in 
state government keep residents safe and informed. 

As part of this process, Dan Wyant, director of the Department of Environmental Quality, has offered his resignation, and 
Governor has reluctantly decided to accept it. There are likely to be other personnel changes in MDEQ as well. 

I want to thank Dan for his service. He has been the DEQ director since the start of the administration, and previously 
headed the Agriculture Department under both Gov. Engler and Gov. Granholm. He is passionate about public service 
and protecting our state's environment. 

The situation in Flint is serious and challenging. We will continue to work closely with the taskforce and city leaders as 
we move forward, committed to protecting the health of people living in Flint and around our state. 

Sincerely, 

Jarrod Agen 

Press release: 


Gov. Rick Snyder Lakes action on initial findings from Hint Water Task Force 

Changes to take place at DEQ, meeting planned with Mayor Karen Weaver 

In response to initial findings from the Flint Water Task Force, Gov. Rick Snyder today issued the following 
statement: 

"When I became aware that the city of Flint's water showed elevated lead levels and that the state's handling of 
the situation was being questioned, I requested funding to switch the source back to the Great Lakes Water 
Authority and appointed an independent task force to identify possible missteps and areas for improvement. 


l 



"The task force has done an exceptional job, reviewing stacks of documents and interviewing scores of Flint, 
Genesee County, state and federal officials. Although the task force's final report is not yet completed, 
members have made me aware of some interim findings and corrective steps that I have decided to take 
immediately in order to restore trust in how the state keeps its citizens safe and informed. 

"We'll continue to work with the community members to make sure we hear and respond to their concerns. 

"In addition, MDEQ Director Dan Wyant has offered his resignation, and I've determined that it's appropriate to 
accept it. I'm also making other personnel changes at MDEQ to address problems cited by the task force. 

"But changes in leadership and staff are not enough. I understand there can be disagreements within the 
scientific community. That is why I have directed both the departments of Environmental Quality and Health 
and Human Services to invite every external scientist who has worked on this issue to be our partners in helping 
us improve Flint water. Let's share research on water and blood lead level testing so we can arrive at accurate 
and mutually supported conclusions. Together, we should work to affirm that we're using the very best testing 
protocols to ensure Flint residents have safe drinking water and that we're taking steps to protect their health 
over the short and long term. 

"I want the Flint community to know how very sorry I am that this has happened. And I want all Michigan 
citizens to know that we will learn from this experience, because Flint is not the only city that has an aging 
infrastructure. 

"I know many Flint citizens are angry and want more than an apology. That's why I'm taking the actions today to 
ensure a culture of openness and trust. We've already allocated $10 million to test the water, distribute water 
filters, and help in other ways. Last week, I called Flint Mayor Karen Weaver, and we're going to meet soon to 
discuss other ways the state can offer assistance. 

"These are only initial steps - we fully expect to take more actions following the recommendations of our task 
force. When it comes to matters of health and quality of life, we're committed to doing everything we can to 
protect the well-being of our citizens." 


### 


Best, 


Laura Bsehl 

Deputy Press Secretary 

Executive Office of Michigan Gov. Rick Snyder 

George W. Romney Building 

111 S. Capitol Ave. 

Lansing, MS 48333 
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From: 

Ellison, Melanie (GOV) 

Sent: 

Wednesday, April 17, 2013 5:10 PM 

To: 

Rustem, William (GOV) 

Cc: 

Hall, Jean (GOV) 

Subject: 

Flint Water Treatment 

Hi Bill, 



Per the Scheduling meeting this afternoon - I was hoping you could put together some information about the water 
treatment system before the Governor's meeting in Flint on Friday. Please let me know if you have any questions. 

Thank you, 

Melanie Ellison 

Office of Governor Rick Snyder 
O: 517-373-0504 
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From: 

Sent: 

To: 

Subject: 


Ellison, Melanie (GOV) 

Thursday, April 18, 2013 8:07 AM 
Hall, Jean (GOV) 

RE: Flint Water Treatment 


4:00 please © 


From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 8:04 AM 
To: Ellison, Melanie (GOV) 

Subject: RE: Flint Water Treatment 

Bill will get this to you. What is your deadline this afternoon? 

Jean Hah 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

H3lii16@michiqan.gov 


From: Ellison, Melanie (GOV) 

Sent: Wednesday, April 17, 2013 5:10 PM 
To: Rustem, William (GOV) 

Cc: Hall, Jean (GOV) 

Subject: Flint Water Treatment 

Hi Bill, 

Per the Scheduling meeting this afternoon - I was hoping you could put together some information about the water 
treatment system before the Governor's meeting in Flint on Friday. Please let me know if you have any questions. 

Thank you, 

Melanie Ellison 

Office of Governor Rick Snyder 
O: 517-373-0504 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Cousineau, Sara (Treasury) 

Thursday, April 18, 2013 3:01 PM 
Rustem, William (GOV) 

Hall, Jean (GOV) 

KWA Summary for Governor 

KWA SUMMARY FOR GOVERNOR Version I 04-18-13.doc 


Please see attached. 

SarcoJ CoutOnecur 

Vepartmer^t of Treasury, Ex-ecuttve' Offices 
A^i^cmtto-BronvStihvt^, Serusor PolUyy Advisor 
Ateitfcuy£to-Howard''RyciAV, Director of Le^i^Lati^e'Affair^ 
Atei^tartto-PcruhConriory, Le^tfLatVve/ LtiUtcnv 
As^Oitcmtto-Terry Stantons, PodyUc/ 1 nformxxticms Officer 

517.373.3223 Matns 
517.241.2788 Direct 
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RICK SNYDER 
GOVERNOR 


State of Michigan 
DEPARTMENT OF TREASURY 
Lansing 


ANDY DILLON 
STATE TREASURER 


SUMMARY REPORT 


TO: Brom Stibitz, Senior Policy Advisor; Department of Treasury 

FROM: Eric Cline. Unit Operations Specialist 

SUBJECT: Flint Water System Summary 

DATE: April 18,2013 


Summary 

In November 2012 the Department of Treasury commissioned the firm of Tucker, Young, Jackson & Tull, Inc. 
(TYJT) to analyze options for the City of Flint to either remain a customer of the Detroit Water & Sewer 
Department (DWSD) or to join the Karegnondi Water Authority (KWA) in Genesee County. The purpose of this 
study was to provide objective analyses to the State Treasurer and Flint's Emergency Financial Manager (EFM) 
in order to secure future potable drinking water for the City. 

In December 2012, staff from TYJT met with representatives from the Department of Treasury’ and the City of 
Flint to provide a preliminary report on their findings. At this meeting, five options were presented: These 
options ranged from the Flint Water Plant providing 100% water, to 100% provision of untreated Lake Huron 
Water by KWA, to 100% provision of treated drinking water by DWSD, or provision of variable amounts of 
water from DWSD using a combination of blended DWSD water and Flint River water. 

From the presentation of the preliminary report in December 2012 to the submission of the final report by TYJT 
in January 2013, a number of developments made arriving at a final decision very difficult. 

• DWSD provided the City of Flint with at least two modified proposals to consider. 

• A debate ensued between TYJT and KWA’s principal engineering firm regarding the others' conclusions 
and estimates for construction of the KWA pipeline. 

• The Flint EFM eliminated all options except the 100% DWSD option or joining KWA. 

In January 2013, the OFR provided a comprehensive report to the State Treasurer analyzing three questions: 1) 
The projected construction costs and why Treasury believed the projections provided by Flint/KWA were 
acceptable; 2) Identification of the construction contingencies; and 3) Identification of the options Flint will 
utilize in the event of a construction cost overrun or a delay in construction. At the end of this report, the OFR 
recommended to the State Treasurer that KWA presented the best future option for future potable water. The 
OFR also concluded that KWA appeared to be the cheaper option; the quality of water would improve; Genesee 
County appeared willing to assist the City in securing the financing for their portion of the project; the KWA 
project could signify the beginning of better collaboration between the City of Flint and Genesee County; and 
the KWA project had both political and popular support. 

Between January and April, intense scrutiny of the various proposals was undertaken by Treasury and Flint 
officials. Treasury officials met with officials from Genesee County to gain a better understanding of the KWA 
project. In February 2013, Genesee County opened bids for construction of the Lake Huron intakes. This bid 

P.O. BOX 30716 • LANSING, MICHIGAN 48909 
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opening represented the first meaningful step toward commencing construction of the KWA system. The bid 
was $3 -million less than projected. 

In March 2013, Treasury was notified that DWSD had contacted Flint to negotiate with the City to retain them 
as a customer. On April 12, 2013, the State Treasurer authorized the Flint EFM to join KWA, pending review of 
any final offer from DWSD. A final offer was received from DWSD on April 15, 2013. 

DWSD's final offer provided two options. The first option was for a “supply only” rate schedule. Only water 
treatment costs would be recovered and DWDS would absorb all other delivery costs. Capital and operating 
revenue charges would be calculated based upon KWA’s usage relative to the entire demand upon DWSD’s 
Lake Huron WTP. KWA would also have the ability to construct and own its own transmission lines. 

The second option was a “full service” rate option. DWSD would provide all production and transmission 
services. Transmission rates would be calculated only on those costs necessary to supply KWA and no 
additional transmission rates would be charged. Capital and operating revenue charges would be calculated 
based upon KWA’s usage relative to the entire demand upon the Lake Huron WTP. 

Independent analyses of DWSD’s final offer by the OFR, the Flint EFM, and the Department of Environmental 
Quality (DEQ) generally reached the same conclusions: 

• DWSD's offer was a framework subject to negotiations and was not a firm offer. 

• The offer provided by DWSD was incomplete. 

• DWSD's offer did not include a guaranteed rate beyond year one, nor did it limit maximum annual 
rate increases. 

• The DWSD scenarios were based on 40 MGD of service capacity. However, the KWA project provides 60 
MGD of initial capacity with potential expansion to 75 MGD. 

• DWSD indicates that Flint/ Genesee County would be given “broadened representation,” it is unclear 
exactly what this means in terms of actual control in the decision making processes. 

• The DWSD offer relies on a single transmission system and would require the City of Flint to maintain its 
WTP for emergency purposes. In addition, it would leave Genesee County without an adequate backup 
supply to meet their needs. 

• DWSD's offer included an attachment that listed the rank-ordered options (from cheapest to most 
expensive). DWSD Scenario 2 is listed as the least expensive option (but it is unclear how the total cost of 
this option was arrived at). DWSD Scenario 1 was not listed. 

• DWSD provided a summary table of their unit costs but how these figures are arrived at was not clear, so 
analysis proved difficult. 

Without specific details from DWSD on this proposal, a true comparative analysis is difficult to provide. As 
such the Flint EFM rejected the DWSD proposal and agreed to join KWA. 

If further information on this issue is needed, please let me know. 

Copy: Roger Fraser, Deputy State Treasurer; Bureau of Local Government Services 
Edward Koryzno, Administrator; Office of Fiscal Responsibility 
Randall Byrne, State Administrative Manager; Office of Fiscal Responsibility 


« AUTO PATH » 



From: 

Cousineau, Sara (Treasury) 

Sent: 

Thursday, April 18, 2013 3:04 PM 

To: 

Hall, Jean (GOV) 

Subject: 

RE: KWA 

Thank you 



From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 3:04 PM 
To: Cousineau, Sara (Treasury) 

Subject: RE: KWA 

Got it. Bill is looking at it. now. Thank you! 

Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

H3lii16@michiqan.gov 


From: Cousineau, Sara (Treasury) 
Sent: Thursday, April 18, 2013 3:04 PM 
To: Hall, Jean (GOV) 

Subject: RE: KWA 


I am sorry, i just saw this. We have been crazy all day hut wanted to confirm you received the KWA document?' 


From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 2:41 PM 
To: Cousineau, Sara (Treasury) 

Subject: FW: KWA 


Hi Sara - can you check to see if we will have this by 3 p.rn.? 


Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

Halli16 @m ich i a a n.g o v 


From: Rustem, William (GOV) 

Sent: Thursday, April 18, 2013 9:17 AM 
To: Stibitz, Brom (Treasury) 

Cc: Hall, Jean (GOV) 

Subject: RE: KWA 


l 



\ need it by 3 


From: Stibitz, Brom (Treasury) 

Sent: Thursday, April 18, 2013 9:14 AM 
To: Rustem, William (GOV) 

Subject: KWA 

I have to pull our KWA guy back from some field meetings, so we won't have anything this AM. But we should have 
something in time for the briefing book. 

Is this going to work? 

Brom Stibitz 

Senior Policy Advisor 

Michigan Department of Treasury 

517-373-3223 

stibitzbfAmichigati.gov 
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From: Rospond, Laurie (GOV) 

Sent: Tuesday, January 20, 2015 1:35 PM 

To: Wisniewski, Wendy (GOV); Hall, Jean (GOV); Pleyte, Beth (Treasury) 

Subject: Flint Water 

I have been asked to set up an internal meeting prior to the Flint Water meeting on Wed Jan 28 th @ 2:00 with Dick, 
Dennis, Beth, Tom and John Walsh. I'm guessing K should do it. 

Can you please let me know availability for this week and next prior to 1/28 at 2:00. 

Thanks 


l 



Monday, January 26, 2015 10:33 AM 
Hall, Jean (GOV) 

Bio 


From: 

Sent: 

To: 

Subject: 


Jean if you still have my Bio, would you please send it to Steve Wolbert in Flint 
If you don't have it let me know. Thanks 


Sent from my iPhone 



Subject: 

Location: 

Start: 

End: 

Show Time As: 

Recurrence: 

Meeting Status: 

Organizer: 

Required Attendees: 


Hollins/Brownfield Call Re:Flint 
HH will call MB at 

Thu 1/29/2015 11:15 AM 
Thu 1/29/2015 11:45 AM 
Tentative 

(none) 

Not yet responded 
Hollins, Harvey (GOV) 

Brownfield, Michael (GOV) (BrownfieldM2@michigan.gov); Clayton, Stacie (GOV) 
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From: 

Sent: 

To: 

Subject: 


Clayton, Stacie (GOV) 

Wednesday, February 18, 2015 8:57 AM 
Hall, Jean (GOV) 

FW: Governor's Letter to President for Disaster Declration 


Hi Jean, 

Do you have a copy of the letter referenced below or can you tell who might? 
Stacie 


From: Palencia Mobley rmailto:moblevp@detroitmi.aovl 

Sent: Wednesday, February 18, 2015 8:45 AM 
To: Clayton, Stacie (GOV) 

Subject: Governor's Letter to President for Disaster Declration 
Good Morning Stacie, 

I'm trying to locate a copy of the letter the Governor sent to President Obama regarding the Presidential Disaster 
Declaration stemming from the August 1 1 , 2014 storm. Does your office have a copy or do you think you can locate one? 

Thanks 

Palencia Mobley, P.E. 

Mayor's Office 

DWSD Transition Manager 

Coleman A. Young Municipal Center 
2 Woodward Avenue, 11th Floor 
Detroit, MI 48226 
Mobile: 

Email: rnobleyp@detroitmi.gov 

Michael E. Duggan, Mayor 


l 




From: Michelle Carnevale <MCarnevale@senate.michigan.gov> 

Sent: Monday, August 03, 2015 3:34 PM 

To: Hall, Jean (GOV) 

Subject: PHONE CALL REQUEST: Senator Ananich and John Walsh 


Hi Jean! 

Senator Ananich would like to request a phone call with Mr. Walsh to discuss Flint water concerns. Would he have time tomorrow or 
even Wednesday this week? 

Thanks! 

Michelle 

Michelle Carnevale 

Director of Appointments 

Senate Minority Leader Jim Ananich 


P: 517.373.0692 




Please sign up for our e-news at: Senateden'is.com/Ananich 
Facebook: jimapamch | Twitter: @ii manamch 



From: 

Sent: 

To: 

Subject: 


Michelle Carnevale < MCarnevale@senate.michigan.gov> 
Monday, August 03, 2015 4:11 PM 
Hall, Jean (GOV) 

RE: PHONE CALL REQUEST: Senator Ananich and John Walsh 


Thanks for getting back to me. Senator would prefer to speak with Mr. Walsh. Does he have any availability the week he returns or 
the week of the 17 th ? 

Michelle Carnevale 


Senate Minority Leader Jim Ananich 




517.373.0692 


Please sign up for our e-news at: S enatedems.com/Ananich 
Facebook: jimananich | Twitter: @iimananich 


From: Hall, Jean (GOV) [ mailto:haUjlS@fTiichlgan.govl 

Sent: Monday, August 3, 2015 3:37 PM 

To: Michelle Carnevale < MCamevale@sen3ta.michigan.gov > 

Subject: RE: PHONE CALL REQUEST: Senator Ananich and John Walsh 

Hi Michelle, 


John is out of the country and won't be back in the office until August 10 tn . Would the Senator like to schedule a call 
with our Deputy Director Chris Priest. He has availability between 8:30 and 10 a.rn. tomorrow morning. Please let me 
know. Thank you. 


Jean Hall 

Executive Assistant 


Office of Strategic Policy 

Executive Office of Governor Rick Snyder 


From: Michelle Carnevale [maiito:M;Carnevale@senate.michlgan.govl 

Sent: Monday, August 03, 2015 3:34 PM 
To: Hall, Jean (GOV) 

Subject: PHONE CALL REQUEST: Senator Ananich and John Walsh 
Hi Jean! 

Senator Ananich would like to request a phone call with Mr. Walsh to discuss Flint water concerns. Would he have time tomorrow or 
even Wednesday this week? 
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Thanks! 

Michelle 

Michelle Carnevale 

Senate Minority Leader Jim Ananich 


P: 517.373.0692 

Please sign up for our e-news at: Senatedenis.com/Ananich 
Facebook: iimananicb | Twitter: @iimananich 
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From: Brown, Eric (GOV) 

Sent: Friday, October 02, 2015 9:02 AM 

To: Hall, Jean (GOV) 

Cc: Mcbride, Bill (GOV) 

Subject: Flint letters 

Attachments: Peters Lead Flint 10-02-2015.docx; Stabenow Lead Flint 10-02-2015.docx; Kildee Lead 

Flint 10-02-2015.docx 


Jean, 

Thanks for your help this morning. I have included 3 letters, one for Congressman Kildee, and one each for Senators 
Peters and Stabenow. Please let me know if there are any format problems, etc. I need these ASAP, if possible. Sorry for 
the fire drill! 

--Eric 


Eric K Brown 

Senior Federal Policy Representative 
State of Michigan - Governor Rick Snyder 
Washington D.C. Office 
202.624.S840 (office) 
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Date 


The Honorable Gary Peters 
U.S. Senate 

724 Hart Senate Office Building 
Washington, DC 20510 

Senator Peters: 

As we continue to address ongoing issues related to the City of Flint's water, I want to make sure you 
are aware of the actions taken by the State of Michigan to ensure that the residents of Flint have access 
to safe, clean drinking water. These actions include: 

1. Immediately test Flint public schools to ensure that drinking water is safe. Testing also will be 
available at no cost to any other school in Flint. 

2. Expand health exposure testing of individual residences. 

3. Offer water testing at no cost to Flint residents to assure water is safe. 

4. Begin optimizing corrosion controls in the Flint drinking water system. 

5. Convene a "Safe Drinking Water Technical Advisory Committee" to ensure the best technology, 
practices and science are being utilized, and add an expert from the EPA's Office of Research 
and Development to the group. 

6. Accelerate water system improvements to address replacement of lead service lines. 

7. Expedite completion of Karegnondi Water Authority. 

8. Appointment of Dr. Eden Wells as the Flint Drinking Water Public Health Advisor. 

9. Provide water filters to residents of Flint. 

10. Expand a comprehensive lead education initiative. 

While these actions will mitigate the risk of lead exposure in the immediate and long term, there are a 
number of federal regulatory hurdles that impede our ability to further reduce risk. Accordingly, I would 
appreciate your assistance on the following federal items: 

1. Make federal Drinking Water Revolving Loan funds available for the replacement of private 
service lines. 

2. Ease and/or eliminate restrictions on the purchase of bottled water for SNAP and WIC 
recipients. This should include a temporary, targeted increase in SNAP benefits so that the 
purchase of bottled water does not count against a recipients' current SNAP allocation. 

3. Request that EPA expedite promulgation of the long term revisions to the Lead and Copper Rule. 

As the situation continues to evolve, I would also appreciate your assistance in the event that additional 
federal action is needed. 

Thank you for your continued efforts to ensure that the residents of Flint have access to safe, clean 
drinking water. I look forward to continuing to work with you on this and many other issues of 
importance to Michiganders. 


Sincerely, 

/s/ 

Rick Snyder 




Date 


The Honorable Debbie Stabenow 
U.S. Senate 

731 Hart Senate Office Building 
Washington, DC 20510 

Senator Stabenow: 

As we continue to address ongoing issues related to the City of Flint's water, I want to make sure you 
are aware of the actions taken by the State of Michigan to ensure that the residents of Flint have access 
to safe, clean drinking water. These actions include: 

1. Immediately test Flint public schools to ensure that drinking water is safe. Testing also will be 
available at no cost to any other school in Flint. 

2. Expand health exposure testing of individual residences. 

3. Offer water testing at no cost to Flint residents to assure water is safe. 

4. Begin optimizing corrosion controls in the Flint drinking water system. 

5. Convene a "Safe Drinking Water Technical Advisory Committee" to ensure the best technology, 
practices and science are being utilized, and add an expert from the EPA's Office of Research 
and Development to the group. 

6. Accelerate water system improvements to address replacement of lead service lines. 

7. Expedite completion of Karegnondi Water Authority. 

8. Appointment of Dr. Eden Wells as the Flint Drinking Water Public Health Advisor. 

9. Provide water filters to residents of Flint. 

10. Expand a comprehensive lead education initiative. 

While these actions will mitigate the risk of lead exposure in the immediate and long term, there are a 
number of federal regulatory hurdles that impede our ability to further reduce risk. Accordingly, I would 
appreciate your assistance on the following federal items: 

1. Make federal Drinking Water Revolving Loan funds available for the replacement of private 
service lines. 

2. Ease and/or eliminate restrictions on the purchase of bottled water for SNAP and WIC 
recipients. This should include a temporary, targeted increase in SNAP benefits so that the 
purchase of bottled water does not count against a recipients' current SNAP allocation. 

3. Request that EPA expedite promulgation of the long term revisions to the Lead and Copper Rule. 

As the situation continues to evolve, I would also appreciate your assistance in the event that additional 
federal action is needed. 

Thank you for your continued efforts to ensure that the residents of Flint have access to safe, clean 
drinking water. I look forward to continuing to work with you on this and many other issues of 
importance to Michiganders. 


Sincerely, 

/s/ 

Rick Snyder 




Date 


The Honorable Dan Kildee 
U.S. House of Representatives 
227 Cannon House Office Building 
Washington, DC 20515 

Congressman Kildee: 

As part of our ongoing dialogue related to the City of Flint's water, I want to make sure you are aware of 
the actions taken by the State of Michigan to ensure that the residents of Flint have access to safe, clean 
drinking water. These actions include: 

1. Immediately test Flint public schools to ensure that drinking water is safe. Testing also will be 
available at no cost to any other school in Flint. 

2. Expand health exposure testing of individual residences. 

3. Offer water testing at no cost to Flint residents to assure water is safe. 

4. Begin optimizing corrosion controls in the Flint drinking water system. 

5. Convene a "Safe Drinking Water Technical Advisory Committee" to ensure the best technology, 
practices and science are being utilized, and add an expert from the EPA's Office of Research 
and Development to the group. 

6. Accelerate water system improvements to address replacement of lead service lines. 

7. Expedite completion of Karegnondi Water Authority. 

8. Appointment of Dr. Eden Wells as the Flint Drinking Water Public Health Advisor. 

9. Provide water filters to residents of Flint. 

10. Expand a comprehensive lead education initiative. 

While these actions will mitigate the risk of lead exposure in the immediate and long term, there are a 
number of federal regulatory hurdles that impede our ability to further reduce risk. As the federal 
representative for the City of Flint, I would appreciate your assistance on the following federal items: 

1. Make federal Drinking Water Revolving Loan funds available for the replacement of private 
service lines. 

2. Ease and/or eliminate restrictions on the purchase of bottled water for SNAP and WIC 
recipients. This should include a temporary, targeted increase in SNAP benefits so that the 
purchase of bottled water does not count against a recipients' current SNAP allocation. 

3. Request that EPA expedite promulgation of the long term revisions to the Lead and Copper Rule. 

As the situation continues to evolve, I would also appreciate your assistance in the event that additional 
federal action is needed. 

Thank you for your continued advocacy related to the City of Flint's water. I have appreciated the 
ongoing dialogue and am heartened to have a partner in ensuring that the residents of Flint have access 
to safe, clean drinking water. I look forward to continuing to work with you on this and many other 
issues of importance to Michiganders. 


Sincerely, 

N 



Rick Snyder 



From: 

Sent: 

To: 

Subject: 


Brown, Eric (GOV) 

Friday, October 02, 2015 9:08 AM 
Hall, Jean (GOV) 

RE: Flint letters 


You're the best!! I i owe you once again 


From: Hall, Jean (GOV) 

Sent: Friday, October 02, 2015 9:08 AM 

To: Brown, Eric (GOV) < BrowoElS@n'iichigan.gov > 

Cc: Mcbride, Bill (GOV) < mcbrideb@roiehsgan.gov > 

Subject: RE: Flint letters 

Got it Will take me a minute to get on letterhead and sign. Stand by. 
Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

Hailjl6@mschigari.gov 

517-241-5493 


From: Brown, Eric (GOV) 

Sent: Friday, October 02, 2015 9:02 AM 
To: Hall, Jean (GOV) < hailjl6@michigan.gov > 

Cc: Mcbride, Bill (GOV) < mcbrideb@rnich;gan.gov > 

Subject: Flint letters 

Jean, 

Thanks for your help this morning. I have included 3 letters, one for Congressman Kildee, and one each for Senators 
Peters and Stabenow. Please let me know if there are any format problems, etc. I need these ASAP, if possible. Sorry for 
the fire drill! 

--Eric 


Eric K Brown 

Senior Federal Policy Representative 
State of Michigan - Governor Rick Snyder 
Washington D.C. Office 
202.624.5840 (office) 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Brown, Eric (GOV) 

Friday, October 02, 2015 10:04 AM 
Hall, Jean (GOV) 

Mcbride, Bill (GOV) 

RE: Flint letters 


These look great. Thanks again for your help, 
— Eric 


From: Hall, Jean (GOV) 

Sent: Friday, October 02, 2015 10:03 AM 
To: Brown, Eric (GOV) < B row n E 1 5 @ mi ch iga n .gov > 
Cc: Mcbride, Bill (GOV) < rncbrideb@mtchi gan.gov> 

Subject: RE: Flint letters 


O.k, Let me know if there are any problems. 
Thanks, 

Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

HaU|lS@michigan,gov 

517-241-5493 


From: Brown, Eric (GOV) 

Sent: Friday, October 02, 2015 9:02 AM 
To: Hall, Jean (GOV) < hanil6@michigan.gov : 

Cc: Mcbride, Bill (GOV) < rn cb r i d e b @ mi ch iga n . gov? 

Subject: Flint letters 


Thanks for your help this morning. I have included 3 letters, one for Congressman Kildee, and one each for Senators Peters and 
Stabenow. Please let me know if there are any format problems, etc. I need these ASAP, if possible. Sorry for the fire drill ! 

-Eric 


Eric K Brown 

Senior Federal Policy Representative 
State of Michigan - Governor Rick Snyder 
Washington D.C. Office 
202.624.5840 (office) 

(mobile) 



From: 

Sent: 

To: 

Subject: 


Wisniewski, Wendy (GOV) 

Wednesday, October 14, 2015 9:27 AM 
Hall, Jean (GOV) 

Re: Today's Flint Next Steps Meeting 


FYI - this is Jarrods meeting and I'll let him know 
Sent from my iPad 


On Oct 14, 2015, at 9:23 AM, Hall, Jean (GOV) < h3iljl6@michigan.gc-v > wrote: 


Hi Dennis, 

John asked me to let you know that he has a House meeting on DPS this morning at 10:30 a.m. at the 
Capitol. He most likely won't make it back for the Flint meeting and he has asked Ari to cover it for him. 

Thank you. 

Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H a II i 16 @ rt; i ch i gan.gov 

517-241-5493 
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From: 

Sent: 

To: 

Subject: 


Wisniewski, Wendy (GOV) 

Wednesday, October 14, 2015 9:30 AM 
Hall, Jean (GOV) 

Re: Today's Flint Next Steps Meeting 


No problems 
Sent from my iPad 

On Oct 14, 2015, at 9:29 AM, Hall, Jean (GOV) < h3Hjl6@michigan.gc-v > wrote: 
Thanks. Sorry. 

Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

Hanjl6@michigan.gov 

517 - 241-5493 


From: Wisniewski, Wendy (GOV) 

Sent: Wednesday, October 14, 2015 9:27 AM 
To: Hall, Jean (GOV) <ha.ijj1 : S : @mic^ 

Subject: Re: Today's Flint Next Steps Meeting 

FYI - this is Jarrods meeting and I'll let him know 

Sent from my iPad 

On Oct 14, 2015, at 9:23 AM, Hall, Jean (GOV) < hanilS@rriichig3n.gov > wrote: 

Hi Dennis, 

John asked me to let you know that he has a House meeting on DPS this morning at 
10:30 a.m. at the Capitol. He most likely won't make it back for the Flint meeting and he 
has asked Ari to cover it for him. 

Thank you. 

Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H3llil6@rnichi g an. g ov 

517-241-5493 
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From: 

Sent: 

To: 

Subject: 


Hall, Jean (GOV) 

Thursday, April 18, 2013 8:04 AM 
Ellison, Melanie (GOV) 

RE: Flint Water Treatment 


Bill will get this to you. What is your deadline this afternoon? 

Jean Hah 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

H 3 lli 16 @michigan.gov 


From: Ellison, Melanie (GOV) 

Sent: Wednesday, April 17, 2013 5:10 PM 
To: Rustem, William (GOV) 

Cc: Hall, Jean (GOV) 

Subject: Flint Water Treatment 

Hi Bill, 

Per the Scheduling meeting this afternoon - I was hoping you could put together some information about the water 
treatment system before the Governor's meeting in Flint on Friday. Please let me know if you have any questions. 

Thank you, 

Melanie Ellison 

Office of Governor Rick Snyder 
O: 517-373-0504 



From: 

Hall, Jean (GOV) 

Sent: 

Thursday, April 18, 2013 1:46 PM 

To: 

Emmitt, Beth (GOV) 

Cc: 

Ellison, Melanie (GOV); Wendy Wisniewski (WisniewskiW@michigan.gov); Clayton. 
Stacie (GOV) (claytons3@michigan.gov); Clayton, Stacie (GOV) (claytons3 
@michigan.gov) 

Subject: 

RE: Water Meeting Tomorrow 

Importance: 

High 


O.K. I was confused- Bill is working on one for Flint, but can also do one for the Detroit meeting if needed. He is working 
with Brom at Treasury on the Flint briefing. HOWEVER, he thought Wendy may have also requested something from 
Treasury for tomorrow's Detroit meeting since Dennis set it up. Staci do you have anything to add to this? 


Jean Hall 

Executive Assistant 
Office of Strategic Policy 
Executive Office of Governor Rick Snyder 
(517) 241-5493 


Original Message 

From: Emmitt, Beth (GOV) 

Sent: Thursday, April 18, 2013 1:41 PM 
To: Hall, Jean (GOV) 

Cc: Ellison, Melanie (GOV) 

Subject: RE: Water Meeting Tomorrow 

Ok - 1 wanted to see if Treasury was sending something too. Is Bill working with them directly? 

Original Message 

From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 1:40 PM 
To: Emmitt, Beth (GOV) 

Subject: RE: Water Meeting Tomorrow 

Bill is working on it -knows the deadline is 4 p.m. 

Jean Hall 

Executive Assistant 
Office of Strategic Policy 
Executive Office of Governor Rick Snyder 
(517) 241-5493 

HaHjl6@michigan.gov 
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Original Message 

From: Emmitt, Beth (GOV) 

Sent: Thursday, April 18, 2013 1:37 PM 
To: Hichez, Amy (Treasury) 

Cc: Clayton, Stacie (GOV); Ellison, Melanie (GOV); Rustem, William (GOV); Hall, Jean (GOV) 
Subject: Water Meeting Tomorrow 

Are we going to have a briefing on this tonight from Treasury? 
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From: 

Sent: 

To: 

Subject: 


Rustem, William (GOV) 

Thursday, April 18, 2013 2:03 PM 
GovCalendar 

Accepted: RDS/GT/VB - KWA & DWSD (Water) Meeting 


l 



From: 

Sent: 

To: 

Subject: 


Hall, Jean (GOV) 

Thursday, April 18, 2013 3:04 PM 
Cousineau, Sara (Treasury) 

RE: KWA 


Got: it. Bill is looking at it now. Thank you! 

Jean Halt 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

Halii16@michiqan.gov 


From: Cousineau, Sara (Treasury) 
Sent: Thursday, April 18, 2013 3:04 PM 
To: Hall, Jean (GOV) 

Subject: RE: KWA 


I am sorry, 1 just saw this. We have been crazy all day but wanted to confirm you received the KWA document?! 


From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 2:41 PM 
To: Cousineau, Sara (Treasury) 
Subject: FW: KWA 


Hi Sara - can you check to see if we will have this by 3 p,m.? 


Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(51 7) 241-5493 

Halli16@michigan.gev 


From: Rustem, William (GOV) 

Sent: Thursday, April 18, 2013 9:17 AM 
To: Stibitz, Brom (Treasury) 

Cc: Hall, Jean (GOV) 

Subject: RE: KWA 

I need it by 3 


From: Stibitz, Brom (Treasury) 

Sent: Thursday, April 18, 2013 9:14 AM 
To: Rustem, William (GOV) 

Subject: KWA 


l 



I have to pull our KWA guy back from some field meetings, so we won't have anything this AM. But we should have 
something in time for the briefing book. 

Is this going to work? 

Brom Stibitz 
Senior Policy Advisor 
Michigan Department of Treasury 
517 - 373-3223 

s ti bi tab @oxtchigan.gov 
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From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Hall, Jean (GOV) 

Thursday, April 18, 2013 3:30 PM 
Ellison, Melanie (GOV) 

Emmitt, Beth (GOV); Bill Rustem (rustemw@michigan.gov) 
For Governor's Packet 
Memo Flint Water System 130418.docx; 


Here you go, Melanie. 

Please let me know if you have any questions. 

Jean Hall 

Executive Assistant 
Office of Strategic Policy 
Executive Office of Governor Rick Snyder 
( 517 ) 241-5493 

Haj| 16 @mjchigaji.ggy 
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TO: 

Governor Snyder 

CC: 

Dennis Muchmore, John Roberts, Harvey Hollins, Allison Scott 

FROM: 

Bill Rustem 

SUBJECT: 

Flint Water System 

DATE: 

April 18, 2013 


Governor, this information was compiled by the Department of Treasury. 

Summary 

In November 2012 the Department of Treasury commissioned the firm of Tucker, Young, Jackson & Tull, 
Inc. (TYJT) to analyze options for the City of Flint to either remain a customer of the Detroit Water & 
Sewer Department (DWSD) or to join the Karegnondi Water Authority (KWA) in Genesee County. The 
purpose of this study was to provide objective analyses to the State Treasurer and Flint's Emergency 
Financial Manager (EFM) in order to secure future potable drinking water for the City. 

In December 2012, staff from TYJT met with representatives from the Department of Treasury and the 
City of Flint to provide a preliminary report on their findings. At this meeting, five options were 
presented: These options ranged from the Flint Water Plant providing 100% water, to 100% provision of 
untreated Lake Huron Water by KWA, to 100% provision of treated drinking water by DWSD, or 
provision of variable amounts of water from DWSD using a combination of blended DWSD water and 
Flint River water. 

From the presentation of the preliminary report in December 2012 to the submission of the final report 
by TYJT in January 2013, a number of developments made arriving at a final decision very difficult. 

• DWSD provided the City of Flint with at least two modified proposals to consider. 

• A debate ensued between TYJT and KWA's principal engineering firm regarding the others' 
conclusions and estimates for construction of the KWA pipeline. 

• The Flint EFM eliminated all options except the 100% DWSD option or joining KWA. 

In January 2013, the Office of Financial Review (OFR) provided a comprehensive report to the State 
Treasurer analyzing three questions: 1) The projected construction costs and why Treasury believed the 
projections provided by Flint/KWA were acceptable; 2) Identification of the construction contingencies; 
and 3) Identification of the options Flint will utilize in the event of a construction cost overrun or a delay 
in construction. At the end of this report, the OFR recommended to the State Treasurer that KWA 
presented the best future option for future potable water. The OFR also concluded that KWA appeared 
to be the cheaper option; the quality of water would improve; Genesee County appeared willing to 
assist the City in securing the financing for their portion of the project; the KWA project could signify the 
beginning of better collaboration between the City of Flint and Genesee County; and the KWA project 
had both political and popular support. 

Between January and April, intense scrutiny of the various proposals was undertaken by Treasury and 
Flint officials. Treasury officials met with officials from Genesee County to gain a better understanding of 
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the KWA project. In February 2013, Genesee County opened bids for construction of the Lake Huron 
intakes. This bid opening represented the first meaningful step toward commencing construction of the 
KWA system. The bid was $3-million less than projected. 

In March 2013, Treasury was notified that DWSD had contacted Flint to negotiate with the City to retain 
them as a customer. On April 12, 2013, the State Treasurer authorized the Flint EFM to join KWA, 
pending review of any final offer from DWSD. A final offer was received from DWSD on April 15, 2013. 

DWSD's final offer provided two options. The first option was for a "supply only" rate schedule. Only 
water treatment costs would be recovered and DWDS would absorb all other delivery costs. Capital and 
operating revenue charges would be calculated based upon KWA's usage relative to the entire demand 
upon DWSD's Lake Huron WTP. KWA would also have the ability to construct and own its own 
transmission lines. 

The second option was a "full service" rate option. DWSD would provide all production and transmission 
services. Transmission rates would be calculated only on those costs necessary to supply KWA and no 
additional transmission rates would be charged. Capital and operating revenue charges would be 
calculated based upon KWA's usage relative to the entire demand upon the Lake Huron WTP. 

Independent analyses of DWSD's final offer by the OFR, the Flint EFM, and the Department of 
Environmental Quality (DEQ) generally reached the same conclusions: 

• DWSD's offer was a framework subject to negotiations and was not a firm offer. 

• The offer provided by DWSD was incomplete. 

• DWSD's offer did not include a guaranteed rate beyond year one, nor did it limit maximum 
annual rate increases. 

• The DWSD scenarios were based on 40 MGD of service capacity. However, the KWA project provides 
60 MGD of initial capacity with potential expansion to 75 MGD. 

• DWSD indicates that Flint/ Genesee County would be given "broadened representation," it is 
unclear exactly what this means in terms of actual control in the decision making processes. 

• The DWSD offer relies on a single transmission system and would require the City of Flint to 
maintain its WTP for emergency purposes. In addition, it would leave Genesee County without an 
adequate backup supply to meet their needs. 

• DWSD's offer included an attachment that listed the rank-ordered options (from cheapest to most 
expensive). DWSD Scenario 2 is listed as the least expensive option (but it is unclear how the total 
cost of this option was arrived at). DWSD Scenario 1 was not listed. 

• DWSD provided a summary table of their unit costs but how these figures are arrived at was not 
clear, so analysis proved difficult. 

Without specific details from DWSD on this proposal, a true comparative analysis is difficult to provide. 
As such the Flint EFM rejected the DWSD proposal and agreed to join KWA. 

If further information on this issue is needed, please let me know. 
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Attachment Redacted as Irrelevant 



From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 3:32 PM 

To: Muchmore, Dennis (GOV) (muchmored@michigan.gov); Roberts, John (GOV) (robertsj9 

@michigan.gov); Hollins, Harvey (GOV) (hollinsh@michigan.gov); Scott, Allison (GOV) 
(scotta12@michigan.gov) 

Cc: Wendy Wisniewski (WisniewskiW@michigan.gov); Clayton, Stacie (GOV) (claytons3 

@michigan.gov); Hansen, Rachel (GOV) 

Subject: Memo Flint Water System 

Attachments: Memo Flint Water System 1 3041 8.docx 


You were cc’d on the attached memo to the Governor. 
Thank you. 

Jean Hall 

Executive Assistant 
Office of Strategic Policy 
Executive Office of Governor Rick Snyder 
(517) 241-5493 

Halii16@rnichiaan.Qov 
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TO: 

Governor Snyder 

CC: 

Dennis Muchmore, John Roberts, Harvey Hollins, Allison Scott 

FROM: 

Bill Rustem 

SUBJECT: 

Flint Water System 

DATE: 

April 18, 2013 


Governor, this information was compiled by the Department of Treasury. 

Summary 

In November 2012 the Department of Treasury commissioned the firm of Tucker, Young, Jackson & Tull, 
Inc. (TYJT) to analyze options for the City of Flint to either remain a customer of the Detroit Water & 
Sewer Department (DWSD) or to join the Karegnondi Water Authority (KWA) in Genesee County. The 
purpose of this study was to provide objective analyses to the State Treasurer and Flint's Emergency 
Financial Manager (EFM) in order to secure future potable drinking water for the City. 

In December 2012, staff from TYJT met with representatives from the Department of Treasury and the 
City of Flint to provide a preliminary report on their findings. At this meeting, five options were 
presented: These options ranged from the Flint Water Plant providing 100% water, to 100% provision of 
untreated Lake Huron Water by KWA, to 100% provision of treated drinking water by DWSD, or 
provision of variable amounts of water from DWSD using a combination of blended DWSD water and 
Flint River water. 

From the presentation of the preliminary report in December 2012 to the submission of the final report 
by TYJT in January 2013, a number of developments made arriving at a final decision very difficult. 

• DWSD provided the City of Flint with at least two modified proposals to consider. 

• A debate ensued between TYJT and KWA's principal engineering firm regarding the others' 
conclusions and estimates for construction of the KWA pipeline. 

• The Flint EFM eliminated all options except the 100% DWSD option or joining KWA. 

In January 2013, the Office of Financial Review (OFR) provided a comprehensive report to the State 
Treasurer analyzing three questions: 1) The projected construction costs and why Treasury believed the 
projections provided by Flint/KWA were acceptable; 2) Identification of the construction contingencies; 
and 3) Identification of the options Flint will utilize in the event of a construction cost overrun or a delay 
in construction. At the end of this report, the OFR recommended to the State Treasurer that KWA 
presented the best future option for future potable water. The OFR also concluded that KWA appeared 
to be the cheaper option; the quality of water would improve; Genesee County appeared willing to 
assist the City in securing the financing for their portion of the project; the KWA project could signify the 
beginning of better collaboration between the City of Flint and Genesee County; and the KWA project 
had both political and popular support. 

Between January and April, intense scrutiny of the various proposals was undertaken by Treasury and 
Flint officials. Treasury officials met with officials from Genesee County to gain a better understanding of 
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the KWA project. In February 2013, Genesee County opened bids for construction of the Lake Huron 
intakes. This bid opening represented the first meaningful step toward commencing construction of the 
KWA system. The bid was $3-million less than projected. 

In March 2013, Treasury was notified that DWSD had contacted Flint to negotiate with the City to retain 
them as a customer. On April 12, 2013, the State Treasurer authorized the Flint EFM to join KWA, 
pending review of any final offer from DWSD. A final offer was received from DWSD on April 15, 2013. 

DWSD's final offer provided two options. The first option was for a "supply only" rate schedule. Only 
water treatment costs would be recovered and DWDS would absorb all other delivery costs. Capital and 
operating revenue charges would be calculated based upon KWA's usage relative to the entire demand 
upon DWSD's Lake Huron WTP. KWA would also have the ability to construct and own its own 
transmission lines. 

The second option was a "full service" rate option. DWSD would provide all production and transmission 
services. Transmission rates would be calculated only on those costs necessary to supply KWA and no 
additional transmission rates would be charged. Capital and operating revenue charges would be 
calculated based upon KWA's usage relative to the entire demand upon the Lake Huron WTP. 

Independent analyses of DWSD's final offer by the OFR, the Flint EFM, and the Department of 
Environmental Quality (DEQ) generally reached the same conclusions: 

• DWSD's offer was a framework subject to negotiations and was not a firm offer. 

• The offer provided by DWSD was incomplete. 

• DWSD's offer did not include a guaranteed rate beyond year one, nor did it limit maximum 
annual rate increases. 

• The DWSD scenarios were based on 40 MGD of service capacity. However, the KWA project provides 
60 MGD of initial capacity with potential expansion to 75 MGD. 

• DWSD indicates that Flint/ Genesee County would be given "broadened representation," it is 
unclear exactly what this means in terms of actual control in the decision making processes. 

• The DWSD offer relies on a single transmission system and would require the City of Flint to 
maintain its WTP for emergency purposes. In addition, it would leave Genesee County without an 
adequate backup supply to meet their needs. 

• DWSD's offer included an attachment that listed the rank-ordered options (from cheapest to most 
expensive). DWSD Scenario 2 is listed as the least expensive option (but it is unclear how the total 
cost of this option was arrived at). DWSD Scenario 1 was not listed. 

• DWSD provided a summary table of their unit costs but how these figures are arrived at was not 
clear, so analysis proved difficult. 

Without specific details from DWSD on this proposal, a true comparative analysis is difficult to provide. 
As such the Flint EFM rejected the DWSD proposal and agreed to join KWA. 

If further information on this issue is needed, please let me know. 
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From: 

Sent: 

To: 

Subject: 


Rustem, William (GOV) 

Friday, April 19, 2013 7:49 AM 
GovCalendar 

Declined: RDS/GT/VB - KWA & DWSD (Water) Meeting 
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From: 

Sent: 

To: 

Subject: 


Rustem, William (GOV) 

Friday, April 19, 2013 10:57 AM 
GovCalendar 

Declined: RDS/GT/VB - KWA & DWSD (Water) Meeting 


From: 

Sent: 

To: 

Attachments: 


Hall, Jean (GOV) 

Monday, May 06, 2013 10:51 AM 
EFM-ORR (GOV) 

RE: KWA; RE: KWA; RE: KWA; KWA Summary for Governor; FW: KWA 



Cousineau, Sara (Treasury) 
Thursday, April 18, 2013 3:04 PM 
RE: KWA 


Thank you 


From: 

Sent: 

Subject: 


From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 3:04 PM 
To: Cousineau, Sara (Treasury) 

Subject: RE: KWA 

Got it 8iH is looking at it now. Thank you! 

Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

HajJ16.@mjchigaji.aoy 


From: Cousineau, Sara (Treasury) 
Sent: Thursday, April 18, 2013 3:04 PM 
To: Hall, Jean (GOV) 

Subject: RE: KWA 


I am sorry, I just saw this. We have been crazy all day hut wanted to confirm you received the KWA document?! 


From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 2:41 PM 
To: Cousineau, Sara (Treasury) 

Subject: FW: KWA 

Hi Sara - can you check to see if we will have this by 3 p,m.? 

Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

Halii16@rnichiqari.oov 


From: Rustem, William (GOV) 

Sent: Thursday, April 18, 2013 9:17 AM 
To: Stibitz, Brom (Treasury) 

Cc: Hall, Jean (GOV) 

Subject: RE: KWA 
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\ need it by 3 


From: Stibitz, Brom (Treasury) 

Sent: Thursday, April 18, 2013 9:14 AM 
To: Rustem, William (GOV) 

Subject: KWA 

I have to pull our KWA guy back from some field meetings, so we won't have anything this AM. But we should have 
something in time for the briefing book. 

Is this going to work? 

Brom Stibitz 

Senior Policy Advisor 

Michigan Department of Treasury 

517-373-3223 

stibitzbfAmichigati.gov 
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From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 3:04 PM 

Subject: RE: KWA 


Got it. Bill is looking at it now. Thank you! 

Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

Haiii18@michiqan.gov 


From: Cousineau, Sara (Treasury) 
Sent: Thursday, April 18, 2013 3:04 PM 
To: Hall, Jean (GOV) 

Subject: RE: KWA 


I am sorry, I just saw this. We have been crazy all day but wanted to confirm you received the KWA document?! 


From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 2:41 PM 
To: Cousineau, Sara (Treasury) 

Subject: FW: KWA 

Hi Sara --- can you check to see if we will have this by 3 p.m.? 

Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

Halii16@michigan.gov 


From: Rustem, William (GOV) 

Sent: Thursday, April 18, 2013 9:17 AM 
To: Stibitz, Brom (Treasury) 

Cc: Hall, Jean (GOV) 

Subject: RE: KWA 


I need it by 3 


From: Stibitz, Brom (Treasury) 

Sent: Thursday, April 18, 2013 9:14 AM 
To: Rustem, William (GOV) 

Subject: KWA 
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I have to pull our KWA guy back from some field meetings, so we won't have anything this AM. But we should have 
something in time for the briefing book. 

Is this going to work? 

Brom Stibitz 
Senior Policy Advisor 
Michigan Department of Treasury 
517 - 373-3223 

s tibi tzb @michigan.gov 
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From: Cousineau, Sara (Treasury) 

Sent: Thursday, April 18, 2013 3:04 PM 

Subject: RE: KWA 


I am sorry, i just saw this. We have been crazy all day but wanted to confirm you received the KWA document?! 


From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 2:41 PM 
To: Cousineau, Sara (Treasury) 
Subject: FW: KWA 


Hi Sara - can you check to see if we will have this by 3 p.rri.? 


Jean Hah 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

Haj| 18 @mjchigajiaoy 


From: Rustem, William (GOV) 

Sent: Thursday, April 18, 2013 9:17 AM 
To: Stibitz, Brom (Treasury) 

Cc: Hall, Jean (GOV) 

Subject: RE: KWA 

I need it by 3 


From: Stibitz, Brom (Treasury) 

Sent: Thursday, April 18, 2013 9:14 AM 
To: Rustem, William (GOV) 

Subject: KWA 

I have to pull our KWA guy back from some field meetings, so we won't have anything this AM. But we should have 
something in time for the briefing book. 

Is this going to work? 

Brom Stibitz 
Senior Policy Advisor 
Michigan Department of Treasury 
517-373-3223 

sttbicsb@michigait.gov 
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From: 

Sent: 

Subject: 

Attachments: 


Cousineau, Sara (Treasury) 

Thursday, April 18, 2013 3:01 PM 
KWA Summary for Governor 

KWA SUMMARY FOR GOVERNOR Version I 04-18-13.doc 


Please see attached. 

ScwcvJ Cou^ln&cuv 

Department of Treo^Mry, E>c ecuWve/ Offices 
Ai^tytaaritto-DromsStihit^, Senior Policy AdA/iyyr 
A ^i 4 tant to- Howard/ Ryan/, Director of Le^tfLaXlA/e/AffcUri/ 
Atei&aritto-pa^d/Covwuory, Legislative/ LtiaOsorv 
A^iitantto-Terry Stanton/, P ahlio I nfor motion/ Officer 

51 7.373.3223 UaTn/ 

517.241.2788 Direct 
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RICK SNYDER 
GOVERNOR 


State of Michigan 
DEPARTMENT OF TREASURY 
Lansing 


ANDY DILLON 
STATE TREASURER 


SUMMARY REPORT 


TO: Brom Stibitz, Senior Policy Advisor; Department of Treasury 

FROM: Eric Cline. Unit Operations Specialist 

SUBJECT: Flint Water System Summary 

DATE: April 18,2013 


Summary 

In November 2012 the Department of Treasury commissioned the firm of Tucker, Young, Jackson & Tull, Inc. 
(TYJT) to analyze options for the City of Flint to either remain a customer of the Detroit Water & Sewer 
Department (DWSD) or to join the Karegnondi Water Authority (KWA) in Genesee County. The purpose of this 
study was to provide objective analyses to the State Treasurer and Flint's Emergency Financial Manager (EFM) 
in order to secure future potable drinking water for the City. 

In December 2012, staff from TYJT met with representatives from the Department of Treasury’ and the City of 
Flint to provide a preliminary report on their findings. At this meeting, five options were presented: These 
options ranged from the Flint Water Plant providing 100% water, to 100% provision of untreated Lake Huron 
Water by KWA, to 100% provision of treated drinking water by DWSD, or provision of variable amounts of 
water from DWSD using a combination of blended DWSD water and Flint River water. 

From the presentation of the preliminary report in December 2012 to the submission of the final report by TYJT 
in January 2013, a number of developments made arriving at a final decision very difficult. 

• DWSD provided the City of Flint with at least two modified proposals to consider. 

• A debate ensued between TYJT and KWA’s principal engineering firm regarding the others' conclusions 
and estimates for construction of the KWA pipeline. 

• The Flint EFM eliminated all options except the 100% DWSD option or joining KWA. 

In January 2013, the OFR provided a comprehensive report to the State Treasurer analyzing three questions: 1) 
The projected construction costs and why Treasury believed the projections provided by Flint/KWA were 
acceptable; 2) Identification of the construction contingencies; and 3) Identification of the options Flint will 
utilize in the event of a construction cost overrun or a delay in construction. At the end of this report, the OFR 
recommended to the State Treasurer that KWA presented the best future option for future potable water. The 
OFR also concluded that KWA appeared to be the cheaper option; the quality of water would improve; Genesee 
County appeared willing to assist the City in securing the financing for their portion of the project; the KWA 
project could signify the beginning of better collaboration between the City of Flint and Genesee County; and 
the KWA project had both political and popular support. 

Between January and April, intense scrutiny of the various proposals was undertaken by Treasury and Flint 
officials. Treasury officials met with officials from Genesee County to gain a better understanding of the KWA 
project. In February 2013, Genesee County opened bids for construction of the Lake Huron intakes. This bid 

P.O. BOX 30716 • LANSING, MICHIGAN 48909 
www.michigan.gov/treasury • (517) 373-3200 
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opening represented the first meaningful step toward commencing construction of the KWA system. The bid 
was $3 -million less than projected. 

In March 2013, Treasury was notified that DWSD had contacted Flint to negotiate with the City to retain them 
as a customer. On April 12, 2013, the State Treasurer authorized the Flint EFM to join KWA, pending review of 
any final offer from DWSD. A final offer was received from DWSD on April 15, 2013. 

DWSD's final offer provided two options. The first option was for a “supply only” rate schedule. Only water 
treatment costs would be recovered and DWDS would absorb all other delivery costs. Capital and operating 
revenue charges would be calculated based upon KWA’s usage relative to the entire demand upon DWSD’s 
Lake Huron WTP. KWA would also have the ability to construct and own its own transmission lines. 

The second option was a “full service” rate option. DWSD would provide all production and transmission 
services. Transmission rates would be calculated only on those costs necessary to supply KWA and no 
additional transmission rates would be charged. Capital and operating revenue charges would be calculated 
based upon KWA’s usage relative to the entire demand upon the Lake Huron WTP. 

Independent analyses of DWSD’s final offer by the OFR, the Flint EFM, and the Department of Environmental 
Quality (DEQ) generally reached the same conclusions: 

• DWSD's offer was a framework subject to negotiations and was not a firm offer. 

• The offer provided by DWSD was incomplete. 

• DWSD's offer did not include a guaranteed rate beyond year one, nor did it limit maximum annual 
rate increases. 

• The DWSD scenarios were based on 40 MGD of service capacity. However, the KWA project provides 60 
MGD of initial capacity with potential expansion to 75 MGD. 

• DWSD indicates that Flint/ Genesee County would be given “broadened representation,” it is unclear 
exactly what this means in terms of actual control in the decision making processes. 

• The DWSD offer relies on a single transmission system and would require the City of Flint to maintain its 
WTP for emergency purposes. In addition, it would leave Genesee County without an adequate backup 
supply to meet their needs. 

• DWSD's offer included an attachment that listed the rank-ordered options (from cheapest to most 
expensive). DWSD Scenario 2 is listed as the least expensive option (but it is unclear how the total cost of 
this option was arrived at). DWSD Scenario 1 was not listed. 

• DWSD provided a summary table of their unit costs but how these figures are arrived at was not clear, so 
analysis proved difficult. 

Without specific details from DWSD on this proposal, a true comparative analysis is difficult to provide. As 
such the Flint EFM rejected the DWSD proposal and agreed to join KWA. 

If further information on this issue is needed, please let me know. 

Copy: Roger Fraser, Deputy State Treasurer; Bureau of Local Government Services 
Edward Koryzno, Administrator; Office of Fiscal Responsibility 
Randall Byrne, State Administrative Manager; Office of Fiscal Responsibility 


« AUTO PATH » 



From: Hall, Jean (GOV) 

Sent: Thursday, April 18, 2013 2:41 PM 

Subject: FW: KWA 


Hi Sara - can you check to see if we will have this by 3 p.m.? 

Jean Hail 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

(517) 241-5493 

Halij18@michiqan.gov 


From: Rustem, William (GOV) 

Sent: Thursday, April 18, 2013 9:17 AM 
To: Stibitz, Brom (Treasury) 

Cc: Hall, Jean (GOV) 

Subject: RE: KWA 

I need it by 3 


From: Stibitz, Brom (Treasury) 

Sent: Thursday, April 18, 2013 9:14 AM 
To: Rustem, William (GOV) 

Subject: KWA 

I have to pull our KWA guy back from some field meetings, so we won't have anything this AM. But we should have 
something in time for the briefing book. 

Is this going to work? 

Brom Stibitz 
Senior Policy Advisor 
Michigan Department of Treasury 
517 - 373-3223 
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From: 

Sent: 

To: 

Attachments: 


Hall, Jean (GOV) 

Monday, May 06, 2013 12:10 PM 


■ 3 a E*J Zi ZMLCipyi 


KWA Summary for Governor 


l 


Attachment Redacted as Irrelevant 



Attachment Redacted as Irrelevant 



From: 

Sent: 

Subject: 

Attachments: 


Cousineau, Sara (Treasury) 

Thursday, April 18, 2013 3:01 PM 
KWA Summary for Governor 

KWA SUMMARY FOR GOVERNOR Version I 04-18-13.doc 


Please see attached. 

ScwcvJ Cou^ln&cuv 

Department of Treo^Mry, E>c ecuWve/ Offices 
Ai^tytaaritto-DromsStihit^, Senior Policy AdA/iyyr 
A ^i 4 tant to- Howard/ Ryan/, Director of Le^tfLaXlA/e/AffcUri/ 
Atei&aritto-pa^d/Covwuory, Legislative/ LtiaOsorv 
A^iitantto-Terry Stanton/, P ahlio I nfor motion/ Officer 

51 7.373.3223 UaTn/ 

517.241.2788 Direct 
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RICK SNYDER 
GOVERNOR 


State of Michigan 
DEPARTMENT OF TREASURY 
Lansing 


ANDY DILLON 
STATE TREASURER 


SUMMARY REPORT 


TO: Brom Stibitz, Senior Policy Advisor; Department of Treasury 

FROM: Eric Cline. Unit Operations Specialist 

SUBJECT: Flint Water System Summary 

DATE: April 18,2013 


Summary 

In November 2012 the Department of Treasury commissioned the firm of Tucker, Young, Jackson & Tull, Inc. 
(TYJT) to analyze options for the City of Flint to either remain a customer of the Detroit Water & Sewer 
Department (DWSD) or to join the Karegnondi Water Authority (KWA) in Genesee County. The purpose of this 
study was to provide objective analyses to the State Treasurer and Flint's Emergency Financial Manager (EFM) 
in order to secure future potable drinking water for the City. 

In December 2012, staff from TYJT met with representatives from the Department of Treasury’ and the City of 
Flint to provide a preliminary report on their findings. At this meeting, five options were presented: These 
options ranged from the Flint Water Plant providing 100% water, to 100% provision of untreated Lake Huron 
Water by KWA, to 100% provision of treated drinking water by DWSD, or provision of variable amounts of 
water from DWSD using a combination of blended DWSD water and Flint River water. 

From the presentation of the preliminary report in December 2012 to the submission of the final report by TYJT 
in January 2013, a number of developments made arriving at a final decision very difficult. 

• DWSD provided the City of Flint with at least two modified proposals to consider. 

• A debate ensued between TYJT and KWA’s principal engineering firm regarding the others' conclusions 
and estimates for construction of the KWA pipeline. 

• The Flint EFM eliminated all options except the 100% DWSD option or joining KWA. 

In January 2013, the OFR provided a comprehensive report to the State Treasurer analyzing three questions: 1) 
The projected construction costs and why Treasury believed the projections provided by Flint/KWA were 
acceptable; 2) Identification of the construction contingencies; and 3) Identification of the options Flint will 
utilize in the event of a construction cost overrun or a delay in construction. At the end of this report, the OFR 
recommended to the State Treasurer that KWA presented the best future option for future potable water. The 
OFR also concluded that KWA appeared to be the cheaper option; the quality of water would improve; Genesee 
County appeared willing to assist the City in securing the financing for their portion of the project; the KWA 
project could signify the beginning of better collaboration between the City of Flint and Genesee County; and 
the KWA project had both political and popular support. 

Between January and April, intense scrutiny of the various proposals was undertaken by Treasury and Flint 
officials. Treasury officials met with officials from Genesee County to gain a better understanding of the KWA 
project. In February 2013, Genesee County opened bids for construction of the Lake Huron intakes. This bid 
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opening represented the first meaningful step toward commencing construction of the KWA system. The bid 
was $3 -million less than projected. 

In March 2013, Treasury was notified that DWSD had contacted Flint to negotiate with the City to retain them 
as a customer. On April 12, 2013, the State Treasurer authorized the Flint EFM to join KWA, pending review of 
any final offer from DWSD. A final offer was received from DWSD on April 15, 2013. 

DWSD's final offer provided two options. The first option was for a “supply only” rate schedule. Only water 
treatment costs would be recovered and DWDS would absorb all other delivery costs. Capital and operating 
revenue charges would be calculated based upon KWA’s usage relative to the entire demand upon DWSD’s 
Lake Huron WTP. KWA would also have the ability to construct and own its own transmission lines. 

The second option was a “full service” rate option. DWSD would provide all production and transmission 
services. Transmission rates would be calculated only on those costs necessary to supply KWA and no 
additional transmission rates would be charged. Capital and operating revenue charges would be calculated 
based upon KWA’s usage relative to the entire demand upon the Lake Huron WTP. 

Independent analyses of DWSD’s final offer by the OFR, the Flint EFM, and the Department of Environmental 
Quality (DEQ) generally reached the same conclusions: 

• DWSD's offer was a framework subject to negotiations and was not a firm offer. 

• The offer provided by DWSD was incomplete. 

• DWSD's offer did not include a guaranteed rate beyond year one, nor did it limit maximum annual 
rate increases. 

• The DWSD scenarios were based on 40 MGD of service capacity. However, the KWA project provides 60 
MGD of initial capacity with potential expansion to 75 MGD. 

• DWSD indicates that Flint/ Genesee County would be given “broadened representation,” it is unclear 
exactly what this means in terms of actual control in the decision making processes. 

• The DWSD offer relies on a single transmission system and would require the City of Flint to maintain its 
WTP for emergency purposes. In addition, it would leave Genesee County without an adequate backup 
supply to meet their needs. 

• DWSD's offer included an attachment that listed the rank-ordered options (from cheapest to most 
expensive). DWSD Scenario 2 is listed as the least expensive option (but it is unclear how the total cost of 
this option was arrived at). DWSD Scenario 1 was not listed. 

• DWSD provided a summary table of their unit costs but how these figures are arrived at was not clear, so 
analysis proved difficult. 

Without specific details from DWSD on this proposal, a true comparative analysis is difficult to provide. As 
such the Flint EFM rejected the DWSD proposal and agreed to join KWA. 

If further information on this issue is needed, please let me know. 

Copy: Roger Fraser, Deputy State Treasurer; Bureau of Local Government Services 
Edward Koryzno, Administrator; Office of Fiscal Responsibility 
Randall Byrne, State Administrative Manager; Office of Fiscal Responsibility 
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From: Hall, Jean (GOV) 

Sent: Tuesday, January 20, 2015 1:38 PM 

To: Rospond, Laurie (GOV); Wisniewski, Wendy (GOV); Pleyte, Beth (Treasury) 

Subject: RE: Flint Water 


John is available before senior staff on Monday, Jan. 26 ;h or from 1 to 2 p.m. or at 4:30 pan. 
Jan, 27 th - be is in Detroit ail day 
Jan. 28 th -between 10 and 11 a.m. 

Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

Halijl5@michigan.gov 

517-241-5493 


From: Rospond, Laurie (GOV) 

Sent: Tuesday, January 20, 2015 1:35 PM 

To: Wisniewski, Wendy (GOV); Hall, Jean (GOV); Pleyte, Beth (Treasury) 

Subject: Flint Water 

i have been asked to set up an internal meeting prior to the Flint Water meeting on Wed Jan 28 th @ 2:00 with Dick, Dennis, Beth, 
Toni and John Walsh. I'm guessing /?. should do it 

Can you please let me know availability for this week and next prior to 1/28 at 2:00, 


Thanks 



From: 

Sent: 

To: 

Subject: 


Hall, Jean (GOV) 

Monday, August 03, 2015 3:37 PM 
'Michelle Carnevale' 

RE: PHONE CALL REQUEST: Senator Ananich and John Walsh 


Hi Michelle, 

John is out of the country and won't be back in the office until August 10 4 ", Would the Senator like to schedule a call 
with our Deputy Director Chris Priest. He has availability between 8:30 and 10 a.rn. tomorrow morning. Please let me 
know. Thank you. 

Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H a 1 1 i 15 @ rn ich i ga n. gov 

517-241-5493 


From: Michelle Carnevale [maiito:MCafne\rale@senate.michigan.govl 

Sent: Monday, August 03, 2015 3:34 PM 
To: Hall, Jean (GOV) 

Subject: PHONE CALL REQUEST: Senator Ananich and John Walsh 
Hi Jean! 

Senator Ananich would like to request a phone call with Mr. Walsh to discuss Flint water concerns. Would he have time tomorrow or 
even Wednesday this week? 

Thanks! 

Michelle 

Michelle Carnevale 

Director of Appointments 

Senate Minority Leader Jim Ananich 


P: 517.373.0692 

Please sign up for our e-news at: Senafedems.com/Ananich 
Facebook: iimananlch | Twitter: @.ii mananich 


l 



From: 

Sent: 

To: 

Cc: 

Subject: 


Hall, Jean (GOV) 

Friday, October 02, 201 5 9:08 AM 
Brown, Eric (GOV) 

Mcbride, Bill (GOV) 

RE: Flint letters 


Got it Will take me a minute to get on letterhead and sign. Stand by. 
Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

HanilS@michigan.gov 

517 - 241-5493 


From: Brown, Eric (GOV) 

Sent: Friday, October 02, 2015 9:02 AM 
To: Hall, Jean (GOV) < hanil6@niichigan.gov > 

Cc: Mcbride, Bill (GOV) < rncb r i d e b @ m \ chjgan, gov > 

Subject: Flint letters 

Jean, 

Thanks for your help this morning. I have included 3 letters, one for Congressman Kildee, and one each for Senators 
Peters and Stabenow. Please let me know if there are any format problems, etc. I need these ASAP, if possible. Sorry for 
the fire drill! 

-Eric 


Eric K Brown 

Senior Federal Policy Representative 
State of Michigan - Governor Rick Snyder 
Washington D.C. Office 
202.624.5840 (office) 

I (mobile) 
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From: Hall, Jean (GOV) 

Sent: Friday, October 02, 2015 9:41 AM 

To: 'Brown, Eric (GOV)' 

Cc: Mcbride, Bill (GOV) 

Subject: RE: Flint letters 

Attachments: 10.2.15 Kildee.pdf; 10.2.15 Stabenow.pdf; 10.2.15 Peters.pdf 


Please read over, we made a couple grammatical changes. Let me know if you need anything else. 


Jean Hali 

Executive Assistant 


Office of Strategic Policy 

Executive Office of Governor Rick Snyder 


Haliil6@n 


517 - 241-5493 


From: Brown, Eric (GOV) 

Sent: Friday, October 02, 2015 9:02 AM 
To: Hall, Jean (GOV) < hanil6@mjchigan.gov > 
Cc: Mcbride, Bill (GOV) < mebrideh@mich=gar 
Subject: Flint letters 


Jean, 

Thanks for your help this morning. I have included 3 letters, one for Congressman Kildee, and one each for Senators 
Peters and Stabenow. Please let me know if there are any format problems, etc. I need these ASAP, if possible. Sorry for 
the fire drill! 

-Eric 


Eric K Brown 

Senior Federal Policy Representative 
State of Michigan - Governor Rick Snyder 
Washington D.C. Office 
20Z62A5840 (office) 

' 4 /-;/- I (mobile) 
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October 2, 2015 


BRIAN GALLEY 
t:r. aove^NOS 


The Honorable Dan Kildee 
U.S. House of Representatives 
227 Cannon House Office Building 
Washington, DC 20515 

Congressman Kildee: 

As part of our ongoing dialogue related to the City of Flint’s water ! want to make sure you are aware of 
the actions taken by the State of Michigan to ensure that the residents of Flint have access to safe, clean 
drinking water. These actions include: 

1 immediately testing Flint's public school district to ensure that drinking water is safe. Testing also 
will be available at no cost to any other school in Flint. 

2. Expanding health exposure testing of Individual residences, 

3. Offering water testing at no cost to Flint residents to assure the water is safe. 

4. Begin optimizing corrosion controls in the Flint drinking water system. 

5. Convening a ' Safe Drinking Water Technical Advisory Committee” to ensure the best technology, 
practices, and science are being utilized. This Committee will Include an expert from the EPA’s 
Office of Research and Development 

6. Accelerating water system improvements to address replacement of lead service lines. 

7. Expediting completion of Karegnondi Water Authority. 

8. Appointing Dr. Eden Weils as the Flint Drinking Water Public Health Advisor. 

9. Providing water filters to residents of Flint. 

10. Expanding a comprehensive lead education initiative. 

While these actions will mitigate the risk of lead exposure in the immediate and long term, there are a 
number of federal regulatory hurdles that impede our ability to further reduce risk. As the federal 
representative for the City of Flint, 1 would appreciate your assistance on the following federal items: 

X Make federal Drinking Water Revolving Loan funds available for the replacement of private 
service lines. 

2. Ease and/or eliminate restrictions on the purchase of bottled water for SN AP and WIG recipients, 
This should include a temporary,, targeted increase in SNAP benefits so that the purchase of 
bottled water does not count against a recipients' current SNAP allocation. 

3. Request that the ERA expedite promulgation of the tong term revisions to the Lead and Copper 
Rule. 

As the situation continues to evolve, I: would also appreciate your assistance in the event that additional 
federal action is needed. 

Thank you for your continued advocacy related to the City of Flint’s water. I have appreciated the ongoing 
dialogue and am heartened to have a partner In ensuring that the residents of Flint have access to safe, 
clean drinking water, i took forward to continuing to work with you on this and many other issues of 
importance to Michiganders. 


Sincerely, 




Rick Snyder 
Governor 
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October 2, 201 § 


BRIAN QALLEY 
LT. GOVERNOR 


The Honorable Debbie Stabenow 
U.S, Senate 

731 Hart Senate Office Building 
Washington, DC 20510 


Senator Stabenow: 

As part of our ongoing dialogue related to the City of Flint’s water, i want to make sure you are aware of 
the actions taken by the State of Michigan to ensure that the: residents of Flint have access to safe, clean 
drinking water. These actions include: 

1 . immediately testing Flint’s public school district to ensure that drinking water is safe, Testing also 
will be available at no cost to any other school in Flint. 

2. Expanding health exposure testing of individual residences. 

3. Offering water testing at no cost to Flint residents to assure the water is safe, 

4. Begin optimizing corrosion controis in the Flint drinking water system, 

5. Convening a “Safe Drinking Water Technical Advisory Committee" to ensure the best technology, 
practices, and science are being utilized. This Committee wiil include an expert from the ERA'S 
Office of Research and Development. 

6. Accelerating water system improvements to address replacement of lead service lines, 

7. Expediting completion of Karegnondi Water Authority. 

8. Appointing Dr, Eden Weils as the Flint Drinking Water Public Health Advisor. 

9. Providing water filters to residents of Flint. 

10. Expanding a comprehensive lead education initiative. 

While these actions will mitigate the risk of lead exposure in the immediate and long term, there are a 
number of federal regulatory hurdles that impede our ability to further reduce risk. As the federal 
representative for the City of Flint, i would appreciate your assistance on the following federal items: 

1 . Make federal Drinking Water Revolving Loan funds available, for the replacement of private 
service lines. 

2. Ease and/or eliminate restrictions on the purchase of bottled water for SNAP and WiC recipients. 
This should include a temporary, targeted increase in SNAP benefits so that the purchase of 
bottled water does not count against a recipients' current SNAP allocation. 

3. Request that the ERA expedite promulgation of the long term revisions to the Lead and: Copper 
Rule. 

As the situation continues to evolve, i would also appreciate your assistance in the event that additional 
federal action is needed. 

Thank you for your continued efforts to ensure that the residents of Flint have access to safe, clean 
drinking water. I look forward to continuing to work with you on this and many other issues of Importance 
to Michiganders. 


Sincerely, 


Rick Snyder 
Governor 
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max SNYDER 

GOVERNOR 

October 2, 2015 

The Honorable Gary Peters 
U,S, Senate 

724 Hart Senate Office Building 
Washington, DC 20510 

Senator Peters: 

As part of our ongoing dialogue related to the City of Flint’s water, I want to make sure you are aware of 
the actions taken by the State of Michigan to ensure that the residents of Flint have access to safe, clean 
drinking water. These actions indude: 

1 . immediately testing Flint’s public school district to ensure that drinking water is safe. Testing also 
wilt be available at no cost to any other school in Flint, 

2. Expanding health exposure testing of individual residences. 

3. Offering water testing at no cost to Flint residents to assure the water is safe. 

4. Begin optimizing corrosion controls in the Flint drinking water system. 

5. Convening a '’Safe Drinking Water Technical Advisory Committee" to ensure the best technology, 
practices, and science are being utilized. This Committee will include an expert from the ERA'S 
Office of Research and Development, 

6. Accelerating water system improvements to address replacement of lead service lines. 

7. Expediting completion; of Karegfiondi Water Authority, 

8. Appointing Dr. Eden Wells as the Flint Drinking Water Public Health Advisor. 

9. Providing water filters to residents of Flint. 

10. Expanding a comprehensive lead education initiative. 

While these actions will mitigate the risk of lead exposure in the immediate and long term, there are a 
number of federal regulatory hurdles that impede our ability to further reduce risk. As the federal 
representative for the City of Flint, 1 would appreciate your assistance on the following federal items: 

1 Make federal Drinking Water Revolving Loan funds available for the replacement of private 
service lines. 

2, Ease and/or eliminate restrictions on the purchase of bottied water for SNAP and WIC recipients. 
This should include a temporary, targeted increase in SNAP benefits so that the purchase of 
bottled water does not count against a recipients’ current SNAP allocation. 

3. Request that the ERA expedite promulgation of the iong term revisions to the Lead and Copper 
Rule. 

As the situation continues to evolve, i would also appreciate your assistance in the event that additional 
federal action is needed. 

Thank you for your continued efforts to ensure that the residents of Flint have access to safe, clean 
drinking water. I look forward to continuing to work with you on this and many other issues of importance 
to Michiganders. 


WSi 

Statu of Michigan 
EXECUTIVE OFFICE 

LA'NSMO 


BRIAN GALLEY 
LT, GOySSNOR 


Sincerely, 



Rick Snyder 
Governor 
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From: Hall, Jean (GOV) 

Sent: Friday, October 02, 2015 10:03 AM 

To: 'Brown, Eric (GOV)' 

Cc: Mcbride, Bill (GOV) 

Subject: RE: Flint letters 

Attachments: 10.2.15 Kildee.pdf; 10.2.15 Peters.pdf; 10.2.15 Stabenow.pdf 


O.k. Let me know if there are any problems. 
Thanks. 


Jean Hall 

Executive Assistant 


Office of Strategic Policy 

Executive Office of Governor Rick Snyder 


517 - 241-5493 


From: Brown, Eric (GOV) 

Sent: Friday, October 02, 2015 9:02 AM 
To: Hall, Jean (GOV) < haHil6@michigan.gov > 

Cc: Mcbride, Bill (GOV) < m cbri d e h @ n )i eh =ga n . gov > 

Subject: Flint letters 

Jean, 

Thanks for your help this morning. I have included 3 letters, one for Congressman Kildee, and one each for Senators 
Peters and Stabenow. Please let me know if there are any format problems, etc. I need these ASAP, if possible. Sorry for 
the fire drill! 

--Eric 


Eric K Brown 


Senior Federal Policy Representative 
State of Michigan - Governor Rick Snyder 
Washington D.C. Office 
202.624.5840 (office) 

( m o e 
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October 2, 201 5 


BRIAN CAUi-Y 
i.T. GOVKKNOR 


The ^ ^oborsilal® Oan Kiidee 
U,S, House of Representatives 
227 Cannon House Office Building 
Washington, DC 20515 

Dear Congressmen Kiidee; 

As part of our ongoing dialogue related to the City of Flint’s prater, I want to make sure you are aware of 
tbeactionstaken by the State of Michigan to ensure that the residents of Flint have access to safe, clean 
drinking water. These actions include: 


1. Immediately testing Flint's public school district to ensure that drinking 'water is safe. Testing also 
will be available at no cost to any other school in Flint. 

2. Expanding health exposure testing of individual residences, 

3. Offering water testing at no cost to Flint residents fc assure the water is safe. 

4. ; Begin dpfimjsihg corrosion controls in the Flint drinking water system. 

5. Convening a “Safe Drinking Water Technical Advisory Committee” to ensure the best technology, 
practices, and science are being utilized. This Committee Wilt include an ekf3ertTFdm;:fhe: EFA , s 
Cfficeof Research and Development. 

6. Accelbrahhg water system impmvemehts tb address '.seryies: lines. 

7. Expediting <mmpletiahof^ Water Authority. 

8 Appointing Dr. Eden Wells as the Flint Drinking Water PubiieH ealthAd visor: 

S. 

10. : Expand^ ihg: a. obmprehehsiyerlead education ihitiafee. 

While/theCe actions will mitigate the risK; <af lead exposure IhThelffimediatePPd Song term,; pereerea. 
humber of Tederal regiulatorf hurdles that impede our ability to further iedypeirisk. As the federal 
regresenfatiye fon^ ! would ippreciate your afststance op the fblSowang federal iifsmsr 


1 Make fedenlt: Oddling Wit^rRsypfyihgE Leah .funds ayaijabie ilbe replacement of private 


service lines, 

2. Ease and/or eliminate restrictions on the purchase of bottled water for SNAP and WIC recipients. 
This should include a temporary, targeted increase in SNAP benefits so that the purchase bf 
bottled water does not counfagainsta recipients’ current SNAP allocation. 

3. Reepest that the EPA expedite promulgation of the long mvisicirtis to the Lead and Copper 
Rule.' 


As the situation continues to evolve, i would also appreciate your assistance in the event that additional 
federal action is needed. 


Thank you for your continued advocacy related to the City of Pint's water. I have appreciated the ongoing 
dialogue and am: heartened, -to have a partner in ensuring that the restdents of Plini have acoess to safe 
eigamdrrt^ I look foryyard to continuing to wpdcwrth you on this and- many other issues of 

importance to pohfpnders. 


Sincerely, 




y#; ^ 3. - c T, ••yWv -Tf f 


Rick Snyder 
Governor 
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RICK SNYDER 
GOVERNOR 


The Honorable Gary Peters 
U.S. Senate 

724 Hart Senate Office Building: 
Washington;. DC 20510 


fvDVxe or M(Ohh>a : N' 
EXECUTIVE OFFICE 

LaNSTKO: 


October 2, 2015 


BRIAN GALLEY 

LT. GCv'a<J«R 


Dear Senator 1 Peters;: 

As we continue to address: ongoing issues related:to:.:the City of Flint’s water, i want to make sure you or®:: 
aware:. Of the actions taken by the State of Michigan, to ensure that the residents of Flint have access to 
safe. ctean, drin king water These actions include: 

1. immediately testing Flint's public school :distrtetto,eh®ufe that drinking water is safe. Testing also 
will be available at no cost to any other school in Flint. 

2. Expanding health exposure testing of individual residences... 

3 entering water testing at. no <^st : to Flint; residents to assure the water is safe. 

4. Begin optimizing corrosion controls in the Flint drinking water system.. 

5. Convening a “Cafe Drinking Water Technical Advisory fW^mldee* to ensure the best technoiogy,. 
practices, and science are being utilized. This: Com mlttee vviiJ ihciude. an expert: from the ERA'S 
Office of Research and Development, 

S. Accelerating water system improvements to- address replacement of lead service lines. 

7. Expediting completion of Karegnoridi Water Authcniy, 

8. Appointing Dr. Eden Welts as the Fiint Ddhkfhg Water Public Health Advisor. 

9. Provid ing water filters to .residents:: of Flint. 

10. Expanding a ctXmp.rehensive iead education initiative. 

While: these actions wili mitigate the risk of lead exposure in the immediate and long term, there area: 
number of federal regulatory hurdles that impede our ability to further reduce risk. As the federal 
representative for the City of Flint, i would appreciate your assistance on the followi ng federal items; 

1. Make federal Drinking Water Revolving Loan funds available for toe replacement of private 
service lines, 

2. Ease and/or eliminate restrictions onlhe purchase of bottled water for SNAP and WlCTecipierifs. 
This should include a temporary, targeted Increase in SNAP benefits so that the purchase of 
hottied water does not count against a recipients' current SNAP allocation. 

3. Request that the ERA expedite promulgation of the long term revisions to the Lead and Copper 
Rule. 

As the situation continues; to evolve, I. wouid atsd appreeiate your assistanse in the event that additional 
federal action Is needed 


Thank you for your continued efforts to ensure that the residents of Flint have access to safe,clean 
drinking water, 3 look forward to coBtihuing Ip. work with ypu oh Ms add many othef issues of importance 
to Michiganders. 


Sincerely, 


•.•■S’ 

.-*#■ V--" 


Rick Snyder 
Governor 
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PICK SNYDER EMEGUTiVE OFFICE BRIAN; GALLEY 

GOVERNOR lANSt'NG tX. GOVERNOR 

The Honorable Debbie Stabenow 
U.S. Senate 

731 Hart Senate Office Building 
Washington, OC 20510 

Dear Senator Stabenow: 

As we continue to address ongoing issues related to the City of Flint's water, ! want to make sure you are 
aware of the actions taken by the State of Michigan to ensure that the residents of Flint have access to 
safe, clean drinking water. These actions include: 

1. Immediately testing Flint's public schooi district to ensure that drinking water is safe; Testing also 
will be available at no cost to any other school in Flint. 

2. Expanding health exposure testing of individual residences. 

3. Offering water testing at no cost to Flint residents to assure the water Is safe. 

4. Begin optimizing corrosion controls In the Flint drinking water system. 

1, iCghyehfe0:ia : ”$^ Committee” to epsuf©#e :: best technology, 

practices, and science are being df[!i^d,;th!S. : Odmtittoe wit! include an expert from the hPA’s 
Offieeref Research anti Development, 

6. Accelerating water system improvements. -to: address replacement of ieMsewfeetfirtes,.: 

7. Expediting completion of Karegnondi Water Authority . 

8. Appointing Or. Eden. Welis asThe Ftiht Dnokibg Water Pufeftd Health Advisor; 

9. Providing water filters to residents of Flint 

10. Expanding a.m^ 

Whiie these actions wil! mitigate the risk of lead exposure in the Immediate and long term, there are a 
number of lederai regulatory ^hurdtea that impede our aMtity :ihijsl<- : f 

representative for the City of Flint, ! would appreciate ydhf: ; isslstohdd toil the following federal items: 

1. MakefederaiDrinkini WatoriRe\toivihg.lioah funds: available^ 
service Sines. 

2. Ease and/or eliminate restricttonson thepurohaseof bottled water for SNAP and WIG recipients. 

This should include a temporary, targeted increase in SNAP benefits so that the purchase of 
bottled water does not count against a recipients' current SNAP allocation. 

3. Request that the ERA expedite promulgation of the long term revisions to the Lead and Copper 
Rule. 

I would afsp;^ irr:#to;:@vs:rst that add itiotiat: 

federal action is peed’edi, 

Thank you for your continued efforts to ensure that the residents of Flint have access to safe, clean 
drinking water, i look forward to continuing to work with you on this and many other issues of importance 
to Michiganders. 



Rick Snyder 
Governor 
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Hall, Jean (GOV) 

Wednesday, October 14, 2015 9:29 AM 
Wisniewski, Wendy (GOV) 

RE: Today's Flint Next Steps Meeting 

Thanks. Sorry. 

Jean Hall 


From: 

Sent: 

To: 

Subject: 


Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

Halljl60michisan.gov 

517-241S493 


From: Wisniewski, Wendy (GOV) 

Sent: Wednesday, October 14, 2015 9:27 AM 
To: Hall, Jean (GOV) < halljl6@michigan.gov > 
Subject: Re: Today's Flint Next Steps Meeting 

FYI - this is Jarrods meeting and I'll let him know 

Sent from my iPad 


On Oct 14, 2015, at 9:23 AM, Hall, Jean (GOV) < haH}16@m>chigan.gov > wrote: 


Hi Dennis, 

John asked me to let you know that he has a House meeting on DPS this morning at 10:30 a.m. at the 
Capitol. He most likely won't make it back for the Flint meeting and he has asked Ari to cover it for him. 

Thank you. 

Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

Hallil6@michigan.gov 

517-241-5493 
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From: Hall, Jean (GOV) 

Sent: Tuesday, November 03, 2015 11:02 AM 

To: Shaler, Karen (DEQ) 

Cc: Sygo, Jim (DEQ); Thelen, Mary Beth (DEQ) 

Subject: RE: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 


Thank you Karen, I wii! let you know when it is ready. 
Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H a I i j IS (S3 m 1 eh iga n. gov 

517-241-5493 


From: Shaler, Karen (DEQ) 

Sent: Tuesday, November 03, 2015 10:51 AM 
To: Hall, Jean (GOV) < halli 16@michigan.gov > 

Cc: Sygo, Jim (DEQ) < SygoJ(®michigan.gov >: Thelen, Mary Beth (DEQ) < TH ELEN M2@rnichigan.gov > 

Subject: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 

Hi Jean, 

Michigan needs to send a letter signed by Governor Rick Snyder to Susan Hedman, Regional 
Administrator, United States Environmental Protection Agency (USEPA), Region 5, to designate a 
DEQ point of contact for the USEPA’s Flint Safe Drinking Water Task Force. 

Attached are: (1 ) a PDF of our Information Transmittal and Request for Governor’s Action signed by 
Director Dan Wyant, along with a copy of its attached October 21 Flint Drinking Water Action Plan 
Update regarding the conference call with USEPA requesting a letter and USEPA's October 16 press 
release regarding the establishment of the Task Force (see yellow highlighted text in both 
attachments); (2) a completed Governor Snyder - Signature Request Form; and (3) the Word version 
of the draft letter. 

Please let me know when the letter is ready to be picked up. Thank you! 


Karen Shaler, Management Assistant to 
Chief Deputy Director Jim Sygo 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6709 
Fax: 517-241-7401 
shalerk@michigan.gov 
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From: 

Sent: 

To: 

Subject: 


Walsh, John (GOV) 

Monday, January 04, 2016 2:04 PM 
Biehl, Laura (GOV) 

RE: DEQ director messaging 


Thank you. 


From: Biehl, Laura (GOV) 

Sent: Monday, January 04, 2016 1:08 PM 
To: Walsh, John (GOV) < WalshJ@mid4aan.goy > 

Subject: DEQ director messaging 

Hi John- Dave asked me to send you the internal email and statement we issued last week. This makes our messaging on 
Dan's departure clear. 


Let me know if you have any questions. 


Laura 

Email: 

Team, 

As you are aware, we have been working closely with the independent taskforce that has been reviewing state, local and 
federal actions regarding the serious health issues related to water in Flint. 

Although the task force's final report is not yet complete, members have made the Governor aware of some interim 
findings, and there are interim steps the Governor has decided to take immediately in order to restore trust in how we in 
state government keep residents safe and informed. 

As part of this process, Dan Wyant, director of the Department of Environmental Quality, has offered his resignation, and 
Governor has reluctantly decided to accept it. There are likely to be other personnel changes in MDEQ as well. 

I want to thank Dan for his service. He has been the DEQ director since the start of the administration, and previously 
headed the Agriculture Department under both Gov. Engler and Gov. Granholm. He is passionate about public service 
and protecting our state's environment. 

The situation in Flint is serious and challenging. We will continue to work closely with the taskforce and city leaders as 
we move forward, committed to protecting the health of people living in Flint and around our state. 

Sincerely, 

Jarrod Agen 

Press release: 


Changes to take place at DEQ, meeting planned with Mayor Karen Weaver 
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In response to initial findings from the Flint Water Task Force, Gov. Rick Snyder today issued the following 
statement: 


"When I became aware that the city of Flint's water showed elevated lead levels and that the state's handling of 
the situation was being questioned, I requested funding to switch the source back to the Great Lakes Water 
Authority and appointed an independent task force to identify possible missteps and areas for improvement. 

"The task force has done an exceptional job, reviewing stacks of documents and interviewing scores of Flint, 
Genesee County, state and federal officials. Although the task force's final report is not yet completed, 
members have made me aware of some interim findings and corrective steps that I have decided to take 
immediately in order to restore trust in how the state keeps its citizens safe and informed. 

"We'll continue to work with the community members to make sure we hear and respond to their concerns. 

"In addition, MDEQ Director Dan Wyant has offered his resignation, and I've determined that it's appropriate to 
accept it. I'm also making other personnel changes at MDEQ to address problems cited by the task force. 

"But changes in leadership and staff are not enough. I understand there can be disagreements within the 
scientific community. That is why I have directed both the departments of Environmental Quality and Health 
and Human Services to invite every external scientist who has worked on this issue to be our partners in helping 
us improve Flint water. Let's share research on water and blood lead level testing so we can arrive at accurate 
and mutually supported conclusions. Together, we should work to affirm that we're using the very best testing 
protocols to ensure Flint residents have safe drinking water and that we're taking steps to protect their health 
over the short and long term. 

"I want the Flint community to know how very sorry I am that this has happened. And I want all Michigan 
citizens to know that we will learn from this experience, because Flint is not the only city that has an aging 
infrastructure. 

"I know many Flint citizens are angry and want more than an apology. That's why I'm taking the actions today to 
ensure a culture of openness and trust. We've already allocated $10 million to test the water, distribute water 
filters, and help in other ways. Last week, I called Flint Mayor Karen Weaver, and we're going to meet soon to 
discuss other ways the state can offer assistance. 

"These are only initial steps - we fully expect to take more actions following the recommendations of our task 
force. When it comes to matters of health and quality of life, we're committed to doing everything we can to 
protect the well-being of our citizens." 


### 


Best, 


Lsyrs Biehl 

Deputy Press Secretary 

Executive Office of Michigan Gov. Rick Snyder 

George W, Romney Building 

111 S, Capitol A ve. 
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Lansing, Mi 48933 
Office: 517-333-6397 
Call: gqyyws 
Biehiti& Michigan.gov 
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Full Name: 

Bob Carlyon 

Last Name: 

Carlyon 

First Name: 

Bob 

Job Title: 

Water Plant Supervisor 

Company: 

City of Flint - Water 

Business Address: 

4500 North Dort Highway 
Flint, MI 48505 

Business: 

(810) 787-6537 

Pager: 


Business Fax: 

(810) 787-3710 
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From: Shaler, Karen (DEQ) 

Sent: Friday, November 06, 2015 1:01 PM 

To: Hall, Jean (GOV) 

Cc: Sygo, Jim (DEQ); Thelen, Mary Beth (DEQ); Bedan, Morgan (GOV) 

Subject: RE: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 


The letter looks great, Jean. I’ll be over to pick it up shortly. Thanks! 
Karen 


From: Hall, Jean (GOV) 

Sent: Friday, November 06, 2015 12:55 PM 
To: Shaler, Karen (DEQ) 

Cc: Sygo, Jim (DEQ); Thelen, Mary Beth (DEQ); Bedan, Morgan (GOV) 

Subject: RE: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 

Hi Karen, 


The attached letter is ready to be picked up at the Romney Building, 2 nd FL Reception Desk. Please look it over and let 
me know if you have any questions. 


Also, please let me know if you do not need the original. Thank you. 


Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H a 1 1 j 1 6 @ m I ghiga n .gov 

517-241-5493 


From: Shaler, Karen (DEQ) 

Sent: Tuesday, November 03, 2015 10:51 AM 
To: Hall, Jean (GOV) < halljl6@niichi8an.ffov > 

Cc: Sygo, Jim (DEQ) < SvffoJ@michigan.gov >; Thelen, Mary Beth (DEQ) < THELENM2@michiffan.ffov > 

Subject: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 

Hi Jean, 

Michigan needs to send a letter signed by Governor Rick Snyder to Susan Hedman, Regional 
Administrator, United States Environmental Protection Agency (USEPA), Region 5, to designate a 
DEQ point of contact for the USEPA’s Flint Safe Drinking Water Task Force. 

Attached are; (1) a PDF of our Information Transmittal and Request for Governor’s Action signed by 
Director Dan Wyant, along with a copy of its attached October 21 Flint Drinking Water Action Plan 
Update regarding the conference call with USEPA requesting a letter and USEPA's October 16 press 
release regarding the establishment of the Task Force (see yellow highlighted text in both 
attachments); (2) a completed Governor Snyder - Signature Request Form; and (3) the Word version 
of the draft letter. 
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Please let me know when the letter is ready to be picked up. Thank you! 


Karen Shaler, Management Assistant to 
Chief Deputy Director Jim Sygo 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6709 
Fax: 517-241-7401 
shalerk@michigan.gov 


2 



From: 

Sent: 

To: 

Subject: 


Ayers, Angela (GOV) 

Friday, January 01, 2016 7:45 PM 
Hall, Jean (GOV) 

Re: JW/AAyers/Di rector Wyant RE: Water Strategy 


Hi Jean, I'd still like to have this conversation with Keith if John thinks it's appropriate. Keith is very engaged in 
the water strategy and would have good insights on if we can influence its final production. 

Angela 

Sent from my iPhone 

On Dec 31, 2015, at 3:21 PM, Thelen, Mary Beth (DEQ) <THELENM2 @m ichigan. gov> wrote: 

Hi Jean, 

This is odd, but for some reason the January 7, 9:00 meeting with John Walsh and 
Angela Ayers says the location is City of Flint on my end. Maybe it doesn’t show that on 
your end of the calendar? 

Since Dan has left, do you want to have this meeting with Keith? I don’t have full 
access to Keith’s calendar yet but I can check to see if this will work for him. 

Please advise. Thanks. Happy New Year. 

Mary Beth 
Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
Thelenm2@michigan.gov 


Original Appointment 

From: Walsh, John (GOV) 

Sent: Monday, December 14, 2015 11:10 AM 

To: Walsh, John (GOV); Wyant, Dan (DEQ); Thelen, Mary Beth (DEQ); Ayers, Angela (GOV); Hall, Jean 
(GOV) 

Subject: JW/AAyers/Director Wyant RE: Water Strategy 

When: Thursday, January 07, 2016 9:00 AM-9:45 AM Customized Time Zone. 

Where: City of Filnt - 1101 S. Saginaw Street, Flint 48502 - City Administrator's Office 


« File: Water Strategy Ideas. docx » 
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From: 

Sent: 

To: 

Subject: 


Thelen, Mary Beth (DEQ) 

Monday, January 04, 2016 11:20 AM 
Hall, Jean (GOV) 

RE: JW/AAyers/Di rector Wyant RE: Water Strategy 


Will get back to you soon as soon as I have a handle on the schedule and can breathe! Stay 
tuned 

Mary Beth 
Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
Theienm2@ m ichia a n .a ov 


From: Hall, Jean (GOV) 

Sent: Monday, January 04, 2016 9:08 AM 
To: Thelen, Mary Beth (DEQ) 

Cc: Ayers, Angela (GOV) 

Subject: RE: JW/AAyers/Di rector Wyant RE: Water Strategy 


Hi Again, Mary Beth, 


John now has a meeting with the Governor that conflicts with the 9 a.m. meeting. Can you check Keith's schedule for 
11:30 a.m. that day? Or 10:30 or 11 a.m. on Tues. Jan. .12'"? 

Jean Hail 

Executive Manager 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

in OjSTCO i .C.b.f Rfl.O.'.RQ.x 
517-241-5493 


From: Thelen, Mary Beth (DEQ) 

Sent: Thursday, December 31, 2015 3:21 PM 

To: Walsh, John (GOV) < Wa j sh Jj® ^ ; Ayers, Angela (GOV) <Ay.e^ Hall, Jean (GOV) 

< QAyil§.^.0TT0igsn.goy> 

Cc: Thelen, Mary Beth (DEQ) < THEtENtv1?.@michig3n.gov > 

Subject: RE: JW/AAyers/Director Wyant RE: Water Strategy 


Hi Jean, 


i 


This is odd, but for some reason the January 7, 9:00 meeting with John Walsh and Angela Ayers 
says the location is City of Flint on my end. Maybe it doesn’t show that on your end of the calendar? 
Since Dan has left, do you want to have this meeting with Keith? I don’t have full access to Keith’s 
calendar yet but I can check to see if this will work for him. 

Please advise. Thanks. Happy New Year. 

Mary Beth 

Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
I h I s? o i ?=ib. 


Original Appointment 

From: Walsh, John (GOV) 

Sent: Monday, December 14, 2015 11:10 AM 

To: Walsh, John (GOV); Wyant, Dan (DEQ); Thelen, Mary Beth (DEQ); Ayers, Angela (GOV); Hall, Jean (GOV) 

Subject: JW/AAyers/Di rector Wyant RE: Water Strategy 

When: Thursday, January 07, 2016 9:00 AM-9:45 AM Customized Time Zone. 

Where: City of Filnt - 1101 S. Saginaw Street, Flint 48502 - City Administrator's Office 


« File: Water Strategy Ideas. docx » 
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From: 

Thelen, Mary Beth (DEQ) 

Sent: 

Monday, January 04, 2016 11:23 AM 

To: 

Hall, Jean (GOV) 

Cc: 

Ayers, Angela (GOV) 

Subject: 

RE: JW/AAyers/Di rector Wyant RE: Water Strategy 


Keith has an 1 1 :30 with another person from Governor’s office on Thursday. So that will not work 
out. 

On Jan. 12, he is scheduled for those Governor’s office Strategic Excellence meetings from 10:15 — 
12:15. 

Can you please give me a couple of other options? Thanks Jean! 

Sorry!! 

Mary Beth 
Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
Thejenm2@michiaan.gov 


From: Hall, Jean (GOV) 

Sent: Monday, January 04, 2016 9:08 AM 
To: Thelen, Mary Beth (DEQ) 

Cc: Ayers, Angela (GOV) 

Subject: RE: JW/AAyers/Di rector Wyant RE: Water Strategy 


Hi Again, Mary Beth, 

John now has a meeting with the Governor that conflicts with the 9 a.m. meeting. Can you check Keith's schedule for 
11:30 a.m. that day? Or 10:30 or 11 a.m. on lues, Jan. 12 th ? 


Jean Hal! 

Executive Manager 

Office of Strategic Poiicy 

Executive Office of Governor Rick Snyder 

Halii l 6 @ mich ig3n.gov 

517-241-5493 


From: Thelen, Mary Beth (DEQ) 


l 




Sent: Thursday, December 31, 2015 3:21 PM 

To: Walsh, John (GOV) < W a I sh J @ m schigam. gov > : Ayers, Angela (GOV) <AyetsA@michis3n.goy >: Hall, Jean (GOV) 

< halH16@mschlgan.gov > 

Cc: Thelen, Mary Beth (DEQ) < TH E L E N M 2 @ rn I ch iga n . go v > 

Subject: RE: JW/AAyers/Director Wyant RE: Water Strategy 


Hi Jean, 

This is odd, but for some reason the January 7, 9:00 meeting with John Walsh and Angela Ayers 
says the location is City of Flint on my end. Maybe it doesn’t show that on your end of the calendar? 
Since Dan has left, do you want to have this meeting with Keith? I don’t have full access to Keith’s 
calendar yet but I can check to see if this will work for him. 

Please advise. Thanks. Happy New Year. 

Mary Beth 

Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
Theiennri2 @ mlchi g an.gov 


Original Appointment 

From: Walsh, John (GOV) 

Sent: Monday, December 14, 2015 11:10 AM 

To: Walsh, John (GOV); Wyant, Dan (DEQ); Thelen, Mary Beth (DEQ); Ayers, Angela (GOV); Hall, Jean (GOV) 

Subject: JW/AAyers/Director Wyant RE: Water Strategy 

When: Thursday, January 07, 2016 9:00 AM-9:45 AM Customized Time Zone. 

Where: City of Filnt - 1101 S. Saginaw Street, Flint 48502 - City Administrator's Office 


« File: Water Strategy Ideas. docx » 
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From: Hall, Jean (GOV) 

Sent: Tuesday, November 03, 2015 11:02 AM 

To: Shaler, Karen (DEQ) 

Cc: Sygo, Jim (DEQ); Thelen, Mary Beth (DEQ) 

Subject: RE: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 


Thank you Karen, I wii! let you know when it is ready. 
Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H a I i j IS (S3 m 1 eh iga n. gov 

517-241-5493 


From: Shaler, Karen (DEQ) 

Sent: Tuesday, November 03, 2015 10:51 AM 
To: Hall, Jean (GOV) < halli 16@michigan.gov > 

Cc: Sygo, Jim (DEQ) < SygoJ(®michigan.gov >: Thelen, Mary Beth (DEQ) < TH ELEN M2@rnichigan.gov > 

Subject: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 

Hi Jean, 

Michigan needs to send a letter signed by Governor Rick Snyder to Susan Hedman, Regional 
Administrator, United States Environmental Protection Agency (USEPA), Region 5, to designate a 
DEQ point of contact for the USEPA’s Flint Safe Drinking Water Task Force. 

Attached are: (1 ) a PDF of our Information Transmittal and Request for Governor’s Action signed by 
Director Dan Wyant, along with a copy of its attached October 21 Flint Drinking Water Action Plan 
Update regarding the conference call with USEPA requesting a letter and USEPA's October 16 press 
release regarding the establishment of the Task Force (see yellow highlighted text in both 
attachments); (2) a completed Governor Snyder - Signature Request Form; and (3) the Word version 
of the draft letter. 

Please let me know when the letter is ready to be picked up. Thank you! 


Karen Shaler, Management Assistant to 
Chief Deputy Director Jim Sygo 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6709 
Fax: 517-241-7401 
shalerk@michigan.gov 
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From: Hall, Jean (GOV) 

Sent: Friday, November 06, 2015 12:55 PM 

To: Shaler, Karen (DEQ) 

Cc: Sygo, Jim (DEQ); Thelen, Mary Beth (DEQ); Bedan, Morgan (GOV) 

Subject: RE: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 

Attachments: 1 1 .6.1 5 DEQ Susan Hedman USEPA Flint Water.pdf 

Hi Karen, 

The attached letter is ready to be picked up at the Romney Building, 2 r ' d FL Reception Desk. Please look it over and let 
me know if you have any questions. 

Also, please let me know if you do not need the original. Thank you. 

Jean Hall 

Executive Assistant 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H a 1 1 i 15 @ rn Ich i ga n. gov 

517-241-5493 


From: Shaler, Karen (DEQ) 

Sent: Tuesday, November 03, 2015 10:51 AM 
To: Hall, Jean (GOV) < haiijl6@michigan.gov > 

Cc: Sygo, Jim (DEQ) < SygoJ@michigan.gov >: Thelen, Mary Beth (DEQ) < THELENM2@michigan.gov > 

Subject: Request for DEQ Point of Contact Designation Letter Signed by Governor Snyder 

Hi Jean, 

Michigan needs to send a letter signed by Governor Rick Snyder to Susan Hedman, Regional 
Administrator, United States Environmental Protection Agency (USEPA), Region 5, to designate a 
DEQ point of contact for the USEPA’s Flint Safe Drinking Water Task Force. 

Attached are: (1 ) a PDF of our Information Transmittal and Request for Governor’s Action signed by 
Director Dan Wyant, along with a copy of its attached October 21 Flint Drinking Water Action Plan 
Update regarding the conference call with USEPA requesting a letter and USEPA's October 16 press 
release regarding the establishment of the Task Force (see yellow highlighted text in both 
attachments); (2) a completed Governor Snyder - Signature Request Form; and (3) the Word version 
of the draft letter. 

Please let me know when the letter is ready to be picked up. Thank you! 


Karen Shaler, Management Assistant to 
Chief Deputy Director Jim Sygo 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6709 
Fax: 517-241-7401 
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RiOK SNYDER 
GOVERNOR 


Vv xY^-X* ^ : 


Ns s^S® st " 

State of Mk-ihvsan- 
EXECUTIVE OFFICE 


LANSING 


BRIAN CAL.iRY 

LA GOVERNOR 


November 6, 2016 


Dr. Susan Hodman, Reg tonal Administrator 

States Environmental Protection Agency 


77 West Jackson Boulevard (R-19J) 
Hinois 60604-3607 


Dr. Hedman; 


This fetter is in follow up to a conference call on October 20, 201 5 between the 
United States Environmental Protection Agency (USEPA)* Region 5, and the Michigan 
Department of Environmental Quality (MDEQ). The purpose of that call was to discuss 
Region 5’s Flint Safe Drinking Water Task Force (Task Force) that was established to 
provide the USEPA’s technical expertise to the MDEQ and the city of Flint, Michigan. 

During that calf, it was requested that the State of Michigan provide the USEPA 
with an MDEQ point of contact for the Task Force. This letter is to inform you of the 
designation of Mr. dim Sygo, Chief Deputy Director, MDEQ, as that point of contact. 
Mr. Sygo’s contact information Is below: 

Michigan Department of Environmental Quality 

P,Q. Box 30473 

Lansing, Ml 48909-7973 

svooi@miehiqan.gov 

517-284-6709 

Thank you for your assistance in this matter as we work together to ensure a 
safe and reliable drinking water supply for the city of Flint. 



Rick Snyder 
Governor 


ec: Mr, Robert Kaplan, Deputy Regional Administrator, USEPA, Region 5 
Mr. Dan Wyant, Director, MDEQ 
Mr, Jim Sygo, Chief Deputy Director, MDEQ 


BS.OP.BB m ROMNEY BLVLDiNG 


I'M SOUTH CAFiTOL AVENUE * LANSfNG, MICHIGAN 48S0& 
v<ww. roic.fciggn.gov 



From: 

Sent: 

To: 

Subject: 


Hall, Jean (GOV) 

Monday, January 04, 2016 8:04 AM 
Thelen, Mary Beth (DEQ); Ayers, Angela (GOV) 

RE: JW/AAyers/Di rector Wyant RE: Water Strategy 


Hi Mary Beth - Happy New Year! 


The meeting is at the Romney Building - 3 rd F-L Policy Conf. Room, Can you just change it on your calendar. Not sure 
why it is showing Flint, as that is not on my end. I will talk to John about how he wants to handle this meeting and get 
back with you - thinking he will probably want to move forward with Keith, so if you could check Keith's calendar that 
would be helpful. 

Jean Hall 

Executive Manager 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

H a 1 1 i 15 @ ro Ich i ga n. gov 

517-241-5493 


From: Thelen, Mary Beth (DEQ) 

Sent: Thursday, December 31, 2015 3:21 PM 

To: Walsh, John (GOV) < Wa 1 sh J @ m i eh iga n ,gov>; Ayers, Angela (GOV) <AyersA @michigan.gov >; Hall, Jean (GOV) 

<haHn.SgmHchlgan.gov> 

Cc: Thelen, Mary Beth (DEQ) <THELENM2.@mjchig3n.gov> 

Subject: RE: JW/AAyers/Director Wyant RE: Water Strategy 


Hi Jean, 

This is odd, but for some reason the January 7, 9:00 meeting with John Walsh and Angela Ayers 
says the location is City of Flint on my end. Maybe it doesn’t show that on your end of the calendar? 
Since Dan has left, do you want to have this meeting with Keith? I don’t have full access to Keith’s 
calendar yet but I can check to see if this will work for him. 

Please advise. Thanks. Happy New Year. 

Mary Beth 

Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
Thelenm2@;nlchiuan.gov 
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Original Appointment 

From: Walsh, John (GOV) 

Sent: Monday, December 14, 2015 11:10 AM 

To: Walsh, John (GOV); Wyant, Dan (DEQ); Thelen, Mary Beth (DEQ); Ayers, Angela (GOV); Hall, Jean (GOV) 

Subject: JW/AAyers/Di rector Wyant RE: Water Strategy 

When: Thursday, January 07, 2016 9:00 AM-9:45 AM Customized Time Zone. 

Where: City of Filnt - 1101 S. Saginaw Street, Flint 48502 - City Administrator's Office 


« File: Water Strategy Ideas. docx » 
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From: 

Sent: 

To: 

Cc: 

Subject: 


Hall, Jean (GO V) 

Monday, January 04, 2016 1 1 :32 AM 
Thelen, Mary Beth (DEQ) 

Ayers, Angela (GOV) 

RE: JW/AAyers/Director Wyant RE: Water Strategy 


Thanks Mary Beth, I just updated the appt. just wanted to make sure you saw the document below in the appt Thanks 
s^3in. 



Water 5trategy 
Ideas, docx 


Jean Hall 

Executive Manager 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

HalijlS @ m 1 ch i ga n.goy 

517 - 241-5493 


From: Thelen, Mary Beth (DEQ) 

Sent: Monday, January 04, 2016 11:29 AM 
To: Hall, Jean (GOV) <hallp. 6 @michigar 5 .gov> 

Cc: Ayers, Angela (GOV) <AyersA @m ichlgan,gov> 

Subject: RE: JW/AAyers/Director Wyant RE: Water Strategy 


I can keep 9:00 on for Keith Creagh. Thank you Jean!! 

Mary Beth 

Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
Thelenni2 @ 5Ti5Chi Cj 3n.;ij O v 


From: Hall, Jean (GOV) 

Sent: Monday, January 04, 2016 11:27 AM 
To: Thelen, Mary Beth (DEQ) 

Cc: Ayers, Angela (GOV) 

Subject: RE: JW/AAyers/Director Wyant RE: Water Strategy 
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9 a.m, on Thursday now works again, if not, here are some more options for next week. 


Tburs, - Jan. 14 th @ 9 a.m. or between 1 and 3:30 p.m. 


Jean Hall 

Executive Manager 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

HallilGi® michigan.gov 

517-241-5493 


From: Thelen, Mary Beth (DEQ) 

Sent: Monday, January 04, 2016 11:23 AM 
To: Hall, Jean (GOV) < haHjl6@michigan.ROv > 

Cc: Ayers, Angela (GOV) < AyersA@roichiaan.goy > 

Subject: RE: JW/AAyers/Director Wyant RE: Water Strategy 


Keith has an 1 1 :30 with another person from Governor’s office on Thursday. So that will not work 
out. 

On Jan. 12, he is scheduled for those Governor’s office Strategic Excellence meetings from 10:15 — 
12:15. 

Can you please give me a couple of other options? Thanks Jean! 

Sorry!! 

Mary Beth 
Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
Theienm2@mlchiaan.aov 


From: Hall, Jean (GOV) 

Sent: Monday, January 04, 2016 9:08 AM 
To: Thelen, Mary Beth (DEQ) 

Cc: Ayers, Angela (GOV) 

Subject: RE: JW/AAyers/Director Wyant RE: Water Strategy 


Hi Again, Mary Beth, 


John now has a meeting with the Governor that conflicts with the 9 a.m. meeting. Can you check Keith's schedule for 
11:30 a.m. that day? Or 10:30 or 11 a.m. on lues. Jan. 12 t:; ? 
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jean Hall 

Executive Manager 

Office of Strategic Policy 

Executive Office of Governor Rick Snyder 

Haliil6gerriichigan.gov 

517-241-5493 


From: Thelen, Mary Beth (DEQ) 

Sent: Thursday, December 31, 2015 3:21 PM 

To: Walsh, John (GOV) < Wa I sh j @ m =ch iga n . gov > ; Ayers, Angela (GOV) < Ayers A@ rn i ch iga n .gov > ; Hall, Jean (GOV) 

< h3jljl6@rnichigan.fioy > 

Cc: Thelen, Mary Beth (DEQ) < T H E t E N M 2 @ m I ch iga n .go v > 

Subject: RE: JW/AAyers/Director Wyant RE: Water Strategy 


Hi Jean, 

This is odd, but for some reason the January 7, 9:00 meeting with John Walsh and Angela Ayers 
says the location is City of Flint on my end. Maybe it doesn’t show that on your end of the calendar? 
Since Dan has left, do you want to have this meeting with Keith? I don’t have full access to Keith’s 
calendar yet but I can check to see if this will work for him. 

Please advise. Thanks. Happy New Year. 

Mary Beth 

Mary Beth Thelen 

Executive Management Assistant to the Director 
Department of Environmental Quality 
Constitution Hall, 6th Floor South 
Phone: 517-284-6712 or 284-6700 
Fax: 517-241-7401 
Theienrn2 @ michi g an. g ov 


Original Appointment 

From: Walsh, John (GOV) 

Sent: Monday, December 14, 2015 11:10 AM 

To: Walsh, John (GOV); Wyant, Dan (DEQ); Thelen, Mary Beth (DEQ); Ayers, Angela (GOV); Hall, Jean (GOV) 

Subject: JW/AAyers/Director Wyant RE: Water Strategy 

When: Thursday, January 07, 2016 9:00 AM-9:45 AM Customized Time Zone. 

Where: City of Filnt - 1101 S. Saginaw Street, Flint 48502 - City Administrator's Office 


« File: Water Strategy Ideas. docx » 
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MEMORANDUM 

Date: December 4, 2015 

To: John Walsh 

From: Angela Ayers 
RE: Water Strategy Ideas 


Michigan's Water Strategy is a unique opportunity to align state agencies, communities, local 
governments and various stakeholder groups around a common vision for enhancing environmental and 
economic opportunities of our water resources. We are the Great Lakes state. Our water strategy should 
match our passion for our water resources. As currently proposed, this document will be a missed 
opportunity. 

The vision outlined in the current strategy is weak, at best. "Michigan's water resources support a 
healthy environment, healthy citizens, vibrant communities and sustainable economies." A vision 
statement should clarify the purpose of the document and inform direction. A grand vision goes a step 
further and helps to ignite action in others. 

The current Water Strategy is a self-described "30-year vision" and "strategy for all people of Michigan." 
It identifies a vision, four core values, nine goals, and 62 recommendations (22 of which are "key 
recommendations"), but does not prioritize the information for any group or entity, nor for any 
timeframe. While it documents the important actions all water-based stakeholders are currently taking 
or must take to ensure future water quality and economic prosperity (along with measures of success 
and methods to track results), its current design is too broad to derive any inherent value. It lacks clarity 
and direction. 

If we can slightly finesse the document to provide some additional clarity in, at a minimum, the State's 
role in aligning priorities and how the State will use the document in its decision making, it will increase 
its value to not only our stakeholders, but ourselves as well. 

Here are some ideas for consideration: 

• Refine the vision to provide clarity on the purpose of the document and ignite action in others. 
Example: 

o The State of Michigan capitalizes on its unique connection to the Great Lakes and all its 
water assets by aligning resources to ignite economic opportunities and provide an 
unparalleled quality of life for all people 

• Include statements in the introduction to provide context to the vision. Examples include: 

o Water is helping Michigan in its reputation as the Comeback State, 
o Placemaking is becoming ever more important to our communities. People want to live 
in a high quality of life location. Michigan is a high value quality of life location. And our 
vast water resources are a large part of the reason why. 
o Leveraging Michigan's water resources as an integral part of a community's quality of 
life will help attract and retain our workforce of today and tomorrow. Technology is 
changing the culture and working habits of our workforce. Telecommuting and working 
remotely are more commonplace, which has released the workforce from the office 
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building, allowing greater choice on where individuals are working. This trend has 
increased the decisions of where employees will work. Instead of living near their place 
of employment, employees are choosing to live in areas with high quality of life values. 

o Water is the primary component of the Pure Michigan experience. We are known for 
our water. Leveraging our unique connection with our vast water resources will ignite 
economic development opportunities in our communities while providing an 
unparalleled quality of life for all. We are the Great Lakes state. 

• Identify the top 6 specific goals the state will focus on in the next 5 years. This will send a 
message to stakeholders of where to focus their own actions and provide a more solid direction 
towards implementation. The nine goals currently listed in the strategy are so broad they are 
more categorical descriptions rather than goals. Specificity and clarity are key. 

• Earlier this year, OGL, DNR and DEQ identified the top 6 goals the State will focus on, however 
this is not indicated in the Strategy. These goals are only known to the Governor's Office and 
State Departments as priorities they will focus on. By pulling out clear and specific goals in the 
Strategy, this will create an urgency around a more narrow set of objectives, resulting in 
increased action by stakeholders (legislators, local and regional governments, NGOs, university 
programs and research, industry groups, businesses, etc.). Everyone will be in the same boats, 
rowing in the same direction. 

• The top 6 goals currently identified are: 

o Prevent introduction of new AIS and control established populations. 

o Achieve a 40% phosphorus in western Lake Erie basin. 

o Support investments in commercial and recreational harbors and address long-term 
maritime infrastructure needs. 

o Develop and implement a water trails system. 

o Accelerate water technologies to solve water problems using an entrepreneurial 
business-led initiative. 

o Establish a Water Fund to achieve Water Strategy goals including water infrastructure 
management. 

• In addition, we should also consider adding a seventh goal related to safe drinking water. 

• Include statements in the introduction to clearly articulate the purpose and direction of the 
document. Explain what we will be doing around these 6 key areas and how others can do the 
same. Examples include: 

o Michigan's state agencies will work together to align resources around these six/seven 
key areas of focus to increase capacity throughout the state by (for example): 

■ Prioritizing projects for grant funding 

■ Increased scoring in loan funding 

■ Conduct a thorough review of state policies and programs around these three 
focus areas to enhance efficiencies and increase access to funding 

■ Work with stakeholders and communities to address regional and local issues 
around these three focus areas 

o The State of Michigan will use this strategy in our decision making related to water 
policies and programs 

o We envision our numerous partners using this document to prioritize and influence 
their individual goals and objectives related to water management. In the short-term, 
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stakeholders can align their actions around the three key focus areas, while they work 
towards the full complement of 62 recommendations. 

• Keep the core values, nine goals and 62 recommendations. 

• If we're going to keep the 22 key recommendations, we should say what we want done with 
them. It's not clear what will be done differently with these 22 versus the 62. 
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